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Covering the Spectrum. 
with Reliable Ceramic Tubes 
a 
From audio into super high frequencies, Eimac 
covers the RF spectrum with modern ceramic 
tubes. This incomparable ceramic electron tube 
family —more than one-third of the Eimac line— 
includes reflex and amplifier klystrons, traveling 
wave tubes, negative grid tubes, rectifiers, pulse 
modulators, and receiving tubes. The tubes illus- 
trated are typical of more than 40 Eimac ceramic 


tube types that are being selected by leading 








equipment manufacturers for use in all types of 


opplications—from tropo-scatter to industrial 


heating, from single sideband to pulse. 


The advantages of reliable Eimac ceramic tubes 
include: resistance to damage by impact, vibra- 
tion, and heat; smaller size; and better processing 


techniques. 


EITEL-McCULLOUGH, INC. 


S A WN Seeuanawe?@e CaAaeer@ee tet a 
Ecmac Firsl with ceramic tubes that can take it 


— 





PRODUCTS DESIGNED AND MANUFACTURED BY EIMAC 
Negative Grid Tubes Ceramic Receiving Tubes Vacuum Pumps 
Reflex and Amplifier Klystrons Vacuum Tube Accessories Traveling Wave Tubes 
Vacuum Switches Circle Number 4 on Reader-Service Card 


Includes the most extensive line of ceramic electron tubes 





1959 AVIATION WEEK BUYERS’ GUIDE 
SECTION C: AVIONICS 


614 Frelinghuysen 


Alternators Ay - wt ioe, ome ih 
Aerojet-General Corp., 6352 North Irwindale Ave 15, Mass. aslaeibibaiees .. Amplifiers, Audio Frequency 


A a alif 


th eee ee oo ee (Including Interphone) 
ec a, t Angeles 4 t Mt a A Ay " AC SPARK PLUG DIV., GENERAL MO 


veda 


TORS CORP 


A a Elect . 2 5 hingt sivd dollywood ‘ w 
Los Angeles 15 : dustrie WW ‘ SEE ADV. D-167 
nge es : 
& = Electror . e 
anta Barbara, Calif ‘ Ma 

to v By ba © } and., in RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
1385 Clay St Sante ar alif : . PRODS. DEPT & e 5 
& A ¢ Box 1 mn Gate SEE ADV. C-76 


149 


11, Ohio 
HOOVER ELECTRIC INSTRUMENTS, IN 
Angeles 25 . SEE ADV 


. SEE ADV 


BENDIX RADIO DIV BENDIX AVIATION CORP 
t EE ADV. C-7 


Ammeters 


AIRWORK CORPORATION 
New SEE ADV. 0-201 


BENDIX AVIATION CORP... Eat 
ADV. C-89 


Calif 
37th . . 4 
» a2 &. F cag Be er N. 
THOMPSON PRODUCTS, INC., Genera . 
and 17, OF SEE ADV. 0-170 
Weste Gea F Box 192 
wy 


THE ELECTRIC AUTO-LITE 
2600 E. Img SEE ADV. D-158 


HICKOK ELECTRICAL INSTRUMENT CO 
Pont eve SEE ADV. C-82 


New York, N. Y 


Way, N. Ho 
an, I Pre 
slendale 
ROCHESTER MFG. CO., INC., 93 F F , 
de Calif SEE ADV. D-174 New k ‘ 
East 53 St., nps Elect 52 1S West ? St INDUSTRIAL TEST EQUIPMENT CO 
. New k ’ SEE ADV. D-206 
Way, Seattle ternat ~ “ 
St., wil 


r ations, Inc 72nd Street 

Petersburg, Florida 

Engrg. & Prod. Div Dynamic Electronics-New York 
n 73-39 Woodhaven Bivd., Glendale, N. Y 
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AMPLIFIERS 


Lane Electronics Mfg. Corp., 
Hollywood, Calif 

LaPointe Industries, Inc., 155 W. Main St. 
Conn 

Lear, Inc., 


7254 Atoll Ave. North 
Rockville, 


3171 S. Bundy Or., Santa Monica, Calif 

Lei, Inc., "380 Oak St., Copiague, N. Y. 

Litton Industries, 336 North Focthill Rd., 
Hills, Calif 

Longren Aircraft Co., Inc., 
Torrance, Calif. 

F. 8. Maclaren & Co., 
ton Station, N. Y. 
Magnavox Co., The, Industrial & Defense Prods. Div., 
2131 Bueter Rd. Ft. Wayne, Ind. 
Marconi’s Wireless Telegraph Co., Ltd., 23-25 Beaver 

St., New York 4, N. 

J. A. Maurer, Inc., ‘3?- 01 "7a St., 
B ¥, 

Measurement Engineering, Ltd., 
prior, Ontario, 

Mechanics Res. Div. American Machine & Foundry Co., 
1104 S. Wabash Ave., Chicago 5, Ili. 

Motorola, iInc., Military Electronics Div., 2710 WN. 
Glybourn Ave., Chicago 14, Ill., 8201 E. McDowell 
Rd. Phoenix, Ariz. 8330 Indiana Ave., Riverside, 
Calif 

Millivac Instrument Corp., P. 0. Box 997, 2315 Second 
Ave., Carman, Schenectady, N. Y 

Munston Mfg. & Service inc., Beech St., Islip, N. Y. 

National Company, iInc., Guided Missile Div., 61 
Sherman St., Maidon, Mass. 

Northern Radio Co., 147 West 22 St., New York 11, 


k 
INSTRUMENTS DIV., TELECOMPUTING 
~ 915 NWN. Citrus Ave., Los Angeles 38, Calif. 
SEE ADV. B-41 
Pacific Mercury Television Mfg. 
hurst Ave., Sepulveda, Calif 
Perm-O-Fiux Products Co., 4101 San Fernando Rd., 
Glendale 4, Calif 
Phiico Corp., Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa. 
Pylon Electronic Development Co., Ltd., 
St., Ville LaSalle, Montreal 32, Quebec, 
RCA Victor Co., Ltd., 1001 Lenoir St., 
Quebec, Canada 
Radiaphone Co., Inc., 600 East Evergreen, Monrovia, 


Calif 
RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 


Beverly 
24751 Crenshaw Bivd., 


Inc., 2 West 18 St., Hunting- 


Long Island City 1, 
232 John St., Arn- 


Corp., 8345 Haven- 


4700 


161 Clement 
Canada 
Montreal, 


SEE ADV. C-76 
Reiner Electronics Co., Inc., 
Easton, Pa 
Rheem Mfg. Co., Gov 
Ave., Downey, Calif 
Rich Electronics, Inc., 


36, Fila 
SANBORN Co, 


Centre & Glendale Sts., 
Products Div., 11711 Woodruff 
212 N. W. Eighth Ave., Miami 


175 Wyman St., Waltham 54, Mass. 
SEE ADV. C-69 
Schaevitz Engr. Co., 
H. Ay Scott, Inc., 


P. 0. Box 505, Camden 1, N. J. 
Instrument Div., 111 Powder Mill 
Maynard, 


Mass 

THE’ ‘SEEBURG CORP., CONTRACT DIV., 1500 N. 
Dayton St., Chicago 22, lil. SEE ADV. C-71 

Semiconductor Devices Corp., Box 222, Summit, N. J. 

Sequoia Wire & Cable Co., 2950 N. Ontario St., 
Burbank, Calif 

Mark Simpson Mfg., Inc., 
City 3, N. Y. 

Skiatron Electronics T. V. Corp., 
New York 14, WN. Y. 

Southwestern Industrial Electronics, Inc., 2831 Post 
Oak Rd., 0. Box 13058, Houston 19, Texas 

The Sparton Corp., Sparton Electronics Div., Jackson, 
Mich. 

James S. Spivey, Inc., 
ton 14, D. C 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carison Rd., Rochester 3, New York 

Taffet Radio & Television Co., 27-05 Brooklyn-Queens 
Expressway W., Woodside 77, Y. 

Telectro Industries Corp., 36-16 37th St., 
City 1, N. Y. 

Telephonics Corp., core Ave., Huntington, L. 1., N. Y. 

THOMPSON P INC., General Offices, Cleve- 
land 17, Ohio. SEE Sov 0-170 

Townsend Engineered Prods., Inc., 805 S. McClay St., 
Santa Ana, Calif. 

Vitro Corp. of America, 261 Madison Ave., New York 
16, N. Y. 


141 West Hazel St., Inglewood 3, Calif. 
816 North Kedzie Ave., 


32-28 49 St., Long Island 


180 Varick St., 
4908 Hampden Lane, Washing- 


Long Isiand 


Walkirt Co., 

Webdcor, Inc.—WMilitary Sales, 
Chicago 51, Ill. 

Weinschel — + a & Ba Corp., 
Ave., Kensi 

Wells Gardner & Co, m 2701 North Kildare St., Chicago 
39, I 

Western Design & Mfg. Corp. Div., U. S. Industries, 
Inc., Bidg. 344, Santa Barbara Airport, Goleta, 
Calif 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 

Wheeler Electronic Corp., Sub. Sperry Rand Corp., 
150 E. Aurora St., Waterbury 20, Conn. 

Wilcox Electric Co., 1400 Chestnut St., Kansas City 
27, Mo. 


Amplifiers, DC 


AC SPARK PLUG DIV., GENERAL MOTORS CORP. 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 
ADV. D-167 

ACF Industries, Inc., 750 Third Ave., New York 17, 
N. Y. 


10503 Metropolitan 


Admiral Corp., 3800 Cortland St., Chicago 47, Illinois 


C4 


AIRBORNE ACCESSORIES CORP., 1414 Chestnut Ave. 
Hillside 5, N. J. SEE ADV. C-72 

Airborne Instruments Lab., Inc., 1345 New York Ave., 
Huntington Station, N. Y 

Airpax Products Co., Fort Lauderdale, Fila. 

Allegany Instr. Co., Inc., 1091 Wills Mountain, Cumber- 
land, Md 

Allied * ees Co., 230 Park Ave., New York 17, 
N 

Almo Tedte Co., 913 Arch St., Philadelphia, Pa. 

Altec Lansing Corp., 1515 South Manchester Ave., 
Anaheim, Calif. 

Amerac, Inc., Dunham Rd., Beverly, Mass 

American Bosch Arma Corp., 320 Fulton Ave., Hemp- 
stead, WN. Y. 

American Electronics, Inc., 
Los Angeles 17, Calif. 

American Electronics, Inc., 655 W. Washington Bivd., 
Los Angeles 15, Calif. 

Amer. Measurement & Control, Inc., 
Waltham, Mass. 

American Missile Produtts Co., 
Lawndale, Calif. 

American Research & Mfg. 
Rockville, Md. 

Amplifier Corp. of America, 398 Broadway, New York 
13, N. Y. 

Applied Physics Corp., 2724 S. Peck Rd., 
Calif. 

Arnoux Corp., 1924 
Angeles 66, Calif. 
Astra Technical Instrument Corp., 
South Pasadena, Calif - 

58-15 Northern Bivd 77 
AVION DIVISION gd INDUSTRIES. ing." ut Park 
Place, Paramus, N SEE ADV. C-100, t-1 
Beckman Instruments, yea Systems Div., ~ ein 
Muller Ave., Anaheim, Calif 
Belock Inst. Corp., 112-03 14 Ave., 
N. Y. 

Bendix-Pacific Div., Bendix e-"% Corp., 
Sherman Way, N. Hollywood, Cal 
Bogue Electric Mfg. Co., 52 lowa Pek: 

J. 


1025 West Seventh St., 


240 Calvary St., 
15233 Grevillea Ave., 


Corp., 920 Hapline Ave., 


Monrovia, 
W. Washington Bivd., Los 


1132 Mission St. 


College Point 56, 
11600 


Paterson 3, 
N 

Bolton Laboratories, Inc., Bolton, Mass 

Bristol! Co., The, P. 0. Box 1790-A 
20, Conn 

British Thompson Houston Co. (Canada) Ltd, 766 
King St., W., Toronto, Ontario, Canada 

Brush Instruments Div., Clevite Corp 3405 Perkins 

Ave., Cleveland 14, Ohio 

Bulova Res. & Devel. Labs., Inc., 
Ave., Woodside 77, N. Y 

C. G. Electronics Corp., P. 0. Box 8345, 
S. E., Albuquerque, N. M. 

Canadian Aviation Electronics, Ltd., P. 0. Box 2030, 
Station 0, Montreal 9, Quebec, Canada 

Canadian Research Institute, 46 St. George St., Tor- 
onto 5, Ontario, Canada 

Centronix, Inc., 34 Oleander St., 
Cocoa, Fila. 

Chaico Engr. 
Calif. 

Collins Radio Co., 
lowa 

Columbia Research Laboratories, 
Bullens Lane, Woodlyn, Pa 

Computer Engineering Assoc., 
Pasadena, Calif. 

Consolidated Controls Corp., Bethel, Conn 

Consolidated Electrodynamics Corp., 300 N 
Madrevilla, Pasadena 15, Calif. 

Cossor (Canada) Ltd., 301-303 Windsor St., 
N. S., Canada 

Customer Service Div., 


W., Waterbdury 


62-10 Woodside 


1500 Central, 


P. 0. Box 1306, 
Corp., 15126 South Broadway, Gardena, 


855 35 St., N. E., Cedar Rapids, 


Macdade Blvd. & 


350 North Halstead, 


Sierra 
Halifax, 


Computer Engineering Associ- 
ates, Inc., 350 North Halstead St., Pasadena, Calif. 

Daven Co., The, Route 10, Livingston, N. J. 

The Decker Corp., 45 Monument Rd., Bala-Cynwyd, Pa. 

Donner Scientific Co., 888 Galindo St., Concord, Calif. 

DuKane Corp., St. Charles, Illinois 

Dynamics Instrumentation Co., Div. Alberhill 
1118 Mission St., South Pasadena, Calif 

Edin, A Division of Epsco, Incorporated, 
St., Worcester 8, Mass. 

Electro Instruments, Inc., 3540 Aero 
Diego 11, Calif. 

Electro-Mechanical Research, Inc., 
Sarasota, Fla. 

Electronic Associates, Inc., 
Aves., Long Branch, N. 

Electronic Tube Corp., 1200 E. Mermaid Ave., 
deiphia 18, Pa. 

Engineered Electronics Co., 
Santa Ana, Calif. 

Engrg. & Prod. Div., Dynamic Electronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y. 
Epsco, Inc., 588 Commonwealth Ave., Boston, Mass. 
Industry Street, Mount Dennis, Toronto 15, Ontario, 

Canada 


Corp., 
207 Main 
Court, San 
P. 0. Box 3041, 
Long Branch & Naberal 
r Phila- 


506 East First St., 


General Communication Co., Boston 15, 


681 Beacon St., 
Mass. 
Genera! Electric Co., Computer Dept., Phoenix, Ariz. 
General Electric Co., Apparatus Sis. Div., 1 River Rd., 
Schenectady 5, N. 
General Radio Co., 
bridge, Mass. 
Gilfillan Brothers, Inc., 
Angeles 6, Calif. 
Goodyear Aircraft Corp., 1210 Massillon Rd., Akron 15, 
Ohio 
Greenleaf Mfg. Co., 7814 Maplewood Industrial Court, 
St. Louis 17, Mo. 

Hagan Chemicals & Controls, Inc., 
_ 1346, Pittsburgh 30, Pa. 
HALLAMORE ELECTRONICS CO. DIV., SIEGLER CORP. 
THE, 8352 Brookhurst Ave., Anaheim, Calif. SEE 

ADV. C-79 


Y. 
275 Massachusetts Ave., Cam- 
1815 Venice Bivd., Los 


Hagan Bidg., 


Hamner Electronics Co., Inc., P. 0. Box 531, Prince- 


ton, N. J. 
Harvey-Wells Electronics, Inc. 


North St., Southbridge, 


Mass. 

Hesco Engineering, 322 East Beach Ave., Inglewood, 
Calif. 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., Los 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 2, 
Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 

Hoover Electronics Co., 
Timonium, Maryland 

Hydel, 99 First St., Cambridge 41, Mass 

3000 Winona Ave., Burbank, Calif. 


110 West Timonium Road, 


805 Albin Ave., Lindhurst, 


Industrial Le Co., 


Y. 
& Bailey, Inc., 1339 Wisconsin Ave., Wash- 
ington 7, D. C. 

Aircraft & Electronics, Div., 


‘ie * Electronics Plant, P 


edo 

KEA RFOTT ‘co INC., SUB. OF, GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Ave., Clifton, N. J 
SEE ADV. C-83 

Kin Tel, 5725 Kearny Villa Rd., San Diego, Calif 

Krohn-Hite Corp., 580 Massachusetts Ave., 
bridge 39, Mass 

LaPointe Industries, Inc., 
Conn. 

Leeds & Northrup, 4970 Stenton Ave., 
Pa 


Kaiser Industries 
0. Box 437, 


Cam- 
155 W. Main St., Rockville, 
Philadelphia 44, 


Copiague, N. Y 
Western Ave., 


Lel Inc., 380 Oak St., 
Librascope, inc., 808 
Calif. 
Litton Industries, 
Hills, Calif 
Longren Aircraft Co., Inc., 
Torrance, Calif. 

F. B. Maclaren & Co., Inc., 
ington Station, N. Y 

Magnavox Co., The, Industrial & Defense Prods. Div., 
2131 Bueter Rd., Ft. Wayne, Ind 

Magnetic Controls Co., 6405 Cambridge St., Minne- 
apolis 16, Minn. 

Magnetic Research Corp., 
Bivd., Hawthorne, Calif 

Mandre! Industries, Inc., 
Tex 

Mechanics Res. Div., American Machine & Foundry Co., 
1104 S. Wabash Ave., Chicago 5, I!! 

Motorola, Inc Military Electronics Div., 
Clybourn Ave., Chicago 14, Il!., 8201 E 
Rd., Phoenix, Ariz., 8330 Indiana Ave., 
Calif 

Millivac 


Glendale 1, 


336 North Foothill Rd., Beverly 


24751 Crenshaw Bivd., 


2 West 18 St., Hunt- 


3160 West €! Segundo 


5134 Glenmont, Houston, 


2710 N 
McDowell! 
Riverside, 
Instrument Corp., P. 0. Box 997, 2315 
Second Ave., Carman Schenectady, N. Y 
Minneapolis Honeywell Regulator Co., Aeronautical 
Div., 2600 Ridgway, Minneapolis 13, Minn 
Minneapolis-Honeywell Regulator Co., Boston Div., 
1400 Soldiers Field Rd., Boston, Mass 
Minneapolis-Honeywell Regulator Co., Industria! 
ucts Group, Wayne & Windrim Aves., Philadelphia 44, 


Pa. 

National Company, Inc., Guided Missile Div., 61 
Sherman St., Maldon, Mass. 

Neff Instrument Corp., 2211 E. Foothill Bivd., 
dena, Calif 

NUCLEAR INSTRUMENTS DIV., TELECOMPUTING 
CORP., 915 WN. Citrus Ave., Los Angeles 38, Calif. 
SEE ADV. 8-41 

Ralph M. Parsons Co., The, Electronics Div., 
DeLacey Ave., Pasadena, Calif 

Perm-O0-Flux Products Co., 4101 
Glendale 4, Calif 

Philco Corp., Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa 

Photocon Research Products, 421 N. Altadena Or., 
Pasadena, Calif. 

Photron Instrument Co., 
land 2, Ohio 

Radiaphone Co., Inc., 600 East Evergreen, 
Calif. 

Radiation Instrument Development, 
sted St., Chicago 21, Il! 

Reciputi & Weiss, Inc., 635 Oak St., Copiague, N. Y. 

Reed Research, Inc., 1048 Potomac St., N. W., 
Washington, D. C. 

Reeves Instrument Corp., Roosevelt Field, Garden City, 
N. Y. 

Resitron Labs., 

Rheem Mfg. Co., 
Ave., Downey, Calif. 

SANBORN CO., 175 Wyman St., 

DV. C-69 
Schaevitz Engr. Co., P. 0. Box 505, 


8. J. 
THE SEEBURG CORP., CONTRACT DIV. 
Dayton St., Chicago 22, Ill. SEE ADV. C-71 
Semiconductor Devices Corp., Box 222, 
N. J. 
Sequoia Wire & Cable Co., 
Burbank, Calif. 
Servo Corp. of America, 
New Hyde Park, N. 
Servomechanisms, Inc., 
thorne, Calif 
SERVO-TEK PRODUCTS CO., 
thorne 1, N. J. SEE ADV 
Skiatron Electronics T. V. Corp., 
New York 14, N. Y. 
Southwestern Industrial Electronics, Inc., 2831 Post 
Oak Rd., P. 0. Box 13058, Houston 19, Texas 
Spencer-Kennedy Laboratories, 1320 Soldiers Field Rd., 
Boston 35, Mass. 
Summers Gyroscope Co., 
Calif. 


Prod- 
Pasa- 


151 S. 
San Fernando Rd., 
4700 
6516 Detroit Ave. Cleve- 
Monrovia, 


5737 South Hal- 


2908 Nebraska, Santa Monica, Calif 
Gov. Products Div., 11711 Woodruff 


Waltham 54, Mass. 
Camden 1, 
1500 N. 
Summit, 
2950 WN. Ontario St., 
2020 Jericho Turnpike, 
12500 Aviation Blvd., Haw- 


1086 Goffle Rd., Haw- 
. C1 


180 Varick St., 


2500 Broadway, Santa Monica, 
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sion Co., 
dside 77, N.Y 
Box 831, Portland 7, Ore. 
Corp., 36-16 37th St., Long 
Y 
TEXAS INSTRUMENTS. INC., 3609 Buffalc 
ston, Texas. SEE ADV. C-75 
THOMPSON PRODUCTS, INC., General Offices, 
and 17, Ohio. SEE ADV. D-170 
Transval Engineering Corp., 10401 
Bivd Culver City, Calif 
nited Contr 4540 Union Bay Pi., 
Wash 
ted Electrodynan 
1200 $ 
niversa 


27-05 Brooklyn-Queens 


Speedway, 
Cleve- 


West Jefferson 


Seattle 5, 

cs Div., United Geophysical Corp., 
, Pasadena, Calif 

Products Corp., 17 Brooklyn Ave., 


vit ort merica, 261 Madison Ave., New 


Webcor, Inc.—Military Sales, 816 North Kedzie Ave., 
Chicago 51 
Western Design ‘4 Mfg. Corp. Div., U. S. Industries, 
In Bidg. 344, Santa Barbara Airport, Goleta 
Calif 
Western Gear Corp., P. 0. Box 192, 2600 E 
, Lynwood, Calif 
n Electrical Instrument Corp., 614 Frelinghuysen 
12, N. J 
Corp Sub. Sperry 
t., Waterbury 20, Conn 


Imperial 


Rand Corp., 


Amplifiers, Instrumentation 
(Strain Gage & Vibration 


750 Third Ave., New York 17, 


go 47, lIilinois 
Deane Highway 


Md 
APPARATUS DIV TEXAS gs INC., 6000 
Ave, [ us 9, Texas. SEE ADV. C-75 
odside 77, N. Y 
AVION DIVISION. “ACF “INDUSTRIES INC., 11 Park 
Place, Para N = — C-100 ~~ 


ster Div 325 


Canada 


nts, Inc., 1333 W. 


820 Hullett St., Long Geach 5, 


rch Laboratories, Macdade Bivd. & 
Woodlyn, Pa 
Assoc., 50 No 


ens Lane 
mputer Engineering th Halstead, 
Pasadena, Calif 
Consolidated Electrodynamics Corp., 300 Worth Sierra 
Madre Villa, Pasadena; Calif 
ment Corp., 2626 S. Peck Rd., 


Cooper Develop 


Calif 


Monrovia, 


Customer Service Div., Computer Engineering Associates, 
In 350 North Halstead St., Pasadena, Calif 
39 Rose St., Danbury, 


Data-Controis Systems, Inc., 


The Decker Corp., 45 Monument Rd., Bala-Cynwyd, 
Pa 
Lab., Inc., 760 Bloomfield Ave., 


Northwest Industrial Park, Burling- 
mtation Co., Div., Alberhill Corp., 
South Pasadena, Calif 
of Epsco, Incorporated, 
Mass 
ments, iInc., 3540 Aero Cour San 
Calif 


207 Main 


Electronic Associates, Inc., 
Aves., Long Branch, N 
Electronic Engineering Co. of Calif., 

Santa Ana, Calif 
Electronic Tube Corp., 1200 E. Mermaid Ave., Phil- 
adetphia 18, Pa. 


Long Branch & WNaberal 


1601 E. Chestnut, 


Endevco Corp., 161 
Calif 

Engineered Electro 
Santa Ana, Cali 

Electro-Mecha 
>arasota 

Epsc inc 

Genera ad 
Mas 

Green eaf Mfg 


¢ > 


Lous i/ 0 


HALLAMORE. ‘ELECTRONICS Co olv 
THE, 8352 Brookhurst Av 
ADV. C-79 


SIEGLER CORP 
f. SEE 


Hyde i nc., 99 First 

HYDRO-AIRE, INC 
SEE ADV. 0-175 

Industrial Cont Co 


Kauke & Co 1632 


3000 Wi 


Kist 


MAGNETIC AMPLIFIERS INC. 63 
N. Y., WEST COAST DIV., 13 
f. SEE ADV: C-94 


9 


NUCLEAR. 
CORP., 9 
SEE ADv. B-41 


w 4 
INSTRUMENTS DIV TELECOMPUTING 


Vowney 
SANBORN co ? 
SEE ADV. C- oe 


Sava 


New 
thweste 


SPACE CORP 
ADV. D-16] 


rry yrosc 


& Lakeville Rds., ( - at Neck, N. Y 
STATHAM ) PRES INC 4 West 
Bivd s eles ¢ alif. SEE ADV. C-85 


and 
TEXAS | INSTRUMENTS INC., 3609 
: EE ADV. C-75 
a a CHEMICAL CORP., 78 
SEE ADV. D- ast 
Topp Industries, Inc 
45, Calif 


1959 AVIATION WEEK/SPACE TECHNOLOGY BUYERS’ GUIDE ISSUE 


AMPLIFIERS 


WIANCKO ENGINEERING co 
Ss ADV. C-103 


Amplifiers, Intermediate 
Frequency 
AC SPARK PLUG DIV een MOTORS Coney 


ADV. D- 167 


APPARATUS DIV TEXAS INSTRU MENTS, INC 
SEE ADV. C 


BELL Al RCRAFT 
SEE 


Jix-F 


OOVER ELECTRIC 


RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., F & arnde B. d 
SEE ADV. C-76 





AMPLIFIERS 


Reiner Electronics Co., Inc., 
Easton, Pa 
Engineering, 330 S 


Centre & Glendale Sts., 


Fair Oaks Ave., Pasadena, 


Co., Gow. Products Div., 11711 Woodruff 
Downey, Calif. 

Schaevitz Engr. Co., P. 0. Box 505, 

Scientific-At — c, Inc., 2162 Piedmont Rd., 
Atlant 

THE SEEBURG CORP., CONTRACT ov, 
Dayton St., Chicago 22, iu, SEE A 

Sequoia Wire & Cable Co., 2950 N 
Burbank, Calif 

Skiatron Electronics T. V. Corp 
York 14, N.Y 

Summers Gyroscope Co., 


Camden 1, WN. J. 
N. E. 


1500 WN 
c-71 
a hos St., 


180 Varick St.. New 


2500 Broadway, Santa Monica, 
& Television Co., 27-05 Brooklyn-Queens 

Expressway W., Woodside 77, N. Y. 
Tel lectro Industries Corp., 36-16 37th St., 


THOMPSON. PRODUCTS, INC., General Offices, 
land 17, Ohio. SEE ADV. 0-170 

United Control Corp., 4540 Union Bay Pi., 
Wash 

Vitro Corp 
16, N.Y 

Webdcor, Inc.—WMilitary Sales, 
Chicago 51, Ill 

Wells Gardner & Co., 
39, Ii. 

Western Design & Mfg 
Inc Bidg. 344, Santa 
Calif 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa 

Wheeler Electronic Corp., Sub. Sperry Rand 
150 E. Aurora St., Waterbury 20, Conn 


Long Island 
Cleve- 
Seattle 5, 


of America, 261 Madison Ave., New York 


816 North Kedzie Ave., 


2701 North Kildare St., Chicago 
Corp. Div., U. S. Industries, 
Barbara Airport, Goleta, 


Corp., 


Amplifiers, Magnetic 


ACF Industries, Inc., 750 Third Ave., New York 17, 
N.Y 

Admiral Corp., 

Aerojet-General Corp., 
Azusa, California 
erovox Co 740 Belleville Ave., New Bedford, Mass 

AIRBORNE ACCESSORIES CORP., 1414 Chestnut Ave., 
Hillside 5, N. J. SEE ADV. C-72 

AiResearch Mfg. Div., The Garrett Corp 
Sepulveda Bivd., Los Angeles 45, Calif. 

Airpax Products Co., Fort Lauderdale, Fila 

Almo Radio Co., 913 Arch St., Philadeiphia, Pa 

American Bosch Arma Corp., 320 Fulton Ave., Hemp- 
stead, N. Y 

American Electronics, Inc., 655 W 
Los Angeles 15, Calif 

American Electronics, Inc., 
Los Angeles 17, Calif 

American Research & Mfg. Corp., 
Rockville, Md 

Amplifier Corp 
13, Y 

Arnold Magnetics Co., 4613 West Jefferson Bivd., Los 
Angeles 16, Calif 

Arnoux Corp., 
Angeles 66 

Automatic 3% 
Gouverneur Newark 4, N. J 

AVION DIVISION. ACF INDUSTRIES, INC., Piant #1, 
1l Park Place, Paramus, N. J Piant 32, 800 
N. Pitt St., Alexandria, Va. SEE ADV. C-100, 
c-101 

BELL AIRCRAFT CORP., 
Falls, N. Y. SEE ADV. A-46 

BENDIX AVIATION CORP., BENDIX PRODUCTS ~, 
401 N. Bendix Dr., South Bend 20, Ind. SEE A 
A-47 


Bendix Aviation Corp., Eclipse-Pioneer Div., 
N. J 


3800 Cortland St., Chicago 47, Illinois 
6352 North Irwindale Ave., 


’ 


9851 


Washington Bivd, 


1025 West Seventh St., 


920 Halpine Ave., 


of America, 398 Broadway, New York 


W. Washington Bivd., Los 


General Instrument Corp., 65 


Niagara Falls Bivd., Niagara 


Teterboro, 

A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif 

Bogue Electric Mfg. Co., 52 lowa Ave., Paterson 3, 
WN. J 

British Thompson Houston Co. (Canada) Ltd., 766 
King St., W., Toronto, Ontario, 

Celco, P. 0. Box 555, Mahwah, WN. J. 

Collins Radio Co., 855 35 St., N. E., Cedar Rapids, 
lowa 

Communication Accessories Co., 
71, Lee’s Summit, Mo 

Consolidated Controls Corp., Bethel, 

Consolidated Electrodynamics Corp., 
Madrevilla, Pasadena 15, Calif 

D. & R. Electronics, Inc., 400 E. Gutierrez St., 
Santa Barbara, Calif 

Daven Co., The, Route 10, Livingston, N. J. 

DETROIT CONTROLS DIV., AMERICAN-STANDARD, 
100 Morse St., Norwood, Mass. SEE ADV. C-92 

Electro-Mechanical Research, Inc., P. 0. Box 3041, 
Sarasota, Fila. 

Electrosolids Corp., 
Calif 

Engrg. & Prod. Div., Dynamic Electronics-New York, 
inc., 73-39 Woodhaven Bivd., Glendale, N. Y. 

Espey Manufacturing Co., Inc., 200 West 57 St., 
New York 19, New York 

Ford Instrument Div., Sperry Rand ~ 
Thomson Ave., Long Isiand City 1, 

1718 Weirfield at 


U. S. Highways 50 & 


Conn. 


300 NWN. Sierra 


13745 Saticoy St., Panorama City, 


31-10 


Brook- 


Freed Teansfavente Co. Inc., 
lyn 27, WN. Y. 


C-6 


The Garrett Mfg. Corp. of Canada, Ltd., 4 Racine 
Rd., Rexdale, Ontario, Canada 

General Electric Co., Apparatus Sis. Div., 
Schenectady 5, N. Y 

General he Co., L ?, Military Electronics Dept., 
French Rad tica, Y 

GENERAL MAGNETICS INC., 135 Bloomfield Ave 
Bloomfield, N. J. SEE ADV. C-93 

Goodyear Aircraft Corp., 1210 Massillon Rd., 
15, Ohio 

Gulow Transformer Co. Inc., 301-303 Hackensack St., 
E Rutherford, N. J 

Guiton Industries, 212 Durham Ave., Metuchen, N. J 

HALLAMORE ELECTRONICS CO., 8352 Srookhurst 
Ave., Anaheim, Calif SEE A Dv. c-79 

Hamner Electronics Co., Inc., P. 0. Box 531, Princeton, 
N. J 

Harvey-Wells Electronics, Inc. 


Mass 

HOOVER ELECTRIC CO., 
Angeles 25, Calif., Eastern Sis 
Port Columbus Airport, Columbus 
ADV. C-97 

Industrial Controi Co., 
N.Y 

International Res. Associates, 
Santa Monica, California 

Kaiser Aircraft & Electronics, Div., 
Corp., Toledo Electronics Plant, P 
Toledo 1, Ohio 

KEARFOTT CO., INC., SUB. OF, GENERAL aes 
EQUIPMENT CORP., 1378 Main Ave., Clifton, N. J 
SEE ADV. C-83 

Kepce Laboratories, Inc., 
Flushing 55, WN. Y 

Ketay Dept., Norden 
Commack, N. Y 

LaPointe Industries, Inc., 155 W. Main St 


1 River Rd., 


Akron 


North St., Southbridge, 


2100 South Stoner Ave., Los 
& Serv., Hangar 2, 
19, Ohio. SEE 
805 Albin Ave., Lindhurst, 
2221 Warwick Ave., 


Kaiser Industries 
0. Box 437, 


Sanford Ave., 
Div f Aircraft Corp 
Rockville, 


Santa Monica, Calif 
Glendale 1, 


Inc., 3171 S. Bundy Or 
Inc., 808 Western Ave 
Litton Industries, 336 North Foothill Rd. Beverly 
Hills, Calif 
Longren Aircraft Co., Inc., 
Torrance, Calif 
Lucas-Rotax oe Box 115, Station H 
Ontario, Can 
MAGNETIC AMPLIFIERS, INC., 632 Tinton Ave., New 
York 55, N. Y., WEST COAST DIV. 136 Washing- 
ton St., El Segundo, Calif. SEE ADV. C-94 
Magnavox Co., The, Industrial & Defense Prods. Div., 
2131 Bueter Rd. Ft. Wayne, Ind 
Magnetic Controls Co., 6405 Cambridge St., Min- 
neapolis 16, Minn 
Magnetic Research Corp., 3160 West E! Segundo Bivd., 
Hawthorne, Calif 
Mechanics Res. Div 
1104 S. Wabash Ave., 
Minneapolis-Honeywel! 
Div., 2600 Ridgway, Minneapolis 8 
Minneapolis-Honeywel! Regulator C OWv., 
1400 Soldiers Field Rd., Boston, 
F. L. Moseley Co., 409 North Fair Oaks Ave., 
Pasadena, Calif 
NYT Electronics, Inc., 
Calif 

National Company, inc Guided 
Sherman St., Maldon, Mass 

Networks Electronic Corp., 14806 Oxnard, Van Nuys, 
Calif 

Ortho Filter Corp., 
N. J 


24751 Crenshaw Bivd 


Toronto 13, 


American Machine & Foundry Co., 
Chicago 5, | 


Requiator Co., Aeronautical 


2979 N. Ontario St., Burbank, 


Missile Div., 61 


196 Albion Ave., Paterson 2, 


Perkin Kansas St., El Segundo, 
Calif 


oo 


Engrg. Corp., 345 
4101 San Fernando Rd., 


DEFENSE ELECTRONICS 
, Camden, N. J 


Products Co., 
dale 4, Calif 
Radio CORP. OF AMERICA, 
DEPT., Front & Cooper Sts 
See ADV. C-76 
Reciputi & Weiss, Inc., 635 Oak St., 
Reed Research, Inc., 1048 Potomac St., N 
ington, 
Rheem Mfg. Co., Gov 
Ave., Downey, Calif 
Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 
Servo Corp. of America, 2020 Jericho Turnpike, New 
Hyde Park, 
Servomechanisms, 
thorne, Calif. 
Skiatron Electronics ¥ V. Corp., 
New York 14, . 
Southwestern + hel Electronics, Inc., 2831 Post 
Oak Rd., P. 0. Box 13058, Houston 19, Texas 
Sperry Gyroscope Co. of Canada itd., 6011 Cote de 
Liesse Road, Montreal, Quebec, Canada 
Stromberg-Carison Div., General Dynamics Corp., 100 
Carison Rd., Rochester 3, New York 
Summers Gyroscope Co., 2500 Broadway, Santa Monica, 
Calif 


Copiague, N. Y 
W., Wash- 


Products Div., 11711 Woodruff 


Inc., 12500 Aviation Bivd., Haw- 


180 Varick St., 


Telectro Industries Corp., 36-16 37th St., Long Island 
City 1, N. Y 

Topp Industries, Inc., 
Angeles 45, Calif. 


Torwico Electronics, Inc., 
6. J. 


5221 West 102 St., Los 


1090 Morris Ave., Union, 


Townsend Engineered Prods., Inc., 805 S. McClay St., 
Santa Ana, Calif 

Transformers Inc., 200 Stage Rd., Vestal 

United Contro! Corp., 4540 Union Bay PI., 
Wash. 

Vari-t Co., Inc., P. 0. Box 1433, 432 Fairfield Ave., 
Stamford, Conn 


Vv. 
Seattle 5, 
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Electric Products Div., 1815 Locust St., 
Missouri 


35 South St 


Vickers, Inc., 
St. Louis 3, 

WacLine, Inc., 
Ohio 

Webcor, Inc., Military Sales, 
Chicago 51, Ill 

Western Design & Mfg. Corp. Div., U. S 
Inc., Bidg. 344, Santa Barbara Airport, 
Calif 

Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 

Wheeler Electronic Corp., Sub. Sperry Rand Corp., 
150 E. Aurora St., Waterbury 20, Conn 

Wickes Engineering & Construction Co., 
Ferry Ave., Camden 4, J. 


Amplifiers, Servo 


AC SPARK PLUG DIV., GENERAL MOTORS -* 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 
ADV. D-167 

Admiral Corp., 3800 Cortland St., Chicago 47 

AiResearch Mfg. Div., The Garrett Corp 
Sepulveda Bivd., Los Angeles 45, Calif 

Air Logistics Corp., 3600 East Foothill Bivd 
California 

Airpax Products Co., 

American Bosch Arma Corp 
stead, N. Y 

American Electronics, Inc. 
Los Angeles 15, Calif 

Amer. Measurement & Control, Inc., 
Waltham, Mass 

American — & Mfg. Corp 
Rockville 

APPARATUS DIV. TEXAS INSTRUMENTS, INC. 6000 
Lemmon Ave., Dallas 9, Texas. SEE ADV. ¢-75 

Arnold Magnetics Co., 4613 West Jefferson Bivd.. Los 
Angeles 16, Calif 

Raymond Atchley, Inc., 
Angeles 64, California 

Avien, 5815 Northern Bivd., Woodside 77, N. Y 

AVION DIVISION, ACF INDUSTRIES, INC., Plant 21 
11 Park Place, Paramus, N. J Plant #2, 800 
N. Pitt St. Alexandria, Va. SEE ADV. C-100 
c-101 

way Ln wy Borg-Warner Corp 3300 Newport 

P. O. Box 1679, Santa Ana, Calif 

Bett ‘AIRCRAFT CORP., Niagara Falls Blvd 
Falls, N. Y. SEE ADV. A-46 

Belock Inst. Corp., 112-03 14 Ave 


N.Y 

BENDIX AVIATION CORP., BENDIX PRODUCTS DiIV., 
rw Bendix Or., South Bend 20, Ind. SEE ADV 
A 


Clair St., Dayton 2, 


816 North Kedzie Ave., 


Industries, 
Goleta, 


12 St. & 


Iilinois 
9851 


Pasadena, 


Fort Lauderdale, Fila 

320 Fulton Ave., Hemp- 
655 W. Washington Bivd., 
240 Calvary St., 


920 Halpine Ave 


2340 Sawtelle Bivd Los 


Niagara 


College Point 56, 


Bendix Aviation Corp., Eclipse-Pioneer Div., Teterboro 
N. J. 

A. Biederman, Inc., Precision Instruments Labs 
Airway, Glendale 1, Calif 

Bogue Electric Mfg. Co., 52 
N. J 

Bristol! Co., The, P. 0. Box 
bury 20, Conn 

Brush Instruments Div., Clevite Corp 
Ave., Cleveland 14, Ohio 

Bulova Res. & Devel. Labs., Inc., 
Ave., Woodside 77, N. Y 

Canadian Applied Research Ltd., 
Toronto 16, Ontario, Canada 

Canadian Aviation Electronics, Ltd., P. 0. Box 2030, 
Station 0, Montreal 9, Quebec, Canada 

Cooper Development Corp., 2626 S. Peck Rd., Monrovia, 
Calif 

Chaico Engr. Corp., 
Calif 

G. L. Collins Corp., 
Calif. 

Collins Radio Company, 855 35th St. N. E 
Rapids, lowa 

Communication Accessories Co., U 
71, Lee’s Summit, Mo 

Computing Devices of Canada, Ltd., Bellis Corners, 
P. 0. Box 508, Ottawa 4, Ontario, Canada 

Controls Corp., Bethel, Conn 

301-303 Windsor St., 


1045 


lowa Ave., Paterson 3, 


1790-A. W Water- 


3405 Perkins 
62-10 Woodside 


1500 O'Connor Or., 


15126 South Broadway, Gardena, 


2620 Hullett St., Long Beach 5, 


Cedar 


S. Highways 50 & 


Consolidated 

Cossor (Canada) Ltd., 
N. S., Canada 

Courter Electric Co., 
Rapids, Mich. 

Dalmo Victor Co. Div., 
Way, Belmont, Calif. 

Daven Co., The, Route 10, Livingston, N. J 
Daystrom Transicoi!l, Div., Daystrom, Inc., Worcester, 
Montgomery County, Pa. 
Defense Products, Nuclear 
Industries, Inc., Riverdale, 
DETROIT CONTROLS DIV., AMERICAN-STANDARD, 
100 Morse St., Norwood, Mass. SEE ADV. C-92 
Donner Scientific Co., 888 Galindo St., Concord, Calif. 

DuKane Corp., St. Charles, I!linois 
Alien B. DuMont Lab., Inc., 760 Bloom 
Clifton, N. J 
Dynametrics Corp., 
ington, Mass. 
Thomas A. Edison Industries 
Lakeside Ave., West Orange, 
Electro Development Co., 3939 
Seattle 5, Wash 
Electronic Associates, Inc., 
Aves., Long Branch, N. 
Electrosolids Corp., 13745 Saticoy St., Panorama City, 
Calif. 


Halifax, 
440 Sixth St., N. W., Grand 


Textron, Inc., 1515 Industrial 


Products-Erco Div ACF 


field Ave., 


Northwest Industrial Park, Burl- 
Instrument Div 4g 
University Way, 


Long Branch & Naberal 
J. 


BUYERS’ GUIDE ISSUE 





Garrett Mfg 
Rexdale 


Oyear 
Ohio 
eenleaf Mfg 
St. Louis 


Ha An We 


HOOVER ELECTRIC co 
s An ge e 2 a 
aoe SEE ADV. C-97 
Hyde - @@ First St 
Ir —_ a 
INDUSTRIAL TEST EQUIPMENT CO., 55 
New York 3 SEE ADV. D- 208 


7 n Electr 


Instrument 


Kaiser Industr es 
Pp : x 437 


Toledo 1, 0 

KEARFOTT CO., INC., SUB. OF GENERAL a 
EQUIPMENT CORP., 1378 Main Ave t 
SEE ADV. C- 1 

Ket y Deg ‘ 4 5 rer , oe. 2 . 
ww oe, & Analyzers, Engine 


LaPointe Industrie 
58.15 


ville, Conn ; Avie 15 Northern Bivd., oe 77 
=. vn St a B&H INSTRUMENT CO.” INC. sa79 
a B. odelphia 44, Bivd., Fort Worth 7, Tex SEE ADV A- 


Leeds & North 
Aviation 


& Asso 
Mass 


B. Macl 
ngton Stat 
The Magnavox Company Bueter Road 


Ind 
MAGNETIC AMPLIFIERS, INC., 632 Tinton Ave 
York 55, N. Y WEST COAST DIV., 136 Washing 
El Segundo Calif SEE ADV. C- a * 


6405 Cambridge St ane 


Regu/ator 
Minneapolis 
Regulator Co 


Rd., Boston, Mass 
Suided Missile 


603 Main St West 


JOHN By - MANUFACTURING .. a DIV 
I Racine, Wis SEE A C-84 
Ph . ve ent & dustria 


k Ave Pr deiphia 44, Pa 


RADIO CORP. OF AMERICA, DEFENSE SLECTROSNES 
PRODS. DEPT & Cooper Sts den, N 
SEE ADV. C-76 


nN. Y 


ne Reflectone 


ee Mfg * v ruff 
Ave., Downey, Calif 
h e 0 
Miami 36, Fla 

SANBORN CO. 175 
SEE ADV. C-69 


Schaevitz Engr 


Scientific-Atlanta 
Atlanta, Ga 
Sen 


Ridgway, M 


Serv A Ca 202 C rng neapo!lis-Honeyw 
Hyde Park, N. ¥ Soldie Field Rd 


Servomechanisms, |! 12500 Aviation Bivd 

thorne, Calif 

Servomechanisms Mechatro! Div., 1200 Prospect 
Ave Westbury, N.Y 

Servomechanisms anada) Ltd Rexdale Bivd & 
Kipling Ave., Toronto 15, Ontario, Canada 

SERVO-TEK PRODUCTS CO., 1086 Goffe Rd. Haw 
thorne 1, N. J. SEE ADV. C-103 

Skiatron Electronics T. V. Corp., 180 Varick 
New York 14, N. Y. 
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ANTENNA FEED 


Analyzers, Ignition 


“~~ CORPORATION 
SEE ADV. D-2 
Ay 
BENDIX AVIATION CoRP 
Y SEE ADV C-77 


Drive, Whittier 
ation . 2 
Sherman St., Malden 
th Ame Aviat 
East Fifth 
Wissahickon Ave 
Prode ! 307 
RADIATION, INC 
ADV. C-105 
RADIO CORP. OF AMERICA 
ADV. C-76 





ANTENNA FEED 


Gyroscope Co., Div., Sperry 
Marcus & Lakeville Rds.. Great Neck, 

Technical Appliance Corp., Sherburne, N. Y. 

Telectro Industries Corp., 36-16 37th St. 
Isiand City 1, N. Y. 

Temco Aircraft Corp., 

A. S. Thomas, Inc., 
Mass. 

Washington Aluminum -Co., Inc., 
29, Md 

Webdcor, Inc., Military Sales, 816 North Kedzie Ave., 
Chicago 51, Iii 

Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 

Z & W Mfg. Corp., Electronics Div., 
Bivd., Wickliff, Ohio 


Rand 
N. Y 


Sperry Corp., 


Long 


P. 0. Box 6191, 
161 Devonshire St. 


Dallas, Tex. 
Boston 10, 


Dept. 175, Baltimore 


30240 Lakeland 


Antennas, High Frequency 


Cambridge 42, 


Adams-Russell Co., Inc., 
Mass 

Admiral Corp., 3800 Cortland St., Chicago 47, 

Aircom, Inc., 354 Main St., Winthrop, Mass 

Airtron Canada Ltd., 300 Campbell Ave., Toronto 9, 
Ontario, Canada 

All American Aircraft Products Inc 
Coast Highway, Harbor City, Calif 
ied International Co., 230 Park Ave., New York 17, 
N. Y 

Almo Radio Co., 913 Arch. St., Philadelphia, Pa. 

American Electronic Laboratories, iInc., 121 WN. 
Seventh St., Philadeiphia, Pa 

Ampheno! , 4 Ltd., 300 Campbell 
Ontario, Can 

AMPHENOL ELECTRONICS CORP., 
Ave., Chicago 50, Ill. SEE ADV 

Andrew California Corp., 941 E 
Calif 

Andrew Corp., 363 East 73 St., 

Atlas Precision Products Co 
Aves., Philadeiphia, Pa 

Berkley Dexter Lab., Inc., 50 
burg, Mass 

Bogart Mfg. Corp., 

Brach Mfg. Corp., 

Brooks & Perkins, Inc 


Detroit 16, Mich 
THE BRUNSWICK-BALKE-COLLENDER CO., DEFENSE 
PRODUCTS DIV., 1700 Messier St., Muskegon, Mich. 
_ SEE ADV. B-46 
C. G. Electronics 
Central, S. E., 
Cadillac Electronic Co 
N. Y 
Canoga 
Columbia Products Co., 
5207, Columbia, S. C 


292 Main St., 


Iiinois 


1311 West Pacific 


Ave., Toronto 9, 


1330 South 54th 
C-106 


Marylind, Claremont, 


Chicago 19, Ill 

Castor & Kensington 
Frankfort St., Fitch- 
Brooklyn 6, N. Y. 
Newark 4, WN. J. 
West Fort St., 


315 Seige! St., 
200 Centra! Ave., 
1950 


Corp P. O. Box 8345, 15000 
Albuquerque, N. M 
53 Worth St., New York 13, 
Van Nuys, Calif. 


Corp., 5955 Sepulveda Bivd., 
P. 0. Box 


Shakespeare Rd., 


Dale Product Inc Columbus, Neb 

Dalmo V ctor Co. Div., Textron, Inc., 
Way, Belmont, Calif 

Joe Davidson & Associates, P. 0. Box 
Gate, Calif 

ee me & Microwave Corp., 7 North Ave., 


Mass. 
DORNE. t ‘WaRCOLIN, . 
bury, N. Y. SEE A 
Electronic Specialty = A 21 San Fernando Rd., Los 
Angeles 39, Calif 
Ciectronics & X-Ray Div., F-R Machine Works, Inc., 
26-12 Borough Pi., Woodside 77, N. Y 
Empire Devices Products Corp 37 Prospect St., 
Amsterdam, N. Y 
Engrg. & Prod. Div 
Inc., 73-39 Woodhaven Bivd., 
Gabrie! Electronics Div., Gabrie! Co., 
Rd., Needham Hgts. 94, Mass 
General Electric Co., Tad Military Electronic Equip. 


Dept., acuse, N. Y. 

GENERALS MILLS, ‘we, MECHANICAL DIV., 1620 
Central Ave E., Minneapolis, Minn SEE ADV. 
C-90 

Goodyear Aircraft Corp., 1210 Massilon Rd., Akron 15, 
Ohio 

Gulton Industries, 212 Durham Ave., Metuchen, N. J. 

Henry J. Hamm & Associates, 6304 W. 79 St., Los 
Angeles 45, Calif 

ITT Labs. Div., International Tel 
Washington Ave., Nutley, WN. J. 

JFD Electronics Corp., 6 6101 Sixteenth Ave., 
N. Y 

& Bailey, Inc., 


1515 Industrial 


108, South 


29 New York Ave., West- 
c-99 


Dynamic Electronics-New York, 
Glendale, N. Y 
The, 135 Crescent 


& Tel. Corp., 500 


Brooklyn 4, 


Jansky 1339 Wisconsin Ave., Wash- 
aie 7, D. C. 

KEARFOTT CO., INC., SUB. OF GENERAL PRECISION 
EQUIPMENT “CORP., 1378 Main Ave., Clifton, N. J. 
SEE ADV. C-83 

F. C. Kent Corp., 

LaPointe Industries, Inc., 
ville, Conn 

Litton Industries, 
Hills, Calif 

Litton Industries, 
College Park, 

Lockheed Aircraft Corp., 
551, Burbank, Calif. 

Magnavox Co., The, Industrial & Defense Products Div., 
2131 Bueter Road, Ft. Wayne, Ind 

Marconi’s Wireless oe Co., Ltd., 23-25 Beaver 
St., New York 4, 

Mark Products Company, rail W. Lincoln Ave., Morton 
Grove, Il! 

W. L. Maxson Corp., The, 475 10 Ave., New York 18, 
N. Y. 


Newark, N. J. 
Rock- 


135 Manchester PI., 
155 W. Main St., 
336 North Foothill Rd., Beverly 
Maryland Div., 4900 Calver R¢., 


California Div., P. 0. Box 


McCarter Radio & Telvision, Ltd, 1625 W. Third 


Ave., Vancouver 9, 8B. C., Cana 


Cc-8 


Measurement Engineering, Ltd. 232 John St., Arn- 
prior, Ontario, Canada 

Motorola, Inc., Military Electronics Div, 2710 N 
Clybourn Ave., Chicago 14, I/ 8201 E. McDowel 
Rd., Phoenix, Ariz 8330 Indiana Ave., Riverside 
Calif 

Miller 
Mich 

National Cor mony. Inc., vided 
Sherman St., Maiden Mass. 

NORTH AMERICAN AVIATION, INC., Internationa! Air- 
port, Los Angeles 45, Calif. SEE ADV. C-100, 0-166 

North American Aviation, Inc Columbus Div., 4300 
East Fifth Ave., Columbus 16, Ohio 

Phiico Corp., Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa 

Pickard & Burns, Inc., 240 Highland Ave., 
Niass 

Plastic Age Co., 
= fornia 

Pp Bergen Ave., Kearny, N. J 

RADIATION, “inc, °P. 0. Box 37 Melbourne, Fla. SEE 


C-105 
RADIO CORP. OF AMERICA, DEFENSE — 
PRODS. DEPT., Front & Cooper Sts mden, N. J 
SEE ADV. C-76 
Radio Corp. of America, Princeton, N 
Raymond De-Icer & Eng. Co 5300 
Huntington Park, Calif 
Sanders Associates, Inc., Nashua, 
Schaevitz Engr. Co., P. 0 Camden 1, 
Scientific-Atianta, Inc., 2162 mont Rd., 
Atlanta, Ga 
Technical Appliance Corp., Sherburne, N. Y 
Telectro Industries Corp 36-16 37th St., 
Island City 1, N. Y 
Temco Aircraft Corp., P. 0. Box 6191 
A. S. Thomas, Inc., 161 Devonshire St 
Mass 
Vitro Corp. o meric 261 
York 16, 
Washington 
more 29, 
Webcor, Inc 
Chicago 51, Ill 
Westinghouse Electric Corp., 3 Gateway Center 
Box 868, Pittsburgh 30, Pa 
C 1400 Chestnut St 


Industries, 1525 Marion St Grand Haven, 


Missile Div., 61 


4700 
Needham, 


14300 Davenport Rd., Saugus, 


J 
Pacific Bivd 


N. H 
N. J 
N. E., 


Long 


Dallas, Tex 
Boston 10, 


Madison Ave New 


Dept 175, Balti- 


tary Sales, 816 North Kedzie Ave., 


P.O 


© Ce., Kansas 


Corp., Electronics Div 30240 Lake- 


Wickliff, Ohic 


Antennas, Loop (Direction 
Finder) 


Admiral Corp., 
IIlinois 

Aircraft 

Allied 
N.Y 

Andrew California Corp., 
mont, Calif 

Atlas Precision og Co., 
Aves. Philadelphia 

BENDIX RADIO DIV., ‘BENDIX po hang CORP., E 
Joppa Rd., Baltimore 4, Md . C-70 

Brach Mfg. Corp., 200 Centra — Newark 4 
N. J 
lilac Electronic Co., 

Y 

Collins Radio Company, 855 35th St. N. E 
Rapids, lowa 

Dayton Aviation Radio & Equip. Corp., 
Hangar No. 2, Dayton Municipal! Airport, 
Ohio 

Diamond Antenna & Microwave Corp 
Wakefield, Mass 

DORNE & MARGOLIN INC., 29 New York Ave., West- 
bury, N. Y. SEE ADV. ¢.99 
Electronic hl. ty Co., 5121 San Fernando Rd., Los 
Angeles 39, Calif. 

Empire Devices Products Corp., 37 
Amsterdam, N. Y 

Engrg. & Prod. Div., Dynamic Electronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y. 

Gabriel Electronics Div., Gabriel Co., The, 135 
Crescent Rd., Needham Hots. 94, Mass 

General Electric Co., Heavy Military Electronic Equip 
Dept., Syracuse, N. Y 

Gulton Industries, 212 Durham Ave., Metuchen, 

Jansky & Bailey, inc., 1339 Wisconsin Ave., 
ington 7, D. C. 

KEARFOTT CO., INC., SUB. OF GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Ave., Clifton, N. J. 
SEE ADV. C-83 

F. C. Kent Corp., 135 Manchester P!., 

LaPointe Industries, Inc. 155 W. Main St., 
ville, Conn. 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif. 

Litton Industries, 336 Worth Foothill Rd. Beverly 
Hills, Calif. 

Magnavox Co., The, Industrial & Defense Prods. Div., 
2131 Bueter Rd., Ft. Wayne, Ind. 

Marconi’s Wireless er Co., Ltd., 23-25 Beaver 
St., New York 4, N. 

Industries, 


3800 Cortlan St., Chicago 47, 


Radio Corp., Boonton, N. J 


international Co., 230 Park Ave., New York 17, 


941 € Marylind, Clare- 


Castor & Kensington 


53 Worth St.. New York 13, 


Cedar 


Dare, Inc., 
Vandalia 


7 North Ave., 


Prospect St., 


N. J, 
Wash- 


Newark, N. J 
Rock- 


Miller 1525 = St., Grand Haven, 
ich. 
National 
Sherman St. 
Prodetin, Inc., 


Raymond De-icer 


Company, iInc., Guided Missile Div., 61 
Maiden, Mass. 
307 Bergen Ave., 


& Eng. Co., 


Kearny, N. J. 
5300 Pacific Bivd., 


Huntington Park, Cali 
RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 
Superex Electronics Corp., 
Y 
Micrometer 


4-6 Radford Pl., Yonkers, 


Corp., 100 Grove S*., Worcester, 


Telectro Industries Corp., 36-16 37th St., Long Isiand 
City 1, N 

Washington Aluminum Co., Inc., 
29, Md 

Webcor, Inc., Military Sales, 
Chicago 51, Ili 

Wilcox Electric Co 
27, Mo 


Dept. 175, Baltimore 


816 North Kedzie Ave., 


1400 Chestnut St., Kansas City 


Antennas, Microwave 


(Radar) 


ACF Incustries, Inc 
N. Y. 

Adams-Russeli Co., Inc., 292 Main St., 
Mass 

Admiral 


750 Third Ave., New York 17, 


Cambridge 42 

Corp., 3800 Cortiand St., Chicago 47, Illinois 

Airborne Instruments Lab. Div., Cutler-Hammer, Inc., 
160 Old Country Rd. Mineola, N. Y 

Aircom, Inc., 354 Main St., Winthrop, Mass. 

Airtron Canada Ltd., 300 Campbell Ave., Toronto 9, 
Ontario, Canada 

Airtron, Inc., 1011 West E 

American Bosch Arma Corp., 
stead, N. Y 

—- Canada Lid., 300 Campbell Ave., 

ntario, Canad. 

AMPHENOL ELECTRONICS a 1830 South 
Ave., Chicago 50, Ill E ADV. C-106 

Andrew California Corp = E. Marylind, 
Calif 

Andrew Cor 63 East 73 chicago 

APPARATUS biv. TEXAS INSTRUMENT INC 
Lemmon Ave., Dallas 9, Texas. SEE ADV. C- 78° 

Atlas Precision Products Co Castor & Kensington 
Aves., Philadeiphia, Pa 

BENDIX RADIO DIV., BENDIX AVIATION CORP., £ 
Joppa Rd., Baltimore 4, Md. SEE ADV. C-70 

Berkley Dexter Lab., Inc., 50 Frankfort St., Fitchburg, 
Mass. 

Bogart Mfg. Corp., 


Linden, N. J 
Hemp- 


zabeth Ave 
320 Fulton Ave 


Toronto 9, 
54th 


Claremont, 


315 Seige! St., Brooklyn 6, N.Y 
Brach Mfg. Corp., 200 Central Ave., Newark 4, WN. J 
Bristol Aircraft (Western) Ltd P. 0. Box 874 
Stevenson Field, Winnipeg, Manitoba, Canada 
Brooks & Perkins, Inc., 1950 West Fort St 


16, Mich 
THE BRUNSWICK-BALKE-COLLENDER CO., DEFENSE 
PRODUCTS DIV., 1700 Messier St. Muskegon, Mich 
SEE ADV. B-46 
Budd-Staniey Co. Inc., 
City 1 Y 


Detroit 


43-01 22 St., Long Isiand 


15000 Cen- 


N 
C. G. Electronics Corp., P. 0. Box 8435, 


Albuquerque, N. M 
53 Worth St 


om. &. €.. 

Cadillac Electronic Co., 
N.Y 

Canoga Corp., 

Collins Radio Company, 
Rapids, lowa 

Dbm Research Corp., 
Cocoa Beach, Fla 

Daimo Victor Co. Div., 
Way, Belmont, Calif 

Joe Davidson & Associates, P. 0. Box 
Gate, Calif 

Diamond _o & Microwave Corp., 7 North Ave., 
Wakefie Mass 

DORNE & MARGOLIN, INC, 29 New York Ave., West- 
bury, N. Y. SEE ADv. ¢-99 

Douglas Microwave Co., Inc., 
Mt. Vernon, N. Y 

Drayer-Hanson Div., WNational-U. S. Radiator Corp 
P. 0. Box 2215, Terminal Annex, Los Angeles 54, 
Calif 

Electronic Specialty Co., 
Los Angeles 39, Calif 

Electronics & X-Ray Div., F-R Machine Works, Inc., 
26-12 Borough Pi., Woodside 77, N. Y 

Emerson Electric Mfg. Co., 8100 Florissant Ave., 
St. Louis, Mo. 

Empire Devices Products 
Amsterdam, N. Y. 


Engrg. & Prod. Div., 


New York 13, 


Calif 
Cedar 


5955 Sepulveda Bivd., Van Nuys 
855 35th St. N. E., 


Stoddard Bidg., P. 0. Box 521, 


Textron, Inc., 1515 Industria 


108, South 


252 East Third St 


5121 San Fernando Rd., 


Corp., 37 Prospect St., 
Dynamic Electronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 
Fonmarth Electronics Co. Div., International Telephone 
& Tel. Corp., 3700 E Pontiac St., Ft Wayne, 

Ind. 
Federal Telephone & Radio Co. Div., International Te! 
Tel. Corp., 100 Kingsland Rd., Clifton, N. J 
Fleet Mfg. Ltd., Gilmore Road, Fort Erie, Ontario, 
Canada 

Gabriel Electronics Div., 
Rd., Needham Hgts., 

General Communication Co., 
15, Mass. 

General Electric Co., Heavy Military Electronic Equip. 
Dept., Syracuse, N. Y. 

General Electric Co., Light Military Electronics Dept., 
French Rd., Utica, N. 

GENERAL MILLS, INC., MECHANICAL DIV. 
Somer! Ave., N. E., Minneapolis, Minn SEE A 


Gabriel Co., The, 135 Crescent 
94, Mass 


681 Beacon St., Boston 


og 


Gilfillan Brothers, Inc., Venice Bivd., Los 
Angeles 6, Calif. 


John Gombos Co., Inc., 


1615 


107 Montgomery Ave., Irving- 
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1210 Massilon Rd., Akron 


Guiton Industr 12 Durham Ave., Metuchen, N. J 

Harvey-Wells Elec ’ inc., North St., Southbridge, 
Mass 

Houston Fearless Corp., 11801 West ympic Bivd 
Los Angeles 64, Calif 

—_ & . ty, In 

ton 7 

KEARFOTT c6., ‘INC SUB. OF, GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Ave., Clifton, N. J 
SEE ADV. C-83 

F. C. Kent Corg 135 Manchester Pi., Newark, N. J 

Kings Electronic Co In 40 Marbiedale Rd., West- 
chester County, Tuckahoe, New York 

LaPointe Industries, Ir 155 W. Main St., Rockville, 


1339 Wisconsin Ave., Wash 


3610 eanside Rd., Oceanside, N. Y 
Industries, 336 North Footh Rd Beverly 
_ Calif 
Maryland Div 4900 Calver Rd., 
Div., P. O. Box 
alif 
The Magnavox Co., Bueter Road, Fort Wayne, Ind 
Marconi’s Wireless Telegraph Co., Ltd., 23-25 Beaver 
St., New York 4, N. Y 
Mark Products Company, 6412 W. Lincoln Ave., Morton 


The, 475 10 Ave., New York 
8739 South Millergrove Drive, 


Pkwy., Livingston, N. J 
I Northwest Industrial Park 


tary Electronics Div 2710 WN 
ago 14, | 8201 E. McDowe 
8330 Indiana Ave., Riverside 


t Grand Haver 


Herricks Rd. 


.) ore b ; ustria 
Wissahickon Ave.. Philadelphia 44, Pa 
Pickard & Burns, |! 240 Highland Ave., Needham 
Mass 
Plast Age Co., 1 Davenport Rd., Saugus a 


fornia 
Polarad Electronic p., 43-20 34 St., Long Island 
City 1, NW. Y 
Prode nc 307 Bergen Ave., Kearney, N 
RADIATION, INC., P Box 37, Melbourne, Fila. SEE 
ADV. C-105 
RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 
fy 


Pacific Blvd 


Sanders Associate 
Scientific-Atiant 
Atlanta, Ga 
be SEEBURG CORP., CONTRACT DIV. 1 
Dayton St., Chicago 22, | SEE ADV. C-71 
Sperry Gyroscope Co. Div., Sperry Rand 
& Lakeville Rds. Great Neck, N. Y 
ainiess Inc., M 
Wales 
tavid Engineering 
field, N. J 
App 


Washingto ar 

ore 29. Md 

Waveline, ! 
New Jersey 
Chicago 51, Ill 

Vestinghouse Elect Core 3 Gat 
Box 868, Pittsburgh 30, Pa. 


Antennas, Ultra High 
Frequency 


Adams-Russell Co., Inc., 292 Main St., Camb 
Mass 
niral Corp., 3800 Cortland St., Chicago 47 
e Instruments Lab. Div., Cutler-Hammer 
did Country Rd., Mineola, N. Y. 


Inc., 354 Main St., Winthrop, Mass 
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Loast Highway, Harb 
nternationa!l Uo., 23 


Radio Co 913 A 
nerican Bosch Arma 
stead, N. Y 
ner a crectro 
Seventh t Philade 
— ") anada d., 3 
AMPHENOL ELECTRONICS CORP 

Ave., Chicago 5 ] cE ADV 
Andrew Califo 

mont, Calif 
Andrew Corp., 
Atlas Precision 

Aves _Ph 


Bogart 
Soito 
Sracr 
oy Perkins 


THE BRUNSWICK- BALKE- COLLENDER co 


PRODUCTS DIV., 1700 Messie 
SEE ADV. B-46— 

Budd-Staniey Co 
City 1, Y 


w ene °] x 
DORNE & MARGOLIN, — 29 Nev 
Du SEE ADV. C-99 


KEARFOTT CO., INC., SUB. OF GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Av 
SEE ADV. C-83 


BUYERS’ GUIDE ISSUE 


ANTENNA, VHF 


RADIATION, INC., F Fla. SEE 
ADV -lt 

RADIO CORP 4 AMERIC A, DEFENSE ELECTRONICS 
PRODS. DEP bs e Camde N. J 
SEE ADV. C- % 

RADIO CORP OF AMERICA 
ADV. C-76 


Antennas, Very High 
Frequency 


AMPHENOL ELECTRONIC CORP 
SEE ADV. 
Andrew alifernia Cors 24 
A 
adeiph a Pa 
Radio Engines 
BENDIX RADIO DIV _BENDIX AVIATION CORP 
Rd t SEE ADV. C-70 
Berkley Dexter Lab Pitcr 
Mass 
vane 
8 
8 x é P kine 
THE BRUNSWICK- BALKE- COLLENDER CO., DEFENSE 
PRODUCTS DIV keg Mich 
SEE ADV. B-46 


DORNE 4 MARGOLIN _INC 
y SE! 


N DV 


Angeles 39, Calif 
; & y Dw 





ANTENNAS, VHF 


Rd., Needham Hgts. 94, Mass. 

— te ~~ Heavy Military Electronic Equip. 

yracuse Y. 

GENERAL "MILLS, ‘inc, MECHANICAL DIV., 1620 
yp Ave., E., Minneapolis, Minn SEE ADV. 

Goodyear Aircraft 1210 Massilon Rd., Akron 
15, Ohio 

Guiton Industries, 212 Durham Ave., Metuchen, 

Haller, Raymond & Brown, Inc., Science Park, 
College, Pa. 

Henry J. Hamm & Associates, 
Los Angeles 45, Calif. 

ITT Labs. Div International Tel 
500 Washington Ave., Nutley, N. J. 

JFD Electronics Corp., 6101 Sixteenth Ave., 


4, WN. Y. 

KEARFOTT CO., INC., SUB. OF GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Ave., Clifton 
N. J. SEE ADV. C-83 

F. C. Kent Corp., 135 Manchester Pl., Newark, N. J 

LaPointe Industries, Inc., 155 W. Main St., Rockville, 


Corp., 


N. J. 
State 


6304 W. 79 St, 
Corp., 


Brooklyn 


& Tel 


3171 S. Bundy Dr.. Santa Monica, Calif 
Stark & Commercial Sts., Man- 


Conn 
Lear, Inc 
Leitch-Huard Corp., 


3610 Oceanside Rd. Oceanside, N. Y 
Industries, 336 North Foothill Rd. Beverly 
Hills, Calif 
Lockheed Aircraft Co California Div., P. 0. Box 
551, Burbank, Calif 
Magnavox Co., The, Industrial & Defense Products Div 
2131 Bueter Rd, Fort Wayne, Ind 
Mark Products Company, 6412 W. Lincoln Ave., Morton 
Grove, Ii! 
Marconi’s Wireless Telegraph Co., Ltd., 
St., New York 4, N. Y 
w.t 
N 
McCarter Radio & Television, Ltd., 
Ave., Vancouver 9, B. C., Canada 
Motorola, Inc Military Electronics Div., 
Clybourn Ave., Chicago 14, I! 8201 E 
Rd., Phoenix, Ariz., 8330 Indiana Ave., 
Call# 
Miller 
Mich. 
National Aeronautical 
Washington, Pa 
National Company Inc Guided 
Sherman St., Maldon, Mass. 
Philco Corp Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa. 
Pickard & Burns, Inc., 240 Highland Ave., 
Mass 
Plastic Age C 14300 
California 
Prodelin, = Ave 
Production Res 
RADIATION, 
SEE ADV. C-105 
RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PROD . Oe , Prone & Cooper Sts., Camden, N. J 
SEE A 


RADIO CORP 
ADV. C-76 


23-25 Beaver 


Maxson Corp., The, 475 10 Ave., New York 18, 


1625 W. Third 


2710 N. 
McDowell 
Riverside, 
1525 \iarion St., 


Industries Grand Haven, 


Corp., Commerce Drive, Fort 


Missile Div., 61 
4700 
Needham 


Davenport Rd Saugus 


Kearney, N. J 
Y 


Melbourne, F 


c-7 
oF AMERICA, Princeton, N. J. SEE 


Raymond De-Icer & Eng. Co., 5300 Pacific Bivd 
Huntington Park, Calif. 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 

Stavid Engineering Inc., U. S. Highway 22, Plainfield, 
6 Jd 

Technical Appliance Corp., 

Telectro Industries Corp 
Island City 1, WN. Y. 

Temco Aircraft Corp., 

A. S. Thomas, Inc., 
Mass 

Vitro Corp. of America, 261 Madison Ave., 
16, WN. Y. 

Washington Aluminum Co., Inc., Dept. 
29, Md 

Webcor, Inc., Military Sales, 816 North Kedzie Ave., 
Chicago 51, Il! 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa 

Wilcox Electric Co., 1400 Chestnut St., 


Sherburne, N. Y 
36-16 37th St., Long 


Dallas, Tex 
Boston 10, 


P. 0. Box 6191 
161 Devonshire St., 


New York 


175, Baltimore 


Kansas City 


East Market St. & Penna. R. R., 
“Pa 


Z& W Mfg Ang Electronics Div., 30240 Lakeland 
Bivd., Wickliff, Ohio 


Attenuators, Microwave 


Admiral Corp., 3800 Cortland St., Chicago 47, Illinois 

Airborne Instruments Lab. Div., Cutier-Hammer, Inc., 
160 Old Country Rd., Mineola, N. Y. 

Airborne Instruments Lab., Inc., 1345 New York Ave., 
Huntington Station, N. Y. 

Aircom, Inc., 354 Main St., 

Airtron Canada Ltd., 300 Campbell Ave., 
Ontario, Canada 

Airtron, Inc., 1011 West Elizabeth Ave., Linden, WN. J. 

Alford Mfg. Co., 299 Atlantic Ave., Boston 10, Mass 

Applied Research, Inc., 76 South Bayles Ave., Port 
Washington, WN. Y. 

Arenberg Ultrasonic Laboratory, Inc., 
Boston, Mass. 

AVION DIVISION, ACF INDUSTRIES, INC., 11 Park 
Place, Paramus, N. J. SEE ADV. C-100, C-101 


Bogart Mfg. Corp., 315 Seigel St., Brooklyn 6, 
N.Y. 


Winthrop, Mass 
Toronto 9, 


94 Green St., 


Bolton Laboratories, Inc., Bolton, Mass. 
Brach Mfg. Corp., 200 Central Ave., Newark 4, N. J. 
Budd-Stanley Co. Inc., 43-01 22 St., Long Island 


C-10 


Ciy lL. Nw. ¥ 
C. G. Electronics Corp., P. 0. Box 
Central, S. E.. Albuquerque, N. M 
Canoga Corp., 5955 Sepulveda Bivd., Van Nuys, Calif. 
Cascade Res. Div., Monogram Precision Industries, Inc., 
53 Victory Lane, Los Gatos, Calif 

Cooper Development Corp., 2626 S. Peck Rd., 
Calif 

Daven Co., 

DeMornay-Bonardi, 
dena, Calif 

Dougias Microwave Co., Inc., 
Mt. Vernon, N. Y 

Diamond Antenna & Microwave Corp., 
Wakefield, Mass 

Dymec, Inc., 395 Page Mill Rd., 

Mr. Daniel D. Kirschner, Sis. Engr., 
X-Ray Div., F-R Machine Works, Inc., 
Pi., Woodside 77, N. Y 

Emerson Cuming, Inc., 869 Washington St., 
Mass 

Empire Devices Products Corp., 
Sterdam, N. Y 

Engrg. & Prod. Div., Dynamic 
inc., 73-39 Woodhaven Bivd., 

Communication Co., 681 

15, Mass 

General Electric Co 
Dept., Syracuse, 

Gilfillan Brothers,  inc., 
Angeles 6, Calif 

The 8. F. Goodrich Co., Sheit 

Goodyear Aircraft Corp., 1210 
15, Ohio 

Hilger A. Watts, Ltd., 
N 


8345, 15000 


Monrovia 


The, Route 10, Livingston, N. J 
Inc., 780 South Arroyo Pky., Pasa- 


252 East Third St., 
7 North Ave., 
Palo Alto, Calif 

Electronics & 
26-12 Borough 
Canton, 
37 Prospect St., Am- 
Electronics-New York, 


Glendale, N. Y 
Beacon St., Boston 
Heavy Military Electronic Equip 


1815 Venice Blvd. Los 
ton, Conn 
0 Massilon Rd., Akron 


80 Shore Rd., Port Washington, 
14 Maple Ave., Pine Brook 

‘INC, SUB. OF, —, PRECISION 

1378 Main Ave., Clifton, N. J 


Kay Electric C Co 

KEARFOTT CO., 
EQUIPMENT CORP. ‘ 
SEE ADV. C-83 


Lieco Inc., 3610 Oceanside Rd., Oceanside, N. Y 

McMillan Industrial Corp., Ipswich, Mass 

Meridan Metalcraft, iInc., 8739 South 
Drive, Whittier, Calif 

Microlab, 71 Okner Pky., 

Microwave Associates, Inc 
Burlington, Mass 

Microwave Development Lab Inc 92 
Babson Park 57, Wellesley, Mass 

Miller Industries, 1525 Marion St., 
Mich 

Narda Microwave Corp., The 
Mineola, N. Y 

National Company, Inc., Guided Missile Div., 
man St., Maidon, Mass 

Ortho Filter Corp., 196 Albion Ave 

Polytechnic Res. & Dev. Co., Inc., 
Brooklyn 1, N. Y 

Premier Instrument Corp., 33 
chester, N. Y 

Pylon Electronic Development Co., Ltd., 161 Clement 
St., Ville LaSalle, Montreal 32, Quebec, Canada 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H 

Sperry Gyroscope Co. Div., Sperry Rand Corp, Marcus 
& Lakeville Rds., Great Neck, N. Y 

Stoddart Aircraft Radio Co., Inc., 6644 Santa Monica 
Bivd., Hollywood 38, Calif 

Telectro Industries Corp., 36-16 37th St., 
land City 1, N. Y 

of America, 261 Madison Ave 


Millergrove 


Livingston, N. J 
Northwest Industrial Park, 


Broad St., 
Grand Haven, 
118-160 Herricks Rd., 
61 Sher- 


Paterson 2, WN. J 
202 Tillary St., 


New Broad St., Port- 


Long Is- 
vitro Corp New York 
16, N. Y 
Waveline, Inc., 

Jersey 
Webcor, Inc., Military Sales 
Chicago 51, Ill 
Weinsche! Engrg. & Mfg. Corp., 
Ave., Kensington, Md 
Wright Engineering Co., 
jena 1, Calif 


P. 0. Box 718, West Caldwell, New 


816 North Kedzie Ave., 
10503 Metropolitan 


180 E. California St., Pasa- 


Automatic Pilots 


AC SPARK PLUG DIV., GENERAL MOTORS CORP. 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 
ADV. D-167 

Aeronutronic Systems, Inc., Sub 
1234 Air Way, Glendale, Calif 

American Research & Mfg. Corp., 
Rockville, Md 

AUTONETICS DIV. OF NORTH AMERICAN AVIATION 
INC., 9150 E. Imperial Hwy., Downey, Calif SEE 
ADV. C-100 

Bendix Aviation Corp., Fisher Bidg., 

Bendix Aviation Corp., Eclipse-Pioneer Div., 
N. J 


of Ford Motor Co 


920 Halpine Ave 


Detroit 2, Mich 

Teterboro, 

A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif 

Collins Radio Company, 855 35th St. 
Rapids, lowa 

Columbia Commerce . Credit Corp., 
New York 22, N 

Electronic Specialty - 
Angeles 39, Calif 

Fairchild Guided Missiles Div., Fairchild Engine & 
Airplane Corp., Wyandanch, N. Y 

Garwin, Inc., 1326 Walnut St., Wichita, Kansas 

General Electric Co., Light Military Electronics Dept., 
French Rd., Utica, N. Y. 

Gilfillan Brothers, Inc., 1815 Venice Bivd., 
6, Calif 

Globe Industries, Inc., 
Belleville, N. J 

Greenleaf Mfg. Co., 


N. E., Cedar 
1 East 53 St., 


5121 San Fernando Rd., Los 


Los Angeles 
Electronics Div., 525 Main St., 


7814 Maplewood Industrial Court, 


St. Lewis 17 

HALLAMORE ELECTRONICS CO. DIV, SIEGLER 
CORP., THE, 8352 Brookhurst Ave., Anaheim, Calif 
SEE ADV. ¢-79 

Industrial Prods. Div., ~~ — = 
15191 Bledsoe St., San a 

KEARFOTT CO., INC., Sus. GENERAL PRECISION 
EQUIPMENT CORP., ae ‘i. Ave., Clifton, N 
SEE ADV. C-83 

Lear, Inc., 3171 S. Bundy ae Santa Monica, Calif 

MAGNETIC AMPLIFIERS, 632 Tinton Ave., New 
York 55, N. ¥., WEST C DASt DIV., 136 Washingt 
St., El Segundo, Calif ONtE ADV. C-94 

Mechanics Res. Div., American Machine & Foundry 
Co., 1104 S. Wabash Ave., Chicago 5, |! 

Minneapolis-Honeyweli Regu!ator Co., Aeronautica! Div., 
2600 Ridgway, Minneapolis 13, Minn 

National Company, Inc., Guided Missile Div., 61 She 
man St Maldon, Mass 

Nortronics Div., Northrop Aircraft Inc., 222 North 
Prairie Ave., Hawthorne, Calif 

Philco Corp Government & Industrial Div., 4700 
Wissahickon Ave Philade'phia 44, Pa 

S. M. S. Instrument & Accessories, In N. Y 
national Airport, Jamaica 30, N. Y 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H 

Sperry Gyroscope Co. Div., Sperry Rand Corp.. Marcus 
& Lakeville Rds. Great Neck, N. Y 

Stair Instrument Co., The, P. 0 Box 341 
North Hollywood, Calif 

Schaevitz Engr. Co., P. O. Bua 505 

Servomechanisms, inc., 12500 Aviation 
thorne, Calif 

Shalicross Mfg. Co., 10 
Pa 

Skiatron Electronics T. V. Corp 180 Varick 
New York 14, N. Y 

Sperry Gyroscope Co. of Canada Ltd 6011 
de Liesse Road, Montreal, Quebec, Canada 

Summers Gyroscope Co., 2500 Broadway, Santa Mon 
Calif 

Telectro Industries Corp., 
land City 1 y 

Temco Aircraft Corp., P. 0. Box 6191, Dallas, Tex 

Westinghouse Electric = Fa Gateway Center, P. 0 


Box 868, Pittsburgh 
" TELECOMPUTING we 


? Te Corp., 


Station 1 


Camden 1, N. J 
Bivd Haw- 


Jackso Ave Collingdale 


37th St Long Is- 


36-16 


WHITTAKER GYRO ON, 
16217 Lindbergh St Van Nuys, Calif 
8-41 


Avionic Components, Misc. 
AC SPARK PLUG DIV., GENERAL MOTORS —" 


Kenilworth Place, Milwaukee 1, Wis 
Electronics, ACF Industries, Inc., 1332 North 
Henry St., Alexandria, Va 
ACF Industries, Inc., 750 Third Ave., New York 17, 
N. Y. 
Actioncraft Products Co 2 Yennicock Ave Port 
Washington, N. Y 
Aerojet-General Corp., 
Azusa, California 
Airconductors, 367 East Olive, Gardena, 
Aircraft Radio Corp., Boonton, N. J 
Alden Electronics & Impulse Recording Equip. Co., 
Westboro, Mass 

Altitude, Inc., 113 Sheldon St., El Segundo, Calif 

American Electronics, Inc., 1025 West Seventh St., 
Los Angeles 17, Calif 

American Research & Mfg. Corp., 
Rockville, Md 

Amphenol! Canada Ltd., 300 Campbell! Ave., 
Ontario, Canada 

AMPHENOL ELECTRONICS CORP. 1830 
Ave., Chicago 50, Ill. SEE ADV. C-106 
Applied Science Corp. of Princeton, P. 0. Box 
Princeton, N. J 

AVION DIVISION, ACF INDUSTRIES, INC 
11 Park Place, Paramus, N. J Plant 
N. Pitt St. Alexandria, Va SEE AD “100, 
c-101 

Avionics Ltd., 
Canada 

BJ Electronics, Borg-Warner Corp., 3300 Newport 
Ave., P. 0. Box 1679, Santa Ana, Calif 

Ballastran Corp., 1701 WN. Calhoun St., 
7, Ind 


Belock Inst. 
N.Y 


6352 North Irwindale Ave., 


Calif 


920 Halpine Ave., 
Toronto 9, 


South 54th 


PI y =. 


Stone Rd., Niagara-on-the-Lake, Ontario, 


Fort Wayne 
Corp., 112-03 14 Ave., College Point 56, 


Bendix Aviation Corp., Eclipse-Pioneer Div., Teterboro, 
N 

Bernco Engineering Corp., 2320 S. Tibbs Ave., P. 0 
Box 41037, Indianapolis 41, Ind 

Bradley Laboratories, Inc., 275 Welton St., 
Conn 

Cambridge Thermionic Corp., 
bridge, Mass 

Chicago Aerial Industries, Inc., 
rose Park, Ii! 

Collins Radio Co., 
lowa 

Collins Radio Co. of Canada, Ltd., 
Toronto 16, Ontario, Canada 

CONSOLIDATED DIESEL ELEC. CORP., 880 Cana! St., 
Stamford, Conn. SEE ADV. 0-109 

Daystrom Transicoi!, Div., Daystrom, Inc., 
Montgomery County, Pa. 

Dayton Aviation Radio & Equip. Corp 
Hangar No. 2, Dayton Municipal Airport 


Hamden, 
447 Concord Ave., Car 
1980 Hawthorne, Me 
855 35 St., N. E., Cedar Rapids 


11 Bermondsey Rd., 


Worcester, 


Dare, Inc., 
Vandalia, 
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Ohio 
= se Products ote Fair ch " come a & Inst. Corp 
obb 
DEL MAR “ENGINEERING LAgokaTonies, Interna West 
t, Los Angeles 45, Cal SEE ADV Box 868, P Pa 
WHITTAKER CONTROLS DIV TELECOMPUTING 
Electronics-New York CORP 915 WN Ave Angeles 38 if 


SEE ADV. B-41 


Pr f Dynamic 
39 Woodhaven Bivd Glendale, N. Y 
Viv., 4059 W. North Ave., Chicago 39 
tro-Mechanical Research, Inc me « Box 3041 
rasota, Fia 
tronic Specialt 121 San Fernando Rd 
geles 39 


Bars, Bus 


$ ; 1218 W. Lake St Chicago 
9 — E tronics Co., 506 East First St ant 
FAIRCHILD CONTROLS CORP 
225 Park Ave Hicksville, N 
Fa A. 


& Te 


COMPONENTS DIV 
Y. SEE ADV C-68 


Internat 


Malton Airport 


Box 253, Prir 


Ave 
Pennsylvania 
TEMPLET amr INC., 7 
N cE ADV 0-204 


rr . 


AS t Beacons, Crash Locator 
KEARFOTT CO.. INC sus OF GENERAL "PRECISION 
EQUIPMENT CORP. 1378 ive admies 
SEE ADV. C-83 
DIVISION. ACF’ INDUSTRIES, INC, 12 Park 
Para , SEE ADV. C-100, C-101 


Newt 


Defense 
4 
c 


Aeronautica 


; ee ae BERMITE POWDER CO ’ 
— eo . , ton St., North Hollywood, Calif. SEE ADV. B-4C 


THE £ SEESURG. corP CONTRACT DIV., 15 


SEE ADV C7 


— AEROCESSORIES INC., 105 
e Y. SEE ADV. D- 195. 
Servomecha 
ng Ave 
Skiatron Electror 
New York 1 
Bristo Tennessee 


Spivey, In 


4908 Harmg¢ 
Sterling Precisior C 

Washington, N.Y 
Summers Gyroscope C 
Calif 


2500 Broadway, Santa M 

Superior 
Cleve and 

Technitr Engineering 
Philadelphia 34 Pa 


Carbon Pro In 9115 George Ave 
5 Ohio 

Allegheny Ave 

Technology Instrument 
Mass 

Telectro Industries Corp 
City 1, N. Y 

Topp Industries, Inc., 5221 

45. Calif 


Main St 


Ts 


36-16 37th St., Long Island 


West 102 St., Los Angeles 


Mineola, N. Y 


zabeth Ave 


Corp 


nited Electrodynamics Div., United Geophysica 
1200 S. Marengo St., Pasadena, Calif 
Corp. of America., 261 Madison Ave., New York merac, | c an i/., Beverly, Mass 
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BEACONS 


AVION DIVISION, ACF INDUSTRIES, INC., Plant 2 
SEE’ ADV e100 C-101 


Data-C 
Conn 


Day: tr t ¥ Dayst 


DESIGNERS FOR INDUSTRY INC., 4241 
c 19 SEE ADV c % 


phone & T 


Wayne, Ind 
Federal Telephone 
Tel. & Tel. Corp 
; Mass 
GENERAL MILLS, INC., MECHANICAL DIV 
Ave. WN e ‘ SEE ADV 
C-90 


filla the vd A 


HALLAMORE ELECTRONICS CO SIEGLER CORP 
THE khurst A A f. SEE 
ADV c- 79 
‘ rganv 

Littor 


Magna 


PACKARD-BELL ELECTRONICS 
PRODUCTS DIV 
Angele {SEE ADV. C-73 


CORP TECHNICA 


Pre 


RADIO CORP. OF AMERICA, p> 
ADV. C-76 


e Rds. Great Neck 


rth Kedrie Ave 


39 


ngh e Ele 
868, Pittsburgh 30 





BLOCKS, CONNECTOR 
Blocks, Connector 


AMPHENOL ELECTRONICS CORP., 1830 South 54th 
Ave., Chicago 50, Ili). SEE ADV. C-106 

Buchanan Electrical Prods. Corp., 259 U. S. 22, Hill- 

side, New Jersey 

Coaxial Connector Co., Inc., 
Mt. Vernon, WN. Y. 

Connecticut Telectronics 
Meriden, Conn 

Cutler-Hammer, Inc., 
3, Wisc 

Dayton Aviation Radio & Equip. Corp., Dare, Inc., 
Hangar No. 2, Dayton Municipal! Airport, Vandalia, 
Ohio 

Garde Mfg. Co 

Lucas-Rotax Ltd. 
Ontario, Canada 

Miller Industries 
Mich 


37 North Second Ave., 
Corp., 34 Cambridge St., 


315 North 12 St., Milwaukee 


Cumberiand, R. I 
Toronto 13, 


53 John St., 
Box 115, Station H., 


1525 Marion St., Grand Haven, 


Insulation, 335 E. Price St., Philadelphia, 
Pa 

North Electric Co. 553 S. Market St.. Galion, Ohio 

States Co., The, 19 New Park Ave., Hartford 6, Conn. 

Superior Carbon Products, Inc., 9115 George Ave., 
Cleveland 5, Ohio 

Telectro Industries Corp., 36-16 37th St., 
City 1 y 

Vitro Corp. of 
York 16, N. Y 


Bombsights 
(See Also Computers; 
Fire Control Systems; etc.) 


AC SPARK PLUG DIV., GENERAL MOTORS CORP., 
1925 E. Kenilworth Place, Milwaukee 1, Wis. 
SEE ADV. D- — 

Admiral! Corp 00 Cortland St., 

BAUSCH & Lome OPTICAL CO., 
Rochester 2, N. Y. SEE ADV 

Belock Inst. Corp 112-03 
56, N.Y 

Burroughs Corp Defense Sales Div., 
Ave., Detroit 32, Mich 

Farrand Optical Co., Inc., 
Bivd., New York 70, N 

Ford Instrument Div., Sperry Rand Corp., 
Thomson Ave., Long Island City 1, N. Y 

G. W. Galloway Co., 220 South First Ave., 


Cal 
GENERAL a INC., MECHANICAL DIV., 
Centra! Ave., E., Minneapolis, Minn. SEE 


c-90 

KOLLMORGEN ore. a, 
ampton, Mass b-194 

Lear, Inc., 3171 S wy bey rs 

Librascope, Inc., 808 Western Ave., 
Calif 

F. B. Maclaren & Co., Inc., 
ington Station, N. Y. 

Morden Division, United Aircraft Corporation, 
Street, Milford, Connecticut 

Perkin Elmer Corp., Main Ave., Norwalk, Conn. 

Phiico Corp., Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa. 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, WN. J. 

Skiatron Electronics T. V Corp., 180 Varick * 
New York 14, N. Y 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
& Lakeville Rds. Great Neck, N. Y 

Telectro Industries Corp., 36-16 37th St., 
land City 1, WN. Y 

Waldorf Instrument Co., 
Station, WN. Y. 


Blocks, Gage 


Fonda Corp., 1700 East Grand Ave., E! Segundo, Calif. 


Brushes, Motor & Generator 


Yuba Consolidated Ind., Inc., P. 0. 
Box 149, 1385 Clay St., Santa Clara, Calif. 

Electro Tec Corp., South Hackensack, N. J. 

General Devices, Inc., P. 0. Box 253, Princeton, WN. J. 

General Electric Co., Apparatus Sis. Div., 1 River Rd., 
Schenectady 5, N. Y 

Hanson-Van Winkie-Munning Co., 
N. J 


Long Island 


America, 261 Madison Ave. New 


Chicago 47, I!linois 
82159 St. Pau! St., 
. B-45 


14 Ave., College Point 


6071 Second 
East 238th St. & Bronx 
» A 

31-10 
Arcadia, 
1620 
ADV 
347 re St., North- 

0-195 


od +4 Calif 
Glendale 1, 
2 West 18 St., Hunt- 


Wiley 


4700 


Long Is- 


Electronics Div., Huntington 


Dalmotor Div., 


Church St., Matawan, 
Kurz & Root Co., 
Lucas-Rotax Ltd., 

Ontario, Canada 
National Carbon Co. Div., 

42 St., New York 17, 
Pure Carbon Co., Inc., 


Appleton, Wisc 

Box 115, Station H., Toronto 13, 

Union Carbide Corp., 30 E. 
vy 

441 Hall Ave., St. Marys, 


Pa 
Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


Bulbs, Temperature 
Resistance 
Aero Research Instrument Co., 


Chicago 7, Ill 
Arnay Fitting Corp., 
N. J 


315 WN. Aberdeen St., 


32 Industrial Ave., Little Ferry, 


C-12 


Arnoux Corp., 11924 W. Washington Bivd., Los Angeles 
66, Calif 

Barber-Coiman Co., 

Bristol Co., The, 
20, Conn 

Cardinal Instrumentation Corp., 
Los Angeles 66, Calif 

Thomas A. Edison Industries, Instrument Div., 
side Ave., West Orange, N. J 

The Foxboro Co., 38 Neponset Ave., Foxboro, Mass 

Hesco Engineering, 322 East Beach Ave., Inglewood, 
Calif 

Instrument Associates, 351 Great Neck Rd., 
N.Y 


Rockford, Ii! 
0. Box 1790-A. W., Waterbury 


4201 Redwood Ave., 


49 Lake- 


Great Neck, 


— 4 Northrup, 4970 Stenton Ave., Philadelphia 
Lewis” ‘ENGINEERING CO., 52 Rubber Ave., 
tuck,, Conn. SEE ADV. C-102 

McGraw-Edison Co., Elgin, lit 

Thompson Res. & Mfg. Co., Box 116, 

United Control! Corp., 4540 Union Bay Pi., 
Wash. 


Nauga- 


Davenport, Fila 
Seattle 5, 


Cabinets & Racks, Avionic 


Accessories Manufacturers, Ltd., 641-645 St. James 
St., W., Montreal, Canada 
Aero Corp., Atlanta Airport 
Aero Metal Products Corp., 787 
Caidwel!, N. J 
AiResearch Aviation Service Div., The Garrett 
6201 W. Imperial Hwy., Los Angeles 45, Calif 
Aiden Products Co 144 Main St Brockton 64, 
Mass 
Almo Radio Co., 
Aluminum Co. of America, 
burgh 19, Pa 
Bendix-Pacific Div., Bendix Aviation Corp., 
Sherman Way, N. Hollywood, Calif 
Bernco Engineering Corp., 2320 S 
Box 41037, Indianapolis 41, Ind 
Bristol Aircraft (Western) Ltd P. ©. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 
Brooks & Perkins, Inc., 1950 West Fort St., Detroit 


16, Mich 
THE BRUNSWICK-BALKE-COLLENDER CO., DE- 
FENSE PRODUCTS DIV., 1700 Messier St., Muske- 
gon, Mich. SEE ADV. B-46 
Bud Radio, Inc., 2118 East 55 St., Cleveland 3, Ohio 
Calcor Corp., Aircraft & Missile Div 1010 Phil- 
adelphia, Whittier, Calif 
Colonial Aircraft Corp., Sanford, Maine 
CRAIG SYSTEMS, INC., 360 Merrimack St., 
Mass. SEE ADV. 0-193 
Data-Controls System, Inc., 
Conn 
Dayton 
Hangar No 
Ohio 
Defense Products Group, American Machine & Foundry 
Co., Broadway & Kennedy Rd.-Cheektowaga, Buffalo, 
N.Y 
Diecraft, Inc., York Rd., Sparks, Md 
Drayer-Hanson Div., WNational-U. S 
P. O. Box 2215, Terminal Annex, 
Calif 
Falstrom Co., 
The Fletcher Mfg. Co., Inc., 
Oklahoma City 17, Okla 
General Metals, Inc., 858 Goldsboro St 
N.C 


Atlanta, Ga 


Passaic Ave., West 


Corp., 


913 Arch St., 
1501 


Philadelphia, Pa 
Alcoa Bidg., Pitts- 
11600 


Tibbs Ave., P. 0 


Lawrence, 
39 Rose St., Danbury 


Radio & Equip. Corp., Dare, Inc 
Vandalia 


Aviation 
2, Dayton Municipal Airport 


Radiator Corp., 
Los Angeles 54, 


72 Falstrom Court, Passaic, N. J. 
Tenth & Missouri Sts., 


Greensboro, 


Goodyear Aircraft Corp., 1210 Massillon Rd., Akron 
15, Ohio 

Gordon Enterprises, 
Hollywood, Cali 

HALLAMORE ELECTRONICS CO. DiIV., 
CORP., THE, 8352 Brookhurst Ave 
SEE ADV. C-79 

Jonco Aircraft Corp., Sub. of Fairchild Engine & Air- 
craft Corp., Box 541, Shawnee, Okla 

Kaiser Engineering Associates, Box 222, Summit, N. J 

Karp Metal Products Co., 60 East 42 St.. New York 
17, N 

Land-Air, Inc., 7444 West Wilson Ave 


It 
LAVELLE AIRCRAFT CORP., Newtown, 
Pa. SEE ADV. A-44 


5362 North Cahuenga Bivd., North 
SUERLER 


Anaheim Cali 


Chicago 31, 


Bucks County, 

Lockheed Aircraft Corp., California Div., P. 0. Box 
551, Burbank, Calif 

Longren Aircraft Co., Inc., 
Torrance, Calif. 

Ludwig Honold Mfg. Co., 
Folcroft, Pa. 

Metal Fabricators Corp., 63 Pond St., 
Mass. 


24751 Crenshaw Bivd., 


Chester Pike & Folcroft Ave., 
Waltham 54, 


Miller 1525 Marion St., Grand Haven, 
ich 
Miller Research Labs. Div., Miller Metal 
Inc., 2215 Russell St., Baltimore 30, Md 
National Company, Inc., Guided Missile Div., 
man St., Maldon, Mass. 

Neilson Electric Manufacturing Co., 
Sheridan, Box 5385, Tulsa, Okla 
NEWBROOK MACHINE CORP., 16 Mechanic St., 

Creek, N. Y. SEE ADV. B-39 


Nigg Engineering Corp., 545 N. Second Ave., Covina, 
Calif. 


Industries, 
Products, 
61 Sher- 


4041 South 


Silver 


Peterson Neville Co., 366 Dorcester Ave., Boston, 
Mass. 

Premier Metal Prods. Co., 337 Manida St., 
59, A 

Radiaphone Co., 
Calif. 


New York 


Inc., 600 East Evergreen, Monrovia, 


Reiner Electronics Co., Inc., Centre & Glendale Sts., 
Easton, Pa. 
Sequoia Wire & 
Burbank, Calif 
~— Cone, P. 0. Box 5175, Dallas, Texas. SEE 


Mg Hg ;- = Inc., 
ington 14, D. C 
Staniey Aviation Corp., 
TA Mfg. Corp., 4607 Alger St 
Taffet Radio & Television Co., 27-05 Brooklyn-Queens 
Expressway W., Woodside 77, N. Y 
Telectro Industries Corp., 36-16 37th St., 

Y 
“Aircraft Co. Div., Vitro Corp 
, Martinsburg, West Va. 
Tope Industries, Inc., 5221 West 102 St., 
45, Calif 
Twin Coach Co., P. 0. Box 2507, Buffalo 25 
United Metallic 0 Ring Corp., Box 1035, 
Ohio 
Vitro Corp. of America, 261 
York 16, N. Y 
Waco Aircraft Co., The 
Washington Aluminum 
more 29, Md 
Western Design & Mfg. Corp. Div., U. S. Industries 
Inc., Bldg. 344, Santa Barbara Airport, Goleta, 
Calif 


Cable Co., 2950 WN. Onfario St., 


4908 Hampden Lane, Wash- 


2501 Dallas St., Denver, Colo 
Los Angeles 39, Calif 


Long Island 
of America 
Los Angeles 


N.Y 
Dayton 1, 


Madison Ave., New 


Peters Ave., Troy, Ohio 
Co., Inc Dept. 175, Balti- 


Cable Assemblies, 
Electrical 


Acoustica Associates, Inc., 26 Windsor Ave., Mineola, 
N.Y 


Advanced Electronics, 94 Silas Deane h- 
way, Rocky Hill, Conn 

Aircraft Appliances & Equipment, Ltd 585 Dixon 
Side Rd., Box 177, Toronto 15, Ontario, Canada 

Aircraft Tools, Inc., 9030 Bellanca Ave., Los Angeles 
45, Calif 

Airtron Canada Ltd 
Ontario, Canada 

Alden Products Co., 
Mass 

Alpha Wire Corporation, 
New York 

Alumi-um Co. of America, 1501 Alcoa Bidg., Pitts- 
burgh 19, Pa 

American Missile Products Co., 15233 Grevillea Ave., 


Lawndale alif 

AMERICAN SUPER-TEMPESATURE WIRES, INC. 24 
W. Canal St., Winooski, Vt. SEE ADV. C-94 

Amnor Aviation Corp Mamaroneck, 
nN. Y 


300 Campbell Ave., Toronto 9 


144 N. Main St., Brockton 64 


200 Varick St., New York 14, 


514 Halstead Ave 


Ampheno! —— Aa, 300 Campbell Ave., Toronto 9 
Ontario, C 

AMPHENOL ELECTRONICS a Mes: South 54th 
Ave., Chicago 50, Ill. SEE ADV. C-106 

Albert & J. M. Anderson Mfg x 289 A St., 
10, Mass 

Andrew California Corp., 941 E 
Calif 

Associated Co. Inc., 1441 S. McLean Bivd 
Kans 

Atlantic 


Boston 
Marylind, Claremont 
Wichita 13, 
& Pacific Wire & Cable Co., 137 Grand St., 


89 York St., Au- 


New York 13. N. Y 
AUBURN ae Co., INC 


burn, N. Y ADV. 0-208 
Avionic Products Engineering Corp., 
N. J 
Belden Mfg. Co 
aq fi 


BENDIX AVIATION CORP. 
N. Y. SEE ADV. C-77 

Berkshire Electric Cable Co.. Main St., Leeds, 

Bernco Engineering Corp., 2320 S. Tibbs Ave., 
Box 41037, Indianapolis 41, Ind 

William Srand & Co., Inc., 106 Valley St. Wil- 
limantic, Conn 

Bristol! Aircraft (Western) Ltd., P. 0. Box 874, Steven- 
son Field, Winnipeg, Manitoba, Canada 

Burton Electrical Engineering Co., 111 Maryland St., 
E! Seaundo, Calif 

Cadre Industries Corp., 
York 

California Technical Industries Div., 
1421 Old County Rd., Belmont, Calif 

Cal-Tronics Corp., 11307 Hindry Ave., Los Angeles 45, 
Calif 


na P. 0. Box 2030, 


Route 46, Dover, 


4647 West Van Buren St., Chicago 


SCINTILLA DIV., Sidney, 


Mass. 
P. O. 


P. 0. Box 150, Endicott, New 


Textron Inc., 


Canadian Aviation Electronics, Ltd., 
Station 0, Montreal 9, Quebec, 
Cannon Electric Company, 3208 Humboldt Street, Los 

Angeles 31, Calif 
Cannon Electric Canada Ltd., 
16, Ontario, Canada 
Coaxial Connector Co., Inc., 
Mt. Vernon, N. Y. 
Cole Electric Co., 
Calif. 

Consolidated Electrodynamics Corp., 
Madrevilla, Pasadena 15, lif. 
Continental Technical Service, Inc., 
29 W. Apple St., Dayton, Ohio 
Dale Products, Inc., Columbus, Neb. 
Dayton Aviation Radio & Equip. Corp., Dare, Inc., 
Hangar No. 2, Dayton Municipal Airport, Vandalia, 

Ohio 

Defense Products Group, American Machine & Foundry 
eee & Kennedy Rd.-Cheektowaga, Buffalo, 
N.Y. 


160 Bartley Dr., Toronto 
37 North Second Ave., 
City, 


8439 Steller Dr., Culver 


300 WN. Sierra 


Aircraft Div., 


Engrg. & Prod. Div., Dynamic Elcetronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y. 
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Moline, Ill 


Eag e 
Ave 


Signal Corg ’) Oo St 


Mfg Manchester Los 


ngeles 3 f 
THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. 0-158 


North Halstead St., Pasa- 


30 
430 


nando Rd., 


St., Paterso 
Farnsworth & tron ot D of Internationa! T 
& Te orp tia 
The Fletcher Mfg C Tenth 
klahoma City 17, Okla 
Fugle-Miller Laborat s, Inc 301 tral Ave 


INC., 


Minneapolis 


1620 Cer 
SEE ADV 


Wis 
Main 


ark, N. J 
GENERAL MILLS Mechanical Div 
tral Ave N. E Minn 
C-90 
bbs Mfg 
be Indust 5 I 
>t Belleville, N 
ord tnterprise 
Hollywood, Calif 
Guardian Elec. Mfg. Co 
ago 12 
Gulton Industries, 212 Durharn 
HALLAMORE ELECTRONICS 
CORP., THE, 8352 Brookhurst 
SEE ADV. ¢-79 


Hallet _ as Co., 5910 Bowcroft St 


Main St 
Electronics 


Janesvilie 
Div., 525 


Cc 454 WN 


J 
5362 North Cahuenga Bivd., North 


1621 West Walnut St 
Ave 

co 
Ave 


Metuche N. J 
DIV., SIEGLER 
Anaheim, Calif 


Hayes Aircraft Corp P 
Ala., 


0 Pendleton Pike 


04 Fifth Ave 


tlectro 
ywood 


LEWIS ENGINEERING co. 52 Rubber Ave 
k SEE ADV. C-102 

Link Aviation, In Hillcrest, Bin 

Lockheed Aircraft Corp Georg 
ts Branch, Marietta 


ghamton 
D ¥ 


8: . 


INSTRUMENTS Div, 
yu s Ave L 


5385 


NUCLEAR TELECOMPUTING 
CORP Angeles 38 
SEE ADV. B- ai 
Pacifi a stomat 
dale f 
Pacific Mer sry Televis 
hurst Ave., Sepulveda 
Packard Ele Div enera 
Pha Piast 530 Bos 
bury, Mass 
Phiico Corp., Government & Industr 
Sahick Ave Philadelphia 44, Pa 
Piqua ese Sts 
Pyle-Natio North 
Chicago 
Radiaphone Co 
alif 


Mfg 
Calif 
M tor 


qr South & 


The 1334 Kostner Ave 


East Evergreen, Monrovia 

Raven 
S 

Reid Meta! Produ 
Burbank, Calif 

Aviation Corp 

Resdei Engineering, 33 Ss 
dena, Calif 

REVERE CORP. OF AMERICA, 845 North Colony Rd 
Wallingford SEE ADV. 8-38 

Robertshaw-F; Co., Aeronautical & 
ent Div Santa. Ana Freeway at Euclid Ave., 
heim, Calif 

Roya 


Industries. 


2021 North Lincoln St 
N. Y 
Ave 


Repubd 


Farmingdale, 


Fair Oaks Pasa 


Conn 
Instru- 


Ana- 


ton ontrols 


national Tel. & Telegraph 
Pawtucket, R. I 

95 Canal St., Nashua, N. # 
290 North Henry St 


Electric Corp Inter 
rp 95 Grand Ave 
Sanders Asociates, In 
Schaffer Air Industries, Inc 

Brooklyn 22, N. Y 
Sequoia Wir 


Burbant 


Ontario 


2950 WN 


ower St., Glendale, Calif 


Box 5175, Dallas, 


>erv air « 1g 
SPACE CORP. 
ADV. D-161 


SEE 


Texas 
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fmm $ Spivey, In 4908 Hampden La 

STANDARD WIRE & CABLE co 

geles 34, Ca SEE kov. c 104 
172 Sterling 


s A 
rprenant Mfg 
Taffet Radio & 
Expressway W 
Telect ndust 
ty 1, N.Y 
trie 
‘ 


hitaker 
Kansas 
Zippertubin 


Angeles 


Cable Assemblies, 
Thermocouple (High 
Temperature) 


wndale Calif 
AMERICAN SUPER-TEMPERATURE WIRES, INC 
’ t., W ki, Vt. SEE ADV. C-94 
anada td 3 npbe Ave T 
AMPHENOL ELECTRONICS ~ 8 
SEE ADV. C-106 


& 


Ix AVIATION CoRP SCINTILLA DIV 


BEND 
\ SEE ADV. C-77 


LEWIS ENGINEERING co 52 
k SEE ADV. C- 102 
kheed A aft *) 
t Ma etta Ga 


REVERE by OF AMERICA, 845 
N , SEE ae B- 3 


bank, Ca 
SPACE CORP. F 
SEE ADV. 0-161 
STANDARD WIRE & aa co 
s geles 34 EE ADV. 


The Elect x 


C-104 


BUYERS’ GUIDE ISSUE 


CABLE, COAXIAL 
Cable, Bonding 


STANDARD WIRE & 


CABLE CO., 344 
f. SEE ADV. C 


Cable, Coaxial 


INC 


AMERICAN SUPER: TEMPERATURE WIRES 
SEE C- 94 


Ww ADV 


AMPHENOL ELECTRONICS CORP 


o SEE ADV. C-106 


A 
N 


N y 


LEWIS ENGINEERING CO 
SEE ADV 


-3n9 
U-iUed 


WIRE & CABLE CO 
f. SEE ADV t 104 


2 


STANDARD 
s Ange 





CABLE, ELECTRIC 
Angeles 14, Calif. 


Cable, Electric 


Aircraft Components, Inc., Woodland Ave., Twin Cities 
Airport, Benton Har? +, Mich 

Air ignition Div., Robert L. Hall Co., 
bank Bivd., Burbank, Calif. 

Aime Radio Co., 913 Arch. St. 

Alpha Wire Corporation, 200 Varick St., 
New York 

Aluminum Co. of America, 1501 Alcoa Bidg., Pittsburgh 
19, Pa. ! 

Ameaigamatea Electric 
Ontario, Canada 

American Electric 
Holyoke, Mass 

American Steel & Wi “ oS 
Rockefeller Bidg. 

AMERICAN SUPER. TEMPERATURE. WIRES, INC. 24 
W. Canal St., Winooski, Vt. SEE ADV. C-94 

Amnor Aviation Corp., 514 Halstead Ave., "Mamaroneck, 
N.Y 

Ampheno! Canada Ltd., 
Ontario, Canada 

Atlantic & Pacific Wire & Cable Co., 
New York 13, N. Y 

4647 West Van Buren St., 


3318 W. Bur- 


Philadelphia, Pa. 
New York 14, 


Corp., 46 Elgin St., Ottawa, 


Cable Co., 181 Appleton St., 


o wy 2 ws Steel Corp., 


300 Campbel! Ave., Toronto 9, 

137 Grand St., 

Belden Mfg. Co., Chicago 
44, Il. 

Berkshire Electric Cable Co., Main St., 

William Brand & Co., Inc., 106 Valley St., 


Leeds, Mass. 
Willimantic, 


Conn. 
Cadillac Electronic Co., 53 Worth St., New York 13, 
N.Y 


Cadre Industries Corp., P. 0. Box 150, Endicott, New 
York 


Chase Brass & Copper Co., Waterbury, 


236 Grand St., 


Chester Cable Corp., Sub. of Miami Copper Co., Chester, 


2. Vv 
Cornish Wire Co. Inc., 50 Church St., New York 7, 
N.Y. 


The Crescent Co. Inc., 20 
R. 1. 
THE ELECTRIC AUTO-LITE CO., 


ELECTRIC AUTO-LITE CO., Wire & Cable Div., Port 
Huron, Mich. SEE ADV. 0-158 

Farwest Mfg. Division, Inc., 209 First Ave., S., 
Seattle 4, Wash. 

General Cable Corp., 
N.Y. 

General 


Pawtucket, 


Ohio, SEE 


Central Ave., 


Toledo 1, 


420 Lexington Ave., New York 17, 


Electric Co., 1285 Boston Ave., Bridgeport, 


onn 

Hallett Mfg. Co., 5910 Bowcroft St.. Los Angeles 16, 
Calif 

Haveg ys ustries, Inc., 
8, 

Hi “yt ires Inc., 

= oducts, Ltd., 


900 Greenbank Rd., Wilmington 


Westbury, N. Y. 
New York 18, 


1200 Shames Dr., 
404 Fifth Ave. 

poe onal Resistance Co., 401 N. Broad St., Phila- 
deiphia 8, Pa. 

= —- & Chemical Sales, Inc., 1924 Broad- 


52 Rubber Ave., Naugatuck, 


12, Calif 

Lewis ENGINEERING - 

Conn E ADV. 

Microdot, _Inc., 
Calif 

Nelson Electric Manufacturing Co., 
dan, Box 5385, Tulsa, Okia 


Ay eS Ave., Pasadena, 


4041 South Sheri- 


North Electric Co., 553 S. Market St., Galion, Ohio 

Okonite Co., The, Passaic, N. J. 

Pacific Automation Products, Inc., 
dale 1, Calif 


Packard Elec. Div., 


1000 Airway, Glen- 


General Motors Corp., Warren, 


Ohio 
Phalo Plastics Corp., 530 Boston Turnpike, Shrews- 
bury, Mass 


— — ha Products Corp., 300 Park Ave., 
Y. 


REVERE Cor. ‘OF —, = North Colony Rd., 
Wallingford, Conn. SEE A 8-38 

Rockbestos Products Corp., eh & Canner Sts., New 
Haven 4, Conn 

Rome Cable Corp., Rome, N. Y 

Royal Electric Corp., International Tel. 
Corp., 95 Grand Ave., Pawtucket, R. | 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H. 

Seaview Electric Co., 406 Main St., Avon, N. J 

Sequoia Wire & Cable Co., 2950 WN. Ontario St., 
Burbank, Calif. 

STANDARD WIRE & CABLE CO., 3440 Overland Ave., 
Los Angeles 34, Calif, SEE ADV. C-104 

Surprenant Mfg. Co., 172 Sterling St., 

Tensolite Insulated Wire Co. Inc., West 
Tarrytown, N. Y. 

U. S. Chemical Milling Corp., 
Mahattan Beach, California 

Western International Co., 45 Vesey St., 
N 

Whitaker Cable Corp., 
Kansas City 16, 

Edwin L. Wiegand Co., 
8, Pa. 

Zippertubing Co., The, 
Angeles 14, Calif. 


Cable, Ignition 


Aircraft Cy Pp 4< Inc w Ai 
Airport, Benton Harbor, Mich. 


& Telegraph 


Clinton, Mass 
Main St., 
1700 Rosecrans Ave., 
New York, 
1301 Burlington St., North 
0. 

7500 Thomas Bivd., Pittsburgh 


752 S. San Pedro St., Los 





d Ave., Twin Cities 


C-14 


Air Ignition Div., Robert L. Hall Co., 3318 W. Bur- 
bank Bivd., Burbank, Calif. 

Aime Radio Co., 913 Arch. St., 

American Electric Cable Co., 181 
Holyoke, Mass. 

American Stee! & Wire Div., United States Steel Corp., 
Rockefeller Bidg., Cleveland 13, Ohio 
Ammnor Aviation Corp., 514 Halstead Ave., 

N.Y 


Philadelphia, Pa 
Appleton St., 


Mamaroneck 

Atlantic & Pacific Wire & Cable Co., 137 Grand St., 
New York 13, N. Y 

Beiden Mfg. Co., 4647 West Van Buren 
it 

Bendix Aviation Corp., 

Berkshire Electric Cable Co 

Breeze Corporations, Inc., 


t., Chicago 44, 


Fisher Bidg., Detroit 2, Mich. 

Main St., Leeds, Mass 
700 Liberty Ave., Union, 
New York 13, 


WN. J 
Cadiliac Electronic Co., 53 Worth St. 
N.Y 


Cadre Industries Corp., P. 0. Box 150, Endicott, 
New York 
Chester Cable Corp., Sub. of Miami Copper Co., 


N. Y. 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Co-Operative Industries, Inc., Chester, N. J. 

The Crescent Co., Inc., 20 Central Ave., 


R. I. 

THE ELECTRIC AUTO-LITE CO., 
ADV. 0-158 

ELECTRIC AUTO-LITE CO., Wire & Cable Div., Port 


Huron, Mich. SEE ADV. 0-158 
General Cable Corp., 420 Lexington Ave., New York 17, 
N.Y 


Chester, 


Pawtucket, 


Toledo 1, Ohio. SEE 


Hallett Mfg. Co., 5910 Bowcroft St., Los Angeles 16, 
Calif 


Haveg Industries, Inc., 
LEWIS ENGINEERING CO., 52 Rubber Ave., Naugatuck, 
SEE A C-102° 


Conn 
Okonite Co., tw Passaic 
Packard Elec. Div., General 

Ohio 
Phelps Dodge Copper bg roducts Corp., 

New York 22, N 
~— 4 by 


900 Greenbank Rd., Wilmington 


e &. J 
Motors Corp., Warren, 
300 Park Ave., 
pe Tel. & Telegraph 
Ave.. Pawtucket, R. | 
STANDARD. WIRE. & CABLE CO., 3440 Overland Ave., 
Los Angeles 34, Calif. SEE ADV. C-104 
Surprenant Mfg. Co., 172 Sterling St., Clinton, Mass 
Tensolite Insulated Wire Co. Inc., West Main St., 
Tarrytown, N. Y. 
Whitaker Cable Corp., 
Kansas City 16, Mo. 


Cable, Shielded (High 
Voltage) 


Almo Radio Co., 913 Arch St., 
Alpha Wire Corporation, 200 Varick St., 
New York 
Amalgamated Electric 
Ontario, Canada 
American Electric 
Holyoke, Mass. 
American Stee! & Wire Div 
Rockefeller Bidg., Cleveland 13, Ohio 
AMERICAN SUPER-TEMPERATURE WIRES, INC., 24 
W. Canal St., Winooski, vt. SEE ADV C-94 
Ampheno! Canada Ltd., 300 Campbell Ave., Toronto 9, 


Ontario, Canada 

AMPHENOL ELECTRONICS CORP., 1830 South 54th 
Ave., Chicago 50, Ili. SEE ADV. C-106 

Atlantic & Pacific Wire & Cable Co., 137 Grand St., 
New York 13, WN. Y. 

Belden Mfg. Co., 4647 West Van Buren St., 
ee - 

dix Aviation Corp., Detroit 2, Mich 
BENDIX AVIATION CORP. SCINTILLA DIV., Sidney, 
N. Y. SEE ADV. C-77 
Berkshire Electric Cable Co., 
William Brand & Co., Inc., 

mantic, Conn 
Breeze Corporations, Inc., 
N. J 


— 


1301 Burlington St., North 


Philadelphia, Pa. 
New York 14, 


Corp., 46 Elgin St., Ottawa, 


Cable Co., 181 Appleton St., 


United States Stee! Corp., 


Chicago 


Main St., Leeds, Mass. 
106 Valley St., Willi- 


700 Liberty Ave., Union, 


Cadillac Electronic Co., 53 Worth St., New York 13, 
N.Y 


Cadre Industries Corp., P. 0. Box 150, Endicott, 
New York 
Chester Cable Corp., Sub. of Miami Copper Co., Chester, 
N. Y. 

N. J 


New York 7, 


Co-Operative Industries, Inc., Chester, 
cane Wire Co. Inc., 50 Church St., 
20 Central Ave., 


Hn Crescent Co., Inc., Pawtucket, 
R. I. 


THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. 0-158 

ELECTRIC AUTO-LITE 2. WIRE & CABLE DIV., Port 
Huron, Mich. SEE ADV. 0-158 

Flexible Metal Hose oye Co., 
Mesta, Calif. 

G. W. Galloway Co., 
Calif 

General Cable Corp., 420 Lexington Ave., New York 17, 
N. Y 


Bridgeport, 
Los Angeles 16, 


777 West 16 St., Costa 


220 Sowth First Ave., Arcadia, 


General Electric Co., 1285 Boston Ave., 


Conn. 

Hallett Mfg. Co., 5910 Bowcroft St., 
Calif. 

Haveg Industries, Inc., 900 Greenbank Rd., Wilmington 


el. 
Hitemp Wires Inc., 1200 Shames Dr., Westbury, N. Y. 


Inso Products, Ltd. 404 Fifth Ave, New York 18, 


B. ¥. 
LEWIS ENGINEERING CO., 52 Rubber Ave., Naugatuck, 
Conn. SEE ADV. C-102 


Inc., 220 Pasadena Ave., So. Pasadena, 


Microdot, 
Calif. 
Okonite Co., The, Passaic, N. J. 
Pacific Automation Products, Inc., 1000 Airway, 
dale 1, Calif 
Packard Elec. Div., 
Ohio 

Phalo Plastics Corp., 530 Boston Turnpike, Shrewsbury, 
Mass. 

Pheips Dodge Copper Products Corp., 300 Park Ave., 
New York 22, N. Y 

Precision Tube Co., 9 Wissahickon Ave. & Church 
Rd., North Wales, 

REVERE CORP. OF AMERICA 845 North Colony Rd., 
Wallingford, Conn — ADV. 8-38 

Robertshaw-Fultos Controls Co., Aeronautical & Inst 
ment Div., Santa Ana Freeway at Euclid 4 
Anaheim, Calif. 

Rockbestos Products Corp., Nicoll & Canner Sts. New 
Haven 4, Conn 
Rome Cable Corp., 
Royal Electric Corp., 
Corp., 95 Grand Ave., 
Sequoia Wire & Cable Co., 

Burbank, Calif 
STANDARD WIRE & CABLE CO., 

Los Angeles 34, Calif, SEE ADV 
172 Sterling St., Clinton, Mass. 
West Main St., 


Gien- 


General Motors Corp., Warren, 


Rome, N. Y. 

International Tel. & Telegraph 
Pawtucket, R. I. 

2950 N. Ontario St., 


3440 Overland Ave., 
. C-104 


Surprenant Mfg. Co., 
Tensolite Insulated Wire Co. Inc., 
Tarrytown, WN. Y. 

Whitaker Cable Corp., 1301 
Kansas City 16, Mo. 

Zippertubing Co., The, 752 S. San Pedro St., Los 
Angeles 14, Calif 


Burlington St., North 


. i 
Capacitors, Fixed 
ACF Electronics, ACF Industries, Inc., 
Henry St., Alexandria, Va 


ACF Industries, Inc., 750 Third Ave., 


N. Y. 
AMP INCORPORATED, Harrisburg, Pa. SEE ADV. C-86, 


1332 North 


New York 17, 


1551 Barton Street E, Hamilton, 


Aerovox Canada Ltd., 
—s Canada 
ovox Corp., 740 Belleville Ave., New Bedford, Mass. 

AIRBORNE ACCESSORIES CORP., 1414 Chestnut Ave., 
Hillside 5, N. J. SEE ADV. C-72 

Almo Radio Co., 913 Arch. St., Philadeiphia, Pa 

Arco Electronics, Inc., 64 White St., New York 13, 
N.Y 

Arrow Radio Co 
Ontario, Canada 

Astron Corp., 255 Grant Ave., East Newark, N. J 

Automatic Mfg. Div., General Instrument Corp., 65 
Gouverneur St., Newark 4, N. J 

8B & B Distributors, 221 Greenwich St 
N.Y 

Cadillac Electronic Co., 
N.Y 

Cambridge Thermionic Corp., 
bridge, Mass 

Capacitor Div., Balco Research 
Edison Pi., Newark, N. J 

Corneli-Dubilier Electric Corp., 
South Plainfield, N. J 

Curtiss-Wright Corp., Wood-Ridge, N. J 

Dayton Aviation Radio & Equip. Corp., Dare, Inc., 
Hangar No. 2, Dayton Municipal Airport Vandalia, 
Ohio 

Electron Products Inc., 
dena, Calif 

Electronic Fabricators, Inc., 
12, N 

Erie Resistor of Canada, Ltd., 
Ontario, Canada 

Fanstee! Metallurgical 
North Chicago, I!linois 

Filtron Company, Inc., 
55, N. Y 

General Electric Co., 
Schenectady 5, 

Genera! Radio Co., 
Mass. 

Giannini Plasmadyne Corp., 3839 S. Main St., 
Ana, Calif 

Gudeman Co., 


Gulton Industries, 


1829 Davenport Road, Toronto 9, 


New York 7, 


53 Worth St., New York 13, 


447 Concord Ave., Cam- 


Laboratories, 49-53 


1000 Hamilton Bivd., 


430 North Halstead St., Pasa- 


682 Broadway, New York 


7 Fraser Ave., Trenton, 


Corp., 2200 Sheridan Rd., 


131-15 Fowler Ave., Flushing 


Apparatus Sis. Div., 1 River Rd., 
Y. 


275 Massachusetts Ave., Cambridge, 
Santa 


340 W. Huron St., Chicago, Ii! 

212 Durham Ave., Metuchen, N. J. 

ITT Components Div., Internationa! Tel. & Tel. Corp., 
100 Kingsiand Rd., Clifton, N 

Jennings Radio Mfg. Corp., 970 McLaughlin Ave., P. 0. 
Box 1278, San Jose 8, Calif 

Kellogg Switchboard, 6630 S. Cicero, 

Leeds & Northrup, 4970 Stenton Ave., 
44, Pa. 

Lucas-Rotax Ltd. 

jo, Canada 

Magnavox Co, The, 
2131 Bueter Rd. 

P. R. Mallory & Co., Inc., 
dianapolis 6, Ind. 

Mucon Corp., 9 St. Francis St., Newark 5, N. J 

National Company, Inc., Guided Missile Div., 61 
Sherman St., Malden, Mass. 

Ohmite Mfg. Co., 3601 Howard St., Skokie, 

San Fernando Elec. Mfg. Co., 1509 First St., San 
Fernando, tif. 

Sangamo Electric Co., 


Chicago, I!!! 
Philadelphia 
Box 115, Station H, Toronto 13, 
Industria! & Defense Products. Div., 
Fort Wayne, Ind. 

50 South Gray St., In- 


Springfield, Lil. 


1959 AVIATION WEEK/SPACE TECHNOLOGY BUYERS’ GUIDE ISSUE 





Mass 


rth Adams 
Comp. Div St 


Electron 


sprague Electr : N 

Stackpole Carbon D 
Marys, Pa 

Michael W. Stolimack, 67 


N. J 

TELCO ELECTRONIC SALES, DIV. OF TELECOMPUT- 
ING CORP., 16247 Lindberg St Van Nuys, Ca 
SEE ADV. 8-41 

Telectro Industrie Cort 36-16 37th St. 
Island City 1, N. ¥Y 

Tobe Deutschmann Corp., 921 
wood, Mass 

United Electron 

tronics, In pr treet 

Jersey 

Ss. E 


Dorchester Rd Emerson 


Providence Hwy., Nor 


Ling Ele 
New 


sbsidiary Of 
Newark 4 
t ectro 3540 W. Osborn Rd 

Phoenix, Ariz 
Vitramon, Inc., & 44, Bridgepo 


Capacitors, Variable 


Aimo Radio 


omatic Mfg. Div j 

Gouverneu St Newark 4, N. J 

AVION DIVISION, ACF INDUSTRIES, INC., 11 P 
C N. J. SEE ADV. C-100, C-101 


Paramus, N 
St New York 


sree , 7 


Cleveland 3 


Hangar 
dalia 
Erie Resistor 

ntar Canada 


Ohio 
‘ 


Genera! Elect 
Schenectady 5 


Bloomington 


Telectro Industries C 


Changers, Frequency 


Canada) Ltd 
Canada 
New York 


British Thor 


1 Livingsto N. J 
& Equip. Corp., Dare, In 
Dayton Municipal Airport, Van 


13745 Saticoy St., Panorama City 


93 Pennsylvania Ave Santa 


17600 Broadway, Cleveland 1 
Wisc 

Rd., Compton, Calif 
Box 1060, Dayton, Ohio 
(HOBART BROS. AFF.) 
Ohio. SEE ADV. F-7 
Missile Div 61 


Appleton 
Leach Corp., 18435 Susana 
Leland Electric Co., P. O 
MOTOR GENERATOR CORP. 
Jackson at Water St., Troy 
Company, Inc Guided 
Malde Mass 
69 Murray St 


National 
Sherman St 
Opad Electric Co 
Radio Frequency Laboratories, Inc 
SORENSEN & CO., INC., Richards Ave 

walk, Conn. SEE ADV. C-99 
Telectro Industries Corp 
City 1, N.Y 
Varo Mfg. Co 
Western Design 
Inc Bidg 
Calif. 


New York 7, N. Y 

Boonton, N. J 
South Nor 
36-16 37th St., Long Island 
Inc., 2201 Walnut St., Garland, Tex 
& Mfg. Corp. Div.. U. S. Industries 
344, Santa Barbara Airport, Goleta, 
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KEARFOTT CO 


Choppers, (Vibrators) 


Pp t Fort L Je 


INC. SUB. OF, GENERAL PRE 
CISION EQUIPMENT CORP. ‘1378 Main Ave 
fto N SEE ADV. C-83 


497 


a 


STEVENS-ARNOLD, INC. 7 
27, Mass. SEE 


ADV. C-98 


Ha . 15 North 


Wisc 
THE ELECTRIC AUTO-LITE CO 
ADV. 0-158 


2 ent 


York 13, N. Y ‘ 

—_. tad 5 

M snsfeld 

‘ten jaune ‘ 
ack & He 


Ohio 


Mich 

METALS & CONTROLS CORP.. SPENCER DIV 

Forest St., Attleboro, Mass. SEE ADV. C-88 
Coast + way 


2901 West 4 igh 


3 


Rosa New 
Beach, Calif 
ted Supply 


geles 7, Calif 


ACF Industries, Inc 
nN. Y 

ARF 

mW 

Admira!l Corp 3800 

Aernaut Systems n ib 
1234 A Way, Glendale, Ca 

AVION DIVISION, ACF INDUSTRIES 
1 Park Place, Paramus, N Piant #2. 8 N 
Pitt St., Alexandria, Va. SEE ADV. C-100, C-101 

Avionics Ltd Stone Rd the-Lake, On 
tario, Canada 

BJ) Electron Borg-Warne Corp 3300 
Ave, P. 0. Box 1679, Santa Ana, Calif 

Electronics Corp P >). Box 8345 
Albuquerque, N. M 


INC.. Plant #1 


Niagara-o 
Newport 


15000 


BUYERS’ GUIDE ISSUE 


GENERAL 


ORDCO DIV 
PACKARD-BELL ELECTRONICS 


ent 
Airport soleta. Ca 
solidated Cilectrodyna 
Pasadena 
Rad A 


Dayton 


Madrev a 5 ; 
yton Aviat 


Hangar No. 2, 


Jalia 


wit Dare f 
Municipal Airport, Van- 


ectralab 


T 2 ta 
MILLS 1620 
ADV 


INC., MECHANICAL DIV 
Ave, WN p ea r SEE 
C-90 
adding, McBean & 


‘ 


Ave. Met 


110 West 


Timonium 


155 W. Main St 


BERMITE POWDER CO 112 

th + 1 f. SEE ADV. 8-40 

core TECHNICAL 

PRODUCTS DIV Bivd 

Angeles 64, Ca 
or Government & dus 


*. SEE ADV. C-73 


a 


36-16 37th St, Long 


ghouse & steway 


" Box 868 Pittsburgh 30 Pa 
Clutches, Electric Motor 


The Adva 


deve Ave 7 

HOOVER ELECTRIC CO 
Rane ; hy 
Port f a 
ADV. C-97 

ghes T C 


adway, Cleveland 


Western Design & Mfg Div S. Industrie 
nc Bidg 344, Santa Barbara Airport, Goleta 
Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 


Lynwood, Calif 


Mwy 


Coils 


ACF Industries, Inc 
y. Y¥ 
Pw. Co 


750 Third Ave.. New York 17, 


72 West Main St Rockaway, WN. J 


c-15 





COILS 


Advanced Electronics, Inc., 94 Silas Deane Highway, 
Rocky Hill, Conn 

Aerovox Corp., 740 Belleville Ave.. New Bedford, Mass 

Aladdin Electronics, Div., Aladdin Industries, Inc., 
Nashville 10, Tenn 

All-Tronics, Inc., 45 Bond St., Westbury, N. Y. 

Allied Contro! Co. Inc., 2 East End Ave., New York 21, 
N. Y. 

Artisan Electronics Corp., 171 Ridgedale Ave., Morris- 
town, J 

Automatic Mfg. Div., General Instrument Corp., 65 
Gouverneur St., Newark 4, N. J 

Bud Radio, Inc., 2118 East 55 St., 

Burnell & Co., 10 Pelham Pkwy., Pelham Manor, 

Cambridge Thermionic Corp., 447 Concord Ave., 
bridge, Mass 

Celco, P. O. Box 555, Mahwah, N. J 

Central Transformer Co., 910 West 
Chicago 7, Ill 

Chicago Telephone Supply Co., 
Elkhart, Ind 

Cycle Transformer Corp., 
Orange, - J 

G. L. Collins Corp., 
Calif 

Communication Accessories Co., U 
71, Lee’s Summit, Mo 

Crown Controls Co., Inc., 
New Bremen, Ohio 

Dalmotor Div., Yuba Consolidated Ind., Inc., 
Box 149 _. aa St., Santa Clara, Calif 


Cleveland 3, Ohio 
N.Y 
Cam- 
Jackson Bivd., 
1142 W. Beardsley Ave., 
356 Glenwood Ave., East 
2820 Hullett St., Long Beach 5, 
S. Highways 50 & 
40-44 S. Washington St., 


P. O 


Dietz Desig n Co., Grandview 8, Mo 
Toledo i, Ohio. SEE 


THE ELectRIC Auto- LITE CO. 
ADV. 0-158 
Epco Products, Inc., 

N.Y 
Espey Manufacturing Co., Inc., 
New York 19, New York 
Essex Electronics of Canada, Ltd 
Trenton, Ontario, Canada 
Fugie-Miller Laboratories, Inc 301 
Clark, N. J 
Globe Industries, Inc., ronics Div 
Belleville, N. J 
Gutow Transformer 


2500 Atlantic Ave., Brooklyn 7, 


200 West 57 St., 


99 Wragg St 
Central Ave., 
525 Main St., 

301-303 Hackensack St., 

Instruments, Inc., 3 Six Points 

Toronto 18, Ontario, Canada 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., 

Los a 25, Calif Eastern Sis. & Serv., 
Hangar 2, Port Columbus Airport, Columbus 19, Ohio 
SEE ADV. C-97 

F. Johnson Co., 224 Second Ave., S. W 
Minn 

Kaiser Engin ering Associates, Box 222 

G. W. Lisk Co., Inc., 14 South St 
N.Y 

Longstaffe, J. R., Company Ltd., 300 Campbell Ave., 
Toronto 9, Ontario, Canada 

Lucas-Rotax Ltd., Box 115, Station H 
Ontario, Canada 

The MagneTec Corp., 
Angeles, Calif 

McQuay Corp., 1600 Broadway St. N. E 
13, Minn 

Microtan Co 


Waseca, 


Summit, N. J 
Clifton Springs 


Toronto 13, 


11785 W. Olympic Bivd., W. Los 


Minneapolis 


145 E. Mineola Ave., Valley Stream, 

Modelectric Products Co., 1500 
Park, N. J 

NYT Electronics, Inc 
Calif 

National Company, Inc., Guided Missile Div., 
man St., Maidon, Mass 

New York Transformer Co., Inc., Alpha, N. J 

Ortho Filter Corp., 196 Albion Ave., Paterson 2, N. J 

Piqua Engrg. Co., South & College Sts., Piqua, Ohio 

Polyphase Instrument Co., East Fourth St., Bridge- 
port, Pa 

Potter Aeronautical Corp., Route 22, Union, N. J 

Resitron Labs., 2908 Nebraska, Santa Monica, Calif 

>ervomechanisms, inc., 12500 Aviation Bivd., Haw- 
thorne, Calif 

Standard Television Products Ltd., 
Kitchener, Ontario, Canada 

Stanwyck Winding Co., 137 Walsh Ave., 
New York 

Sterling Transformer Corp., 
Brooklyn 11, N. Y. 


Superex Electronics Corp., 
N.Y 


Bangs Ave., Asbury 


2979 N. Ontario St., Burbank, 


61 Sher- 


108 Sydney St. S., 
Newburgh, 
297 North Seventh St., 
4-6 Radford Pl., Yonkers, 


Tresco Inc., 

Triad Transformer Corp., 
Calif 

Tri-Dex Co., P. 0. Box 1207, Lindsay, Calif. 

pene Corp., 150 Varick St., New York 13, 


3824 Terrace St., Philadelphia 28, Pa 
4055 Redwood Ave., Venice, 


Vitro Corp. of America, 261 Madison Ave., New York 
16, N.Y 

Waters Manufacturing, Inc., 
land, Mass. 

ae Design & Mfg. Corp. Div., U. S. Industries, 
Bidg. 344, Santa Barbara Airport, Goleta, 


Boston Post Rd., Way- 


a 
Western Gear Corp., P. 0. Box 192, 2600 E. Imperial 
Hwy., Lynwood, Calif. 
Corp., Sub. Sperry Rand Corp., 
Waterbury 20, 


Wheeler Electronic 
150 E. Aurora St., 


Coils Booster (ignition) 


Air Ignition Div., Robert L. Hall Co., 3318 W. Burbank 
Bivd., Burbank, Calif. 


British Thompson Houston Co. (Canada) Ltd., 766 King 


C-16 


St., W., Toronto, Ontario, Canad 

THE ELECTRIC AUTO-LITE CO 0 Ohio. SEE 
ADV. 0-158 

Lucas-Rotax Ltd. Box 115, Stat 
Ontario, Canada 

NYT Electronics, Inc., 
Calif. 


Toronto 13 


2979 WN. Ontario St., Burbank 


Communications Equipment, 
Airborne 


AC SPARK PLUG DIV., GENERAL MOTORS ont 


Kenilworth Place, Milwaukee 1, Wis. SE 


icago 47, Illinois 
3090 S. W 


Corp., 3800 Cortiand St., Ch 
Aeronautical Communications Equip., Inc. 
37 Ave., Miami 33, Fila 
Aircom, Inc., 354 Main St., Winthrop, 
Aircraft Radio Corp., Boonton, N. J 
Aiden Electronics & Impulse Recording Equip. Co. 
Westboro, Mass 
Allied International Co., 
N.Y 
Aime Radio Co., 
Alvaradio Industries, 
Calif 
Canada Ltd., 300 Campbel! Ave. 
, Canada 
alifornia Corp., 941 E. Marylind, Cla 
APPARATUS DIV., TEXAS ahi  ® x, 


Lemmon Ave., Dallas 9, Texas. SEE A 5 
Princeto P. 0. Box 44 


Mass 


230 Park Ave., New York 17 
913 Arch. St., Philadelphia, Pa 
5523 Satsuma Ave., North Holly- 


Toromo 9 
aremont 
6000 


Applied Science Corp. of 
Princeton, N. J 

Atias Precision Products Co., 
Philadeiphia, Pa 

AL — Mfg. Div., General Instrument 

eneur St., Newark 4, N 

BELL. “AIRCRAFT CORP., Niagara Falls Blvd 
Falls, N. Y. SEE ADV. A-46 

Bell & Gossett Co., 8200 N. Austin Ave Morton 
en I. 

Aviation Corp sher Bidg roit 2, Mich 

BENDIX RADIO OW. BENDIX AVIATION CORP., E 
Joppa Rd., Baltimore 4, Md. SEE ADV. C-70 

Brubaker Electronics, Inc., 3652 Eastham Drive, Culver 
City, Calif 

Burroughs Corp., Defense Sales Div 6071 
Ave Detroit 32, Mich 

Cadillac Electronic Co., 53 Worth St 
N.Y 

Canadian Aviation Electronics, Ltd., P. 0. Box 2030, 
Station 0, Montreal 9, Quebec, Canada 

Canadian Marconi Co., Aviation Dept 
Ave., Montreal 16, P. 0., Canada 

Chaico Engr. Corp., 15126 South Broadway 
Calif. 

Collins Radio 
Rapids, lowa 

Collins Radio Co. of Canada, Ltd., 11 Bermondsey Rd., 
Toronto 16, Ontario, Canada 

Columbia Commerce & Credit Corp., 1 East 
New York 22, N. Y 

Connecticut Telectronics Corp 34 
Meriden, Conn. 

Continental Electronics, Ltd., 
22, N. Y 

Convair Div., 

Cossor (Canada) Ltd., 
N. S., Canada 

Cubic Corp., 5575 Kearny Villa Rd 
Calif 

Data-Controls 
Conn 

Daven Co., The, Route 10, Livingston, N. J 

Dayton Aviation Radio & Equip. Corp., Dare, Inc 
Hangar No. 2, Dayton Municipal Airport, Vandalia, 
Ohio 

DESIGNERS FOR INDUSTRY, INC.. 4241 Fultor 
Cleveland 9, Ohio. SEE ADV. C-96 

DuKane Corp., St. Charles, Iilinois 

Allen B. DuMont Lab., Inc., 760 Bloomfield Ave 
Clifton, N. J 

Engrg. & Prod. Div., Dynamic Electronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 

Electronic Communications, Inc., 1501 72nd Street 
North, St. Petersburg, Florida 

Electronic Specialty Co. 5121 
Los Angeles 39, Calif 

Farnsworth Electronics Co. Div., International Tele- 
phone & Tel. Corp., 3700 E. Pontiac St., Ft. Wayne, 
Ind 

Federal Telephone & Radio Co. Div., 
& Tel. Corp., 100 Kingsland Rd., Clifton, N. J 

Flite Tronics, Inc., 3312 Burton Ave., Burbank, Calif 

G. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif 


Castor & Kensington Aves 


Niagara 


Second 


New York 13 


2442 Trenton 
Gardena 


Company, 855 35th St.. N. E., Cedar 


53 St 
Cambridge St 


302 Oakland St., Brooklyn 
General Dynamics Corp., Fort Worth, Tex 
301-303 Windsor St., Halifax 


San Diego 11 


Systems, Inc 39 Rose St Danbury 


Pkway, 


San Fernando Rd. 


International Te! 


General Communication Co., 681 Beacon St., Boston 
15, Mass. 

General Devices, Inc., P. 0. Box 253, Princeton, N. J. 

General Electric Co., Light Military Electronics Dept., 
French Rd., Utica, WN 

Globe Industries, Inc., Electronics Div., 
Belleville, N. J. 


Goodyear Aircraft Corp., 
Ohio 


HALLAMORE ELECTRONICS CO., 
Ave., Anaheim, Calif. SEE ADV. C 

THE HALLICRAFTERS COMPANY, 4401 W. Fifth 
Avenue, Chicago 24, Illinois. SEE ADV. C-101 


525 Main St., 
1210 Massilon Rd., Akron 15, 


8352 Brookhurst 
-79 


Harvey-Wells Electronics, Inc., North St., Southbridge, 
Mass 

Hoffman Electronics Corp., Hoffman Laboratories Div., 
3740 South Grand Ave., Los Angeles 7, Calif 

Hogan Laboratories, Inc., 155 Perry St., New York 14 
N. Y. 

Hughes Aircraft Co., Culver City, Calif 
Industrial Products Div., Intelex Systems 
Thames St., New York 6, N. Y 
International Res. Associates, 2221 

Santa Monica, California 
ITT Labs. Div., International Te! 
Washington Ave., Nutley, N. J 
Itek Corp., 1606 Trapelo Rd., Waltham 54, 
Jansky & Bail ley, Inc., 1339 Wisconsin Ave., 
7, 0. C. 


Inc 22 
Warwick Ave 
& Tel. Corp., 500 


Mass 
Washington 


Cicero, Chicago, Ii 
7254 Atoll Ave., North 


Kellogg Switchboard, 6630 S 

Lane Electronics Mfg Corp., 
Hollywood, Calif. 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Lewyt Corp., 43-22 Queens St., Long Isiand City 1, 
N. Y. 

Lockheed Aircraft 
Calif 

Longren Aircraft Co., Inc 
Torrance, Calif 

Magnavox Co., The, Industrial & Defense Prods. Div., 
2131 Bueter Rd. Ft. Wayne, Ind 

Magnovox Research Laboratories, 2255 South Carmelina 
Los Angeles 64, Calif 

Marconi’s Wireless Telegraph Co., 
St.. New York 4, N. Y 

wleasurement Engineering, 
Ontario, Canada 

Motorola Communications & Elec. In 
Augusta Bivd., Chicago 51, Il! 

Motorola, Inc Military Electronics Div 2710 WN 
Clybourn Ave., Chicago 14, Ill. 8201 E. McDowell 
Rd., Phoenix, Ariz. 8330 Indiana Ave., Riverside 
Calif 

Munston Mfg. & Service Inc 

National Aeronautical Corp., 
Washington, Pa 

National Company, inc., 
Sherman St., Maldon, 

National 


Service, Inc., Box 33, Ontaric 


24751 Crenshaw Bivd., 


Ltd. 23-25 Beaver 


Ltd., 232 John St., Arnprior 


Beech St., Islip, N. Y 
Commerce Drive, Fort 


Guided Missile Div 61 
Mass 
2010 Massachusetts Ave 


rument Co., Inc., P. 0. Box 189 
London 8, Conn 
Northern Radio Co., 147 West 22 St., 
New York 
or —,> Televi —_ Mfg. Corp., 8345 Havenhurst 


PACKARD-BELL ELECTRONICS CORP., TECHNICAL 
PRODUCTS DIV., 33333 West Olympic Bivd., Los 
Angeles 64, Calif. SEE ADV. C-73 

Permoflux Products Co 4101 San 
Glendale 4, Calif 

Phiico Corp., Government & Industrial Div 4700 
Wissahickon Ave., Philadeiphia 44, Pa 

RCA Victor hen Ltd., 1001 Lenoir St 


Quebec 

RADIO CoRP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 

Radiaphone Co., Inc., 600 East 
Calif 

Raytheon Mfg. Co., Government Equipment Div 
Washington St West Newton, Mass 

Reed Research, Inc., 1048 Potomac St., 
ington, D. C 

Reiner Electronics Co., Inc., 
Easton, Pa 

Resde! Engineering, 
Calif 

Rex Bassett Inc 
Lauderdale, Fia 

Rheem Mfg. Co., Gov. Products Div 
ruff Ave., Downey, Calif 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 

Seaview Electric Co., 406 Main St., Avon, N. J 

THE SEEBURG CORP., CONTRACT DIV. 1500 N 
Dayton St., Chicago 22, I!!. SEE ADV 

Sequoia Wire & Cable Co., 2950 WN 
Burbank, Calif 

Skiatron Electronics T. V. Corp., 
New York 14, WN 

The Sparton Corp., 
Mich 

Sperry Gyroscope Co. Div., Sperry ot Corp., 
& Lakeville Rds., Great Neck, N : 

James S. Spivey, Inc., 4908 - Naat Lane, 
ington 14, D. C 

Stewart Warner 
Corp., 1300 N 


New York 11 


Fernando Rd 


Montrea!, 


Evergreen, Monrovia 


1089 
Wash- 
Centre & Glendale Sts., 


330 S. Fair Oaks Ave., Pasadena 


1314 Northeast 


11711 Wood- 


Ontario St 
180 Varick St., 


Sparton Electronics Div., Jackson, 


Marcus 
Wash- 


Electronics Div., Stewart Warner 
Kostner Ave., Chicago 51, Ill 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carison Rd., Rochester 3, New York 

Summers Gyroscope Co., 2500 Broadway, 
ica, Calif 

Taffet Radio & Television Co., 27-05 Brooklyn-Queens 
Expressway W., Woodside 77, N. Y 

Telechrome Mfg. Corp., 28 Ranick Drive, Amityville, 
i. Ve 


Santa Mon- 


Telectro Industries Corp., 36-16 37th St., Long Island 
City 1, N. Y 

Telephonics Corp., Park Ave., Huntington, L. L., 
N. Y. 

Temco Aircraft Corp., P. 0. Box 6191, Dallas, Tex 

Topp Industries, Inc., 5221 West 102 St., Los 
Angeles 45, Calif. 

Universal Winding Co., 
R. 1 


1655 Elmwood Ave., Cranston, 
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Vitro Cor of America, 261 
York 16, N. Y 

WacLine, Inc., 35 South St. Clair St 

Waltham Electronics Corp., 751 Main St., 
Mass 

Webcor, Inc.—M 
Chicago 51, Ii 

Wells Gardner & Co., 
cago 39, Iii 

Western — & Mfg. Corp. Div., U. S 
Inc., Bidg. 344 santa Barbara Aijrp 
Calif 

Westinghouse Electric Corp 
Box 868, Pittsburgh 30 

Westrex Corporatio 2¢ 


Madison Ave., New 


Dayton 2, Ohio 
Waltham, 


tary Sales, 616 North Kedzie Ave., 


2701 North Kildare St., Chi- 
Industries, 
ort, Goleta 


3 Gateway Center, P. 0 
Pa 


Martincock Ave., Port Wash- 


Chestnut St., Kansas City 


Communications Equipment, 
Ground 


AC SPARK PLUG OW. 
1925 E. Kenilw 
ADV. 0-167 

Admiral Corg 380 

Aeronautical Communica 
37 Ave., Miami 33 


354 


GENERAL MOTORS Oey 


waukee 1, Wis 


¢ c 
craft Radio 


AVCO MANUFACTURING CORP RESEARCH AND AD- 

VANCED —a DIV 

A SEE ADV 3RD COVER 

CROSLEY DIVISION 1229 
- SEE ADV 8. 2 


BELL AIRCRAFT CORP.. Niagara 
SEE ADV. A- 46 
3e & 
mee 
Rend ‘ 
BENDIX. RADIO DIV _ BENDIX Aviat! 10N CORP. 
SEE ADV. C- 70 


Bermondsey Rd 


Cossor (Camada) Ltd., 301 


CRAIG SYSTEMS, INC. 2 
f SEE ADV. 0-193 _ 


New York 


DESIGNERS FOR INDUSTRY INC., 4241 F 
eveland 9, Oh StE A ADV C% 


har 


s—New York 


& Prod Dynam E lectror 
73-39 Wo dhaven Bivd., Glendale, N. Y 
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COMMUTATORS 
Main St Ay N. J 
CONTRACT DIV 15 

SEE ADV. C-71 


THE SEEBURG CORP. 


HALLAMORE ELECTRONICS CO DIV 
THE, 8352 3rookt Ave., Anahe 
ADV. C-79 Te A 

ay HALLICRAFTERS arg ft THIOKOL CHEMIC . CORP 

ago 24 Ste ADV. c- 101 SEE ADV D-181 
Mfg : yew Y THOMPSON tong TS, INC 


ADV 


SIEGLER CoRP 
alif. SEE 


Commutators 


TEXAS INSTRU MENTS. INC. « 
exa ‘SEE ADV c-75 


Box 44 


APPARATUS DIV 


Canada 
RADIO CORP. OF AMERICA DEFENSE oe ECTRONIC 
PRODS DEPT t& 
SEE ADV. C-76 


HOOVER ELECTRIC CO 


PACKARD- BELL ELECTR 
PRODUC TS Div 
Ang lif. SEE ADV. C-73 
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COMMUTATORS 


N. Y 
The Ramo-Wooldridge Corp., P. 0. Box 45215, Air- 
port Station, Los Angeles 45, Calif 
THE SEEBURG CORP., CONTRACT py 

Dayton St., Chicago 22, Il. SEE 
Servomechanisms Inc 12500 Avi a Bivd., 
thorne, Calif 
Slip Ring Co. of Amer 
Los Angeles 16, Calif 
Telechrome Mfg. Corp 
nN. Y 


1500 N 
c-71 

Haw- 
3612 West Jefferson Bivd., 
28 Ranick Drive, Amityville, 


Toledo Commutator Co 1101 South Chestnut St., 
Owosso, Mich 

WIANCKO ENGINEERING CO., 255 N. Halstead Ave. 
Pasadena, Calif. SEE ADV. C-103 


Compasses, Magnetic (See 
Also Gyro, Directional) 


A rcraft Components, Inc Woodland Ave 
ties Airport, Benton Harbor, Mich 
AIRWORK CORPORATION, Municipal Airport, 
New Jersey. SEE ADV. 0-201 

American Bosch Arma Corp., 320 Fulton Ave., 
Stead, N. Y 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

Columbia Commerce & Credit Corp., 1 East 53 St., 
New York 22, N.Y 

Garwin, Inc., 1326 Walnut St., Wichita, Kansas 

Genera! Electric >. peeves Sis. Div., I River Rd., 
Schenectady 5 

KEARFOTT to., TNC. SUB. OF, GENERAL PRE- 
CISION EQUIPMENT CORP. 1378 Main Ave. 
Clifton, N. J. SEE ADV. C-83 

Kolisman Instrument Corp Subsidiary, of Standard 
Coil Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73, 
N.Y 

Lear, Inc 

Librascope, Inc 

Sperry Gyroscope Co 
Liesse Road, Montreal, 

Stair Instrument Co., The, 
North Hollywood, Calif 

U. S. Gauge Div., Americar 
Sellersville, Pa 

Waltham Precision 
Instruments Div., 


Twin 
Millville, 


Hemp- 


3171 S. Bundy Or., Santa Monica, Calif. 
808 Western Ave., Glendale 1, Calif 
of Canada Ltd., 6011 Cote de 
Quebec, Canada 
P. 0. Box 341, Station 1, 


Machine & Metals, Inc., 


Instrument Co Inc 
Waltham ‘54, 


Military 


Crescent St., Mass 


Compasses, Remote 
. * 
Indicating 

Aircraft Components, Inc., Woodland Ave., Twin Cities 
Airport, Benton Harbor, Mich 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, 

Bendix Aviation Corp., Eclipse- Pioneer Div., 
boro, N. J 

Collins Radio 
Rapids, lowa 

Columbia Commerce & 
New York 22, N. Y 

Garwin, Inc., 1326 Walnut St., Wichita, 

General Electric Co., Apparatus Sis. Div., 
Schenectady 5, N. Y 

Globe Industries, Inc., 
Belleville, N. J 

KEARFOTT CO., INC., SUB. OF, GENERAL PRECI- 
SION EQUIPMENT CORP. 1378 Main Ave., Clif- 
ton, N. J. SEE ADV. C-83 

ollsman Instrument Corp., Subsidiary, of Standard Coil 
Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73, WN. Y. 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Librascope, Inc., 808 Western Ave., Giendale 1, Calif 

Skiatron Electronics T. V. Corp., 180 Varick St., 
New York 14, N. Y 

Sperry Gyroscope Co. Div., Sperry Rand Corp., 
& Lakeville Rds., Great Neck, N 

Sperry Gyroscope Co. of Canada Ltd., 6011 
Liesse Road, Montreal, Quebec, Canada 

Stair Instrument Co., The, P. 0. Box 341, 
North Hollywood, Calif 

Summers Gyroscope Co., 2500 Broadway, Santa Monica, 
Calif. 


Mich 
Teter- 


Company, 855 35th St. N. E., Cedar 


Credit Corp., 1 East 53 St 


Kansas 
1 River Rd., 


Electronics Div., 525 Main St., 


Marcus 
Cote de 


Station 1, 


Computers, Air Data (True 
Air Speed, Mach Number, 
etc.) 


ACF Industries, Inc 
N.Y 

Aeronutronic Systems, Inc., Sub 
1234 Air Way, Glendale, Calif. 

AiResearch Mfg. Div., The Garrett Corp., 
Sepulveda Bivd., Los Angeles 45, Calif. 

Atlas Precision Products Co., Castor & Kensington 
Aves., Philadelphia, Pa. 

AUTONETICS, DIV. OF NORTH AMERICAN AVIATION 
INC., 9150 E. Imperial Hwy., Downey, Calif. SEE 
ADV. C-100 

Belock Inst. Corp., 
N.Y 


750 Third Ave., New York 17, 
of Ford Motor Co., 


9851 


112-03 14 Ave., College Point 56, 


Detroit 2, Mich. 
Teter- 


Bendix Aviation Corp., Fisher Bidg., 
Bendix Aviation Corp., Eclipse-Pioneer Div., 
boro, N. J 


C-18 


Burton 2520 Colorado Ave., Santa Monica, 
Calif 

Chicago Aerial Industries, inc 
Meirose Park, Ii! 

Columbia Commerce & Credit Corp., 1 East 
New York 22, N. Y 

Cubic Corp., 5575 Kearny Villa Rd., San 
Calif 

Defense Products Div., Fairchild Ca 
Robbins Lane, Syosset, L. 1., N 

a ~ — — Products-Erco Div., ACF 


Riverd Md 
DETROIT “¢onttous DIV. AMERICAN-STANDARD 
SEE ADV. C-92 


St., Norwood, Mass 
COMPONENTS DIV., 
SEE ADV. C-68 


Mfg. Co., 
1980 Hawthorne, 
53 St., 
Diego 11 


mera & Inst. Corp., 
Y 


FAIRCHILD “CONTROLS CORP., 
225 Park Ave., Hicksville, N. Y 

Ford Instrument Div., Sperry Rand Corp., 
son Ave., Long Island City 1, N. Y 

G a , Satomy Co., 220 South First Ave., 


31-10 Thom- 
Arcadia, 
The “Goveate Mfg. Corp. of Canada, Ltd., 4 Racine 
Rd., Rexdale, Ontario, Canada 
Genera! Controls Co., 801 Allen Ave., 
G j —_ & Co., Inc., 918 East 


HALLAMORE. ELECTRONICS A. 
Ave., Anaheim, Calif. .SEE 

Haller, Raymond & Brown = 
College Pa. 

Jeppesen & Co., Stapleton Airfield, Denve 

KEARFOTT CO., INC., SUB. OF, GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Ave., Clifton, N. J 
SEE ADV. C-83 

Kolisman Instrument Corp., Subsidiary of Standard Coil! 
Prods. Co., Inc., 80-08 45 Ave., Elmhurst 73, N. Y 

3171 S. Bundy Or.. Santa Monica, Calif 

Librascope, Inc., 808 Western Ave., Glendale 1, Calif 

Litton Industries, 336 North Footh Rd Beverly 
Hills, Ca 

Aircraft Co., Inc., 24751 

orrance, Calif 

L. Maxson Corp., 
y 


Glendale 1, Calif 
Green St., Pasa- 


8352 Brookhurst 
c-79 


Science Park, State 


Lear, Inc 


Lo Crenshaw Bilvd., 


ngren 
r 


The, 475 10 Ave., New York 18, 


’ Res. Div., American Machine & Foundry Co., 
1104 S. Wabash Ave., Chicago 5, Il! 
Minneapolis-Honeywell Reguiator Co.. Aeronautical Div 
2600 Ridgway, Minneapolis 13, Minn 
Motorola, Inc., Military Electronics Div 
C Ave., Chicago 14 8201 E 
Phoenix Ariz., 8330 Indiana Ave 
f 


2710 N 
McDowell! 
Riverside, 
mpany, inc Guided Missile Div., 61 
Maidon, Mass 
United Aircraft 
Connecticut 
— — Inc 222 North 
rie thorne, Ca 
PACKARD- BELL ELECTRONICS. CORP., TECHNICAL 
PRODUCTS DIV., 12333 West ympic Bivd., Los 
Angeles 64, Calif. SEE ADV. C- 73 
Pan American Navigat! on Service ne 
Ventura Bivd th Hollywood, Calif 
Philco Corp., Government & Industrial Div 
Wissahickon Ave., Philadelphia 44, Pa 
Prudential Industries, Atias Precision Pdts. Co., Div., 
Castor & Kensington Aves., Philadelphia 24, Pa 
Reeves instrument Corp., Roosevelt Field, Garden City, 
N. Y 


Sher man ~ St 

orden Division 

= Milford, 
—— Pg ™ 


Corporation, Wiley 


12021-12023 


4700 


Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 

Servomechanisms (Canada) Ltd., Rexdale Bivd. & Kipling 

_ Ave., Toronto 15, Ontario, Canada 

Servomechanisms, Inc 12500 Aviation Bivd., 
thorne, Calif 

Sperry Gyroscope Co., Div., Sperry Rand Corp., 
& Lakeville Rds., Great Neck, N. Y 

Sterling Precision A aes 17 Matinecock Ave., Port 
Washington, N 

S mummers Gyroscope ae 
Ca 

Telecine Industries Corp., 36-16 37th St., 
Island City 1, N 

Topp Industries, Inc., 
Angeles 45, Calif 

Townsend Engineered Prods., Inc., 805 S 
Santa Ana, Calif 
vited Control Corp., 4540 Union Bay P! 
Wash 

Waldorf 
Station 

Wallace 0 
Pasadena, Calif. 

Webcor, Inc.—Military Sales, 
Chicago 51, Ill. 

Weems System of Navigation, Inc., 
St., Annapolis, Md. 


Haw- 


Marcus 


2500 Broadway, Santa Monica, 


Long 


5221 West 102 St., Los 


McClay St., 
Seattle 5, 


Instrument Co., Electron Huntington 


N.Y 
Leonard, Inc., 373 South Fair Oaks, 
816 North Kedzie Ave., 


229 Prince George 


Computers, Analog 


Beckman Instrumests, Inc., Berkeley Div., 2200 Wright 
Ave., Richmond, Calif. 

Computer Engineering Assoc., 
Pasadena, Calif. 

Customer Service Div., Computer Engineering Asso- 
ciates, Inc., 350 North Halstead St., Pasadena, 
Calif 

Defense Products, 
Industries, Inc., Riverdale, Md 

Electro-Measurements, Inc., 7524 S. 
Ave., Portiand 1, Ore. 

Electronic Associates, Inc., 
Aves., Long Branch, N. 

Reeves Instrument Corp., 
City, N. Y 


350 North Halstead, 


Nuclear Products—Erco Div., ACF 
W. Macadam 
Long Branch & WNaberal 
Garden 


Roosevelt Field, 


Computers, Bomber Fire 
Control 


AC SPARK PLUG DIV., GENERAL MOTORS conp., 
1925 E Kenilworth Place, Milwaukee 1 Ww 
SEE ADV. D-167 

ACF Industries, Inc., 
N.Y 


750 Third Ave., New York 17, 


Arma Corp., 320 Fulton Ave., Hemp- 


TEXAS INSTRUMENTS, INC. 
Dallas 9, Texas. SEE ADV 


American Bosch 
stead, N. Y 

APPARATUS DIV., 
6000 Lemmon Ave., 
C-75 

Atlas Precision —— Co 
Aves., Philadelphia, 

AUTONETICS, DIV. OF NORTH AMERICAN AVIATION 
INC., 9150 E. Imperial Hwy., Downey, Ca SEE 


ADV. C-100 

AVCO MANUFACTURING CORPORATION CROSLEY 
DIVISION, 1329 Arlington Street, Cincinnati 2 
Ohio. SEE ADV. B-2 

Belock Inst. Corp., 112-03 14 
56, N.Y 

Burroughs Corp Defense 
Ave., Detroit 32, Mich 

Chicago Aerial Industries, Inc., 
Melrose Park, II! 

Daystrom instrument Div 
Pa 

Defense Products 
Industries, Inc., 
merson Electric 
St. Louis, Mo 

Farnsworth Electronics Co. Div 
phone & Te Corp 3700 €E 
Wayne, Ind 

Farrand Optica! Co., Inc., East 
Bivd., New York 70, N. Y 

Ford Instrument Div Sperry Rand Corp s1-10 
Thomson Ave., Long Island City 1, N. Y 

G. W. Galoway Co., 220 South First Ave 
Calif 

General Electric Co 
French Rd. Utica, N 

GENERAL MILLS, INC 
Central Ave., N. E.. Minneapolis, 
C-90 

G. M. Giannini & Co., 
Pasadena, Calif 

Goodyear Aircraft Corp., 1210 Massillon Rd 
15. Ohio 

KEARFOTT CO INC., SUB. OF GENERAL 
CISION EQUIPMENT CORP. 1378 Main Ave 
ton, N. J. SEE ADV. C-83 

Librascope, Inc., 808 Western Ave 
ongren Aircraft Co Inc 24751 
Torrance, Calif 

F. B. Maclaren & Co., Inc., 2 West 18 St 
ngton Station, N 

W. L. Maxson Corp., 
N.Y 

M inneapo! is- Honeywe! Regquiator Co Aeronautical 
Div., 2600 Ridgway, Minneapolis 13, Minn 

Mechanics Res. Div., American Machine & Foundry Co., 
1104 S. Wabash Ave. Chicago 5, Il! 

Motorola, Inc Military Electronics Div 
Clybourn Ave., Chicago 14, Iil.; 8201 E 
Rd., Phoenix, Ariz.; 8330 Indiana Ave., 
Calif 

National Company, Inc Guided Missile Div 61 
Sherman St., Maldon, Mass 

Norden Division, United Aircraft 
Street, Milford, Connecticut 

Nortronics Div., Nor throp Aircraft Inc 
Prairie Ave., Hawthorne, Calif 

Philco Corp., Government & Industrial Div 
Wissahickon Ave. Philadelphia 44, Pa 

Reeves Instrument Corp., Roosevelt Field, 
City, NW. Y 

Schaevitz Engr 

Servomechanisms 
Kipling Ave 

Servomechanisms, Inc 
thorne, Calif 

& Lakeville Rds. Great Neck, N. Y 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 

Stavid Engineering Inc., U. S. Highway 22, Plainfield, 
WN. J. 


Castor & Kensington 


Ave., College Point 


Sales Div., 6071 Second 


1980 Hawthorne 


Daystrom, Inc., Archbald 


Nuclear Products—Erco Div., ACF 
Riverdale, Md 


Mfg. Co., 8100 Fiorrissant Ave., 


Internationa! Tele- 
Pontiac St Ft 


238th St. & Bronx 


Arcadia 


Light Military Electronics Dept 


Y 
MECHANICAL DIV., 1620 
Minn. SEE ADV 


Inc., 918 East Green St., 


Glendale 1 
Crenshaw 


Y 
The, 475 10 Ave., New York 


2710 WN 
McDowe!! 
Riverside 


Corporatio Wiley 
222 North 
4700 
Garden 


Co., P. 0. Box 505, Camden, 1, N. J 
Canada) Ltd Rexdale Blvd. & 
Toronto 15, Toronto, Canada 


12500 Aviation Bivd., Haw- 


Stromberg-Carison Co., 1895 Hancock St., P. 0. Box 
2449, San Diego 12, Calif 

Summers Gyroscope Co., 2500 Broadway, 
ica, Calif. 

Telectro Industries Corp., 36-16 37th St., 
City 1, 

Topp Industries, Inc., 5221 West 102 St., 
45, Calif 
Uniconn, Inc., 
Vitro Corp. of 
York 16, N.Y 
Waldorf Instrument Co., 
ton Station, N d 
Wang Laboratories, 

Mass 
Webcor, Inc Military 
Ave., Chicago 51, Ill. 
Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa. 


Santa Mon- 
Long Island 
Los Angeles 


15 Hawkins St., 
America, 261 


Waterbury, Conn 

Madison Ave., New 
Electronics Div., Hunting- 
37 Hurley St., Cambridge 41, 


Sales, 816 North Kedzie 


P. 0. 


Computers, Digital 


AC SPARK PLUG DIV., GENERAL 


MOTORS CORP., 
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1925 E. Kenilworth Place, M 

ACF Industries, Inc 
N. Y 

ALWAC Div., El-Tronics, Inc., 

Acoustica Associates, Inc., 26 Windsor Ave 
N. Y 

Aeronutronic Systems, Inc 
1234 Air Way, Glendale, 

Aerophysics Development Cort C x 689, 
Barbara, Calif 

Airborne "struments Lab. Div., Cut Y Inc., 
160 Old Country Rd 

Allegany — Instr Co 10 lls 
Cumberland, Md 

American Bosch A Sort ton Ave., Hemp- 
stead, N. Y 
erican Electror Inc., 655 W 


waukee 1, Wis 
750 Third Ave New York 17 


Hawthorne, Calif 
Mineola, 


Motor Co., 


Santa 
Mountain, 


Washington Bivd., 
Electr Inc., 1025 West Seventh St., 

Los Angeles Bt, Caiif 

American Miss . Products Co., 
wodale. Ca 

APPARATUS IV. TEXAS 


ee Lemmon Ave Dallas 9 


15233 Grevillea Ave., 
INSTRUMENTS, INC 
Texas. SEE ADV 


auronerics, DIV OF NORTH AMERICAN AVIATION 
= 91 Imperial Hwy., Downey alif SEE 
DV. C- 100. 
aveo MANUFACTURING CORP. RESEARCH AND AD- 
VANCE DEVELOPMENT DIV., 201 Lowe t., Wil- 
mington, Mass. SEE ADV. 3rd Cover 
AVION DIVISION, ACF INDUSTRIES, INC., 11 Park 
Place, Paramus, N. J. SEE ADV. C-100, C-101 
8 Electronics, Borg-Warner Corp 3300 Newport 
Ave., P. 0. Box 1679, Santa Ana 
Beckman Instruments ” Systems 
Muller Ave Anaheim Calif 
Belock Inst. Corp., 112-03 14 Ave., Co 
y 
Aviation Corg Bendix Computer Div., 
Vitae t Los Angeles 45 alif 
Aviat Fisher Bidg Detro t 2 
Dexter Lab Inc 50 Frankfort St 


lege Point 


Mass 
Western) Ltd P. 0. Box 874 
eld, Winnipeg, Manitoba, Canada 
Box 1790-A W Waterbury 


Sierra Madre V 


2442 Trento 

Canada 
Sepulveda Bivd., Van Nuys, Calif 
15126 South Broadway, Gardena 


Industries, I 1980 Hawthorne, Mel- 


o., Inc., 92 Broad St., Wellesley 57 


General Electric Co., 1103 N. Cen 
Phoenix, Ariz 
5575 Kearny Villa Rd San 

151 Needham St., Newt 
Box 9128, Fort 
Div., Daystrom 


Div Daystrom, 


DESIGNERS FOR os 4 INC., 


eveland 9, Oh E ADV ¢-96 
1-AN Controls, Inc 40 Leo t Bost 
ElectroData Div., Burroughs Bony 460 
Villa, Pasadena, Calif 
Electronic Engineering Co 
t, Santa Ana, Calif 
erson Electric Mfg. Co., 8100 Florissant Ave., St 
Louis, Mo 
sco, Inc., 588 Commonwealth Ave., Sesten, 
Electronics Co Div. of Internat 
3700 E. Pontiac St., Fort Wayne Ind 
30 Rockefiler Plaza, New York 


A. xy 
Far nswerth 
& Te 
Ferranti Electric Inc 
20, N.Y 
Ferranti Electric, Ltd., Industry 
Toronto 15, Ontario, Canada 
d Instrument Div Sperry 
Thomson Ave., Long Island C 
SG. W. Galloway C 220 South 
rollt 
Generai Electric Co omputer Dept 
Seneral Elect Heavy Military 
Dept., Syracuse, N. Y 
L ae Military € 


“MECHANICAL DIV., 1620 
Minneapolis, Minn. SEE ADV 


ral Electric Co 
Rd., Utica, 

GENERAL MILLS INC. 
entral Ave., N. £ 
C-90 
M Giar & Cc Inc Pasa- 
dena, Calif 
nore Industries 
and 20, Ohio 

Gulton Industries 12 Durham Ave., Metuchen 

Hagan Chemicals & a ols, Inc Hagan Bidg.-Box 
1344 Pittsbu rgh 30 

HALLAMORE ELECTRONICS co. DIV SIEGLER 
CORP., THE, 8352 Brookhurst Ave., Anaheim, Calif 
SEE ADV C- 79 

Harvey-Wells Elect Inc Nor 
Mass 

Hoover Electronics C 110 West Timo 
T Maryland 

Hughes Aircraft Co., Culver City, Calif 

International Bus. Machines Corp., 590 Madison Ave., 
New York 22, N. Y 


918 East Green St 


13015 Woodland Ave Cleve- 


th St 


monium 
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TT Lat 
Calif 
ITT Labs Div Int 
ir gto n —_ Nutley 
06 Trapelo Rd., W 
KEARFOTT CO., INC., SUB. OF 
EQUIPMENT CORP., 1378 
N. J. SEE ADV. C-83 
Kellogg Switchboard, 663 
‘ ‘ Wester 


Industr 
Fort Wayne 
255 Grove St 
h Laboratorie 


0 Indiana Ave Riverside 

f ded Missile Div., 61 
Maidon, Mass 
Lo 553 5 


Market St., Galion, Ohio 
. — Pp A raft |! 


c., 222 North 


Prairie 

NUCLEAR INSTRUMENTS “DIV TELECOMPUTING 
CORP yg s Ave Angeles 38 alif 
SEE ADV. B-4 

PACKARD-BELL "ELECTRONICS CORP 
PRODUCTS DIV 


Angeles 64, Calif 


TECHNICAL 
12 333 West Bivd . 
SEE ADV C7 73 
o Corp., Government & 
k Ave., Philadels 
tia dustries At 

astc & Kensingt 
RADIATION, INC "p 

SEE ADV. C-105 
RADIO CORP. OF AMERICA, Py SEE 

ADV. C-76 
RADIO coRP 4 — DEFENSE SLECTRENECS 

PRODS. DEP 0 Cooper St j 

SEE ADV. C- mT 
Q m Research, P Box 269 

one Corp Post Rd 
Rand Division of S 
Avenue, WN 
rtshaw-Fultor 

Anaheir 

Royal McBee 


Magnet C 2245 
Angeles 64. Calif 

THOMPSON PRODUCTS, INC penera 
und 17, Ohio. SEE ADV. D-170 


a, 261 Madisor 


868, P 
E ngineerin 
Rae RAND 


Je ! alif 
WRIGHT MACHINERY CO., DIV., 
RP a7 SEE ADV 


P. 0. Box 2211, Durh 


C-104 


Computers, Fire Control 

AC seam PLUG DIV., Soman. Ls CORP., 
enitworth Ww 

SEE ADV D: 167 

CF Industries, Inc 750 Th 

N.Y 


Aeronutronic 


d Ave 
Systems, In Sut 
1234 Air Way, Glendale 
ophysics Development Cor 
Barbara, Calif 
American 2 sch Arma Corp., 
tead 
APPARATUS DIV TEXAS INSTRUMENTS, INC 
6000 Lemn A Dallas 9, Tex SEE ADV 
Rs 75 
Ph 


AUTONETICS, ‘IV. OF NORTH AMERICAN AVIATION 
NC SEE 


erial Hwy wney 


ADV c.- 100. 
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COMPUTERS 


ge Point 


6071 


~ 
AMERICAN-STANDARD 


dustrie Riverdale 
DETROIT CONTROLS DIV 
100 M I od, Mass. SEE ADV. C-92 


ternat Tele 


tiac St., Ft. Wayne 


238th St. & Bronx 


Mount Denr 


tary Electron 


ae gg OW., 


veapo 


KEARFOTT C Co INC SUB OF “GENERAL PRECI- 
SION EQUIPMENT CORP. 137 Ave 
Ste ADV C- 83 


0 Ave., New Yor 


2 “ Machine & Foundry 
Wabash Ave. Ch cago 5, ill 
. Aer 


Regu 


Phiico Corp 
sahick Ave 

RADIO CORP OF AMERICA DEFENSE ELECTRONICS 
PRODS. DEPT. F & Cooper Sts., Camden, N 
SEE ADV. C-76 

RADIO CORP OF AMERICA, Princeton, N 

ADV _C 76 


Reeves 


Computers, Navigation 
AC SPARK PLUG DIV GENERAL MOTORS CORP 


SEE ADV D-167 
oy Beh 





COMPUTERS 


Airborne Instruments Lab. Div., Cutler 
160 Old Country Rd., Mineola, N. Y 

Aircraft Radio Corp., Boonton, N. J. 

— igo) Arma Corp., 320 Fulton Ave., 


APPARATUS biv., TEXAS ae. a. 6000 
Lemmon Ave., Dallas 9, Texas. SEE ADV. C-75 
Atl = Precision oe roducts Co., . a 

Philade 
AUTONETICS DIV. GF NORTH AMERICAN AVIATION 
INC Imperial Hwy., Downey, Calif. SE e 


-~Hammer, inc 


Hemp- 


Castor 


Belock Inst. Corp., 112-03 14 Ave., College Point 56, 
N. Y 
Bendix Aviation Corp., 
Bendix Aviation Corp 
boro, N. J. 
Burroughs Corp., Defense Sales Div., 
Detroit 32, Mich 
Canadian Applied Research Ltd., 1500 O'Connor Dr., 
Toronto 16, Ontario, Canada 
Canoga Corp., 5955 Sepulveda Bivd., Van Nuys, Calif 
Chicago Aerial Industries, iInc., 1980 Hawthorne, 
Meirose Park, Ii 
CLIFTON PRECISION PRODUCTS CO., INC., 
Chester Pike, Upper Darby, Pa. SEE AD 
C-67 
Collins Radio 
Rapids, lowa 
Columbia Commerce 
New York 22, N 
Comput ng Devices of Canada, Ltd., Bells Corners, P. 0. 
D Ottawa 4 Ontarie, Canada 
cts, Nuclear Products-Erco Div ACF 
Riverdale, Md 
Inc., 40 Leon St., Boston 15, Mass 
Co., 8100 Florissant Ave., St 


Fisher Bidg., Detroit 2, Mich 
Eclipse-Pioneer Div., Teter- 


6071 Second Ave 


9014 W 
Vv. C-66, 
N. E., Cedar 


Company, 855 35th St 


& Credit Corp., 1 East 53 St., 
Y 


tical Co Inc East 238th & Bronx 
New York 70, N. Y 

Ford Instrument Div., Sperry Rand Corp 
son Ave., Long Island City 1, N. Y 

G. W. Galloway Co., 220 South First Ave., 
alif 

The Garrett Mfg. Corp. of Canada, Ltd 
Rexdale, Ontario 


31-10 Thom- 
Arcadia, 
4 Racine Rd., 
Div., 1 River Re, 
Electronic Equip. 
Electronics Dept., 


Road, Utica, N. Y. 
MILLS, INC., MECHANICAL DIV., 1620 
N. E., Minneapolis, Minn. SEE ADV. 


French 
GENERAL 
Centra! Ave 
C-90 
Genera! Precision Lab., Inc., 63 Bedford Rd., Pleasant- 
ville, N.Y 
G. M. Giann & 
Pasadena, Calif 
Hoffman Electron 


Co Inc., 918 East Green St., 
Hoffman Laboratories Div 
Los Angeles 7, Calif 

Culver City, Calif 
15151 Bledsoe St San 


cs Corp 


Fernando, 


national Bus. Machines Corp., 590 Madison Ave., 
~ York 22, N. Y 

Itek Corp., 1606 Trapelo Rd., Waltham 

Jardur Aviation Co., 874 Broadway, 
N.Y 

Jeppesen & Co., 

KEARFOTT CO., 
EQUIPMENT CORP., 
SEE ADV. C-83 

Kolisman Instrument Corp., Subsidiary, of Standard 
Coil Prods. Co., Inc., 80-08 45 Ave., Eimhurst 73, 
N.Y 

Lear, Inc 

Librascope, Inc., 

Link Aviation, Inc., Hillcrest, 

Litton Industries, 336 North Foothill! Rd., 
Calif 

Longren Aircraft Co Inc., 
Torrance, Calif 

F. B. MacLaren & Co., Inc., 
ton Station, N. Y 

Marconi’s Wireless Telegraph Co., Ltd., 
St., New York 4, N. Y 

The, 475 10 Ave., 


54, Mass 
New York 3, 


Stapleton Airfield 
INC., SUB OF GENERAL PRECISION 
1378 Main Ave., Clifton, N. J 


3171 S. Bundy Dr., Santa Monica, Calif 
808 Western Ave., Glendale 1, Calif 
Binghamton, N. Y. 

Beverly Hills, 


24751 Crenshaw Bivd., 


2 West 18 St., Hunting- 


23-25 Beaver 
W. L. Maxson Corp New York 18, 
N.Y 
Mechanics Res. Div., American Machine & Foundry 
Co., 1104 S. Wabash Ave., Chicago 5, II! 
Minneapolis-Honeyweli Regulator Co., Aeronautical Div., 
2600 Ridgway, Minneapolis 13, Minn. 
Motorola, Inc., Military Electronics Div., 
Clybourn Ave., Chicago 14, Il!. 8201 E 
Rd., Phoenix, Ariz. 8330 Indiana Ave., 
Calif 
National Company Inc Guided 
Sherman St., Maldon, Mass 
Nortronics Div., Northrop Aircraft Inc., 222 North 
Prairie Ave., Hawthorne, Calif 
Pan American Navigation Service, Inc 
Ventura Bivd., North Hollywood, Cal 
Philco Corp., Government & Industrial Div 
sahickon Ave., Philadelphia 44, Pa 
Prudential Industries, Atlas Precision Pdts. Co. Div., 
Castor & Kensington Aves., Philadelphia 24, Pa 
RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
., Front & Cooper Sts., Camden, N. J 
C-76 
RADIO CORP. OF AMERICA, Princeton, N. J. SEE 
ADV. C-76 


2710 WN 
McDowell 
Riverside, 


Missile Div., 61 


12021-12023 


4700 Wis- 


Reeves Instrument Corp., Roosevelt Field, Garden City, 
N.Y 
The Reflectone Corp., Post Rd., Stamford, Conn 


C-20 


Ryan Aeronautica! Co., Lindbergh Field, San Diego 12, 
Calif 

Schaevitz Engr. Co., 

Servomechanisms, Inc., 
thorne, Calif 

Skiatron Electronics T. V. Corp., 
York 14, WN. Y 

The Sparton Corp., 
Mich 

Sperry Farragut Company 
Corp., Bristol, Tennessee 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
& Lakeville Rds. Great Neck, N. Y 

Sperry Gyroscope Co. of Canada Ltd 
Liesse Road, Montreal, Quebec, 

Stavid Engineering Inc., U. S. Highway 
N. J 

Sterling Precision 
Washington, N. Y 

Summers Gyroscope Co 
Calif 

Telectro 


P. 0. Box 505, Camden 1, N. J 
12500 Aviation Bivd., Haw- 


180 Varick St., New 


Sparton Electronics Div., Jackson, 


Division of Sperry Rand 


6011 Cote de 
22, Plainfield, 
Corp., 17 Matinecock Ave., Port 


2500 Broadway, Santa Monica, 


Industries Corp., 36-16 37th St., Long Island 
y 


of America, 261 Madison Ave., New York 


Waldorf Instrument Co., Electronics Div Huntington 
Station, N. Y 

Webcor, Inc, M 
Chicago 51, Il 

Weems System of Navigation, Inc., 
St., Annapolis. Md. 

Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868 Pittsburgh 30, Pa 

Wilcox Electric Co., 1400 Chestnut St 


27, Mo 


tary Sales, 816 North Kedzie Ave., 


229 Prince George 


Kansas City 


Computers, Offset Track 
(Off-Course) 


AC SPARK PLUG DIV. 
1925 E. Kenilworth Place 
ADV. 0-167 

ACF Industries, Inc rd Ave 
N. Y 

Aero Electronic , 2982 ells St., 


GENERAL MOTORS CORP. 
Milwaukee 1, Wis. SEE 
New York 17, 
Chicago 10, 
Atlas Precision og c Co Castor & Kensington 
Aves, Philad 
AUTONETICS Div “or NORTH AMERICAN AVIATION, 
INC., 9150 E. Imperial Hwy., Downey, Calif SEE 
ADV. C-100 
Belock Inst. Cor 112-03 14 Ave College 
56, N. Y 
Bendix Aviation Corp 
Bendix Aviation Corp 
boro, N. J 
Burroughs Corp Defense 
Ave Detroit 32, Mich 
cago Aeria Industries 
Meirose Park, |! 
Collins Radio Company, 855 35th St 
Rapids, lowa 
Computing Devices of Canada, Ltd 
P. 0. Box 508, Ottawa 4, 0 
Fecker, Inc., 6592 Ha 


Point 


Detroit 2, Mich 


Fisher Bidg . 
eter- 


Eclipse-Pioneer Div 


Sales Div 6071 Second 


Hawthorne, 


Pittsburgh 6 


Instrument Div Daystrom Archbald 

ment Div Sperry Rand Corp 31-10 
hen Long Island C > & ¥ 
oway Co., 220 South First Ave., Arcadia 


lectric Co., Heavy Military ectronic Equip 

Syracuse, N. Y 

MILLS, INC., MECHANICAL DIV., 1620 
N. E., Minneapolis, Minn. SEE ADV 


Inc., 63 Bedford Rd., Pleasant- 


Corp., 1606 Trapelo Rd a 54 es 
eppesen ‘& Co., ines eton Airfie Denver 
KEARFOTT co us. OF, GENERAL PRE. 
CISION EQUIPMENT CORP, 1378 Main Ave., Clif- 
N. J. SEE ADV. C-83 
Land-Air Inc., 7444 West Wilson Ave., Chicago 31, 
Lear Inc., 3171 S. Bundy Or., Santa Monica, Calif 
Lewyt Corp., 43-22 Queens St., Long Island City 1 
oe 
Librascope. 
Litton Industries, 
Hills, Calif 
Longren- Aircraft Co., 
Torrance, Calif 
F. B. Maclaren & Co., Inc., 2 West 18 St., Hunt- 
ington Station, N. Y 
Wireless Telegraph Co., Ltd., 
Beaver St., New York 4, N. Y 
Mechanics Res. Div., American Machir & 
1104 S. Wabash Ave., Chic It 
Electronics C 2710 N 
i 1 E. McDowe 
Riverside, 


Calif 
Beverly 


Inc., 808 Western Ave., Glendale 1, 
336 North Footh Rd., 


24751 Crenshaw Bivd 


23-25 


Marconi’s 


Foundry 


j Div., 61 
"Maldon, Mass 
Northrop Aircraf 
Hawthorne, Calif 


222 North 
Philco Corp Government & Industrial Div., 4700 
Wissahickon Ave., Philadelphia 44, Pa 
ndustries, Atlas Pre Pdts. Co. Div 
& Kensington Aves., Philadelphia 24, Pa 
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Servomechanisms, Inc., 12500 Aviation Blvd, Haw- 
thorne, Calif 

Skiatron Electronics T. V. Corp., 
New York 14, N. Y 

The Sparton Corp., Sparton Electronics Div 
Mich. 

Stavid Engineering 
field, J 

Summers Gyroscope Co., 2500 Broadway, Santa Mon 
ica, Calif 

Telectro Industries Corp., 
Isiand City 1, N 

Waldorf instrument Co., 
Station, N 

Webcor, Inc.—WMilitary 
Chicage 51, Ill 

Westinghouse Electric Corp., 3 Gateway 
Box 868, Pittsburgh 30, Pa 


180 Varick St., 
Jackson, 
Inc., U. S. Highway 22, Plain- 
36-16 37th St., Long 
Electronics Div., Huntington 
Sales, 816 North Kedzie Ave., 


Center, P. O 


Connectors, Battery 


Philadelphia, Pa 
Hemp- 


Aimo Radio Co., 913 Arch St 

American Bosch Arma Corp., 320 Fulton Ave., 
stead, N. Y 

Amphenol! Canada Ltd., 300 
Ontario, Canada 

Andrew Parts Manufacturing Co., 32-7 
Island City 6, N. Y 

Aviquip of — =e 
treal 

BURNDY CORP. OMATON DIV., 
ADV. 0-159 

Burton Electrica 
El Segundo, Cal f 

Cadiliac Electronic Co., 53 Worth St., New York 13, 
N.Y 

Cannon Electric 
Toronto 16, Ontario 

Cannon Electric Company 
Angeles 31, Calif 

Connector Corp. of 
Haven, Conn 


Campbe 

636 St 

Norwalk, Co SEE 
ngineering Co., 111 Maryland St., 


~ 


Canada Ltd 160 Bartley Dr 


Canada 

3208 Humboldt Street, Los 
Amer., 137 Hamilton St New 
Manchester Ave Angeles 


Toledo 1, Ohio. SEE 


440 E 


Eicon Mfg. Co 


3 6Callf 
THE tov. 0-158 AUTO-LITE CO 


P.. P. 0. Box 646, Redla 
JOY MANUFACTURING CO. ELECTRICAL wae 
DIV., 1201 Macklind Ave., St. Louis 10 
ADV. D-209 
Keystone Electronic C 49 
York 12, N. Y 
Lucas-Rotax Ltd 11 Stat 
Intario, Canada 
Py to onal C 
hicago 51, | 
do Ltd sag - n Bivd Granby, Quebec 
Cor North Ada St hicag 
ST. FANDARD WIRE & CABLE CO., 3440 
Los Angel les 34, Calif SEE ADV C- 104 
ronex inc., Ninth & G St 
Co 3676 S Pe Pi 


Bleecke 


1334 


99 Murray St 


Connectors, Coaxial Cable 


AIRWORK CORPORATION, Municipa! Airp 
New Jersey. SEE ADV. D-201 

Aimo Radio Co., 913 Arch St., Philadeip? 

A _—— Can = — 300 Campbe Ave 


AMPHENOL “ELECTRONICS gt 1830 South 
Chicago 50, | SEE ADV. C-106 
California Corp., 941 E. Marylind, C 


Chicago 19 
Flushing Ave 


Andrew Corp., 363 East 73 St 

Anton Electronic Labs 1226 
i a. + 

Bionder Tongu e Labs St Newark 

BURNDY CORP., OMATON: DIV Norwalk, C 
ADV. 0-159 

Cadiliac Electronic Co 
N. Y 

Cadre Industries Corp 
New York 

annon Electr Canada | 
onto 16, Ontario, Canada 

Cannon Electric Company, 
Los Angeles 31, if 
oaxia Lonnmector Uc 
Mt. Vernon, WN. Y 

Connector Corp. of 
Haven 


53 Worth St 


Amer., 137 
67 North Secon 


msco Corp 45-01 
Island City 1, N. Y 
stsch Co., The, 7000 
California 
o Corp., M St 
Pa 
enera 


Avalon Bivd Los Angeles 3 


below Erie Ave., Philadelphia 24 


Radio Co., 275 Massachusetts Ave 
Mass 

siton Industries 
N. J 

Hallett Mfg. Co., 
16, Calif 

Javex, P. 0. Box 646, Redlands, Calif 

Joclin Mfg. Co., 30 Lufbery Ave., Wailingford, Co 

Joy Mfg. Co., 333 Oliver Bidg., Pittsburgh 22, Pa 


212 Durham Ave 


5910 Bowc 


oft St 


BUYERS’ GUIDE ISSUE 





9s Electror Ir 4 Marbiedale Rd West 
County, Tuchahoe, New York 
The Liquidometer orp., 41-03 36 St Long Island 
ty 1, N. Y 
crodot I 
Calif 
Microlab, 71 r Pky., Livingston, N. J 
Miller Industries 1525 Mario St Grand Haven 
Mich 
delir ; Bergen Ave 
Pyle-National Cx The 1334 ort tne Ave 
hicago 51 
td., 555 Boiv Bivd., Granby, Quebe Canada 
STANDARD Wink & CABLE CO., 3440 Overiand Ave 
s Angeles 34, Calif. SEE ADV. C- 104 


3676 S. Broadway P Angeles 


hester 


Pasadena Ave Pasadena 


al Co., 45 Vesey St New York, 


Connectors, Electric (Quick 
Disconnect) 


AIRWORK CORPORATION, M 
New Jersey. SEE AD d- zal” 

Alden Prod 144 N 
Mass 


pheno Canada Ltd 


AMPHENOL ELECTRONICS core 83 
) SEE ADV C-106 
ert & J. M. Anderson Mfg 289 A S 
Mass 


¢ 


aca itd 
Quebe Canada 
Bendix ye Or Fishe 
SENDIX AVIATION “CORP 
N Y. SEE ADV. C-77 
BURNDY CORP., OMATON DIV., Norwalk 
ADV. D-159 
Burton Electrica 
E! Segund 
ad c £ 


r Blvd, Detroit 2 
SCINTILLA DIV 


gineering Co., 111 


New 
SEE ADV 

North 12 St Milwaukee 
North Second St., Beech Grove, 


ethern Bivd Long 


Island 
Avaion Bly Los Angeles 3 


440 E. Manchester Ave., Los Angeles 
and, R 

Gorn Electric Co. 

Conn 
1050 Michigan Ave 


John St., Cumbe 


avex, P. 0. Box 646, Redlands, Calif 
JOY MANUFACTURING CO., ELECTRICAL PRODUCTS 
DIV., 1201 Macklind Ave., St. Louis 10, Mo. SEE 
ADV. 0-209 
y Mfg Co., 333 Oliver Bidg., 
The Liquidometer Corp., 41-03 
Y 


Pittsburg 22, Pa 

36 St., Long Island 
& Mfg. Co., 4025 W. Lake St., Chicago 
220 Pasadena Ave., So. Pasadena 


Galion, Ohic 
Los Angeles 


North Electric Co., 553 S. Market St 
On Mark Couplings Inc., 4440 York Bivd., 
41, Calif 
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ORDCO DivV., BERMITE POWDER co 
ton St Nor Hollywood f 
Pyle- Nationa The ; 
Chicag I 
nT ds A ce re 
dale Ave N Ha 
teflex, In Hendee 
mponents 


Park 
Vitro U 
16, N 
Webda 
Wilgreen | 
Winchester 

ow 
Woods & 

Burbank 


Connectors, Electric, Firewall 


aay ied Components, | a) 

t Bent Harb uM 
AIRWORK CORPORATION Mur 
EE ADV. D- 201. 
913 A 


ada Ltd 3 a 


New Jersey 


AMPHENOL ELECTRONICS CoRrP - 
9 SEE ADV C-1 106 
Ant o F t r ar l : o 
7 N.Y 
BENDIX AVIATION CORP. “SCINTILLA DIV 
SEE ADV. C-77 


Connectors, Electric 
Subminiature 


AIRWORK at 4 M a 
New Jerse SEE ADV. D- 201 

Alden Products Co., 144 N. Mair 
Mass 

Aimo Rad 

Ampheno! Canada Lt 300 Ca 

Canada 

AMPHENOL ELECTRONICS CorRP 
Ave., ( SEE ADV 


913 A 


Ontario 


trea duet Canada 
Bendix Aviation Cor Fisher Bide ¢ 2 
BENDIX AVIATION ‘cone. SCINTILLA DIV 
N.Y. SEE 


BURNDY ty cane DIV., Norwalk 
ADV. 159 


Sidney 


adillac El n Co., 53 Worth 


24 
coaxial Connector 
Mt. Vernon, N. Y 
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SEE ADV B- — 


CONTROLS 


New Plast ‘ 


orDco DIV. " BERMITE POWDER CO 


ton rt ywood alif 


SEE ADV. 8-40 


Controls, Electronic 
AC SPARK PLUG DIV Lng a MOTORS CORP 
1925 E. Kenilworth waukee 1, Wis. SEE 
ADV. D-167 
ABRAMS INSTRUMENT CO t 62 
Lansing, Mich. SE EE aay. c-93 
flex :. rat 
sland 


ATUS DIV TEXAS INSTRUMENTS INC., 6 
mon Ave », Texas. SEE ADV. B-75 
11924 W. Wa " Bivd Ange 
AVION DIVISION a INDUSTRIES, INC 1 Park 
e Para ss, WN _ SEE ADV C-100 C-101 
Aut ” Switc ‘o., H ve Rd 
N.J 
Babcock Radio 
costa Mes 
Beckman Instrument 
Ave Richmond, Ca 
Soto < Corr 


Engineering, Inc., 1640 
Berkeley C 


412-03 14 Ave 


N 
BENDIX AVIATION Corp 


N. Bendix 


BENDIX PRODUCTS DIV 
Bend 20, Ind. SEE ADV 
A- 47 
Bendix 
Mich 
Bendix Aviation 
N 
Bendix-Pacifi ie) 


. 
Sherman Way, WN. H 
") 


Aviation Fisher Bidg 


Bernco ee 


, n t 
Box 41037, Indiana, 
Bristoi Co., The, P 
20, Conn 
CDC Contro! Services 
Hatt Pa 
canadian Applied Resea 
Toronto 16 vta . 
Canad iar Resear fh 
ronto 5 ta C 
Canoga Corp., 5955 Ser 
“h ago Aeria Indust 
Melrose Park, | 
chicago Telephone 
Ave., Elkhart, Ind 


onsolidated Cont 


> doted 





CONTROLS 


Madrevilla, Pasadena 15, Calif 
Dayton Aviation Radio & Equip. Corp. Dare, In 
Hangar No. 2, Dayton Municipal Airport, Vandalia 
Ohio 
-_ we 
oodir La 
DESIGNERS FOR INDUSTRY INC 
Cleveland 9, Ohio. SEE ADV. C- 
Donner Scientific Co., 888 Galindo St., Concord, Calif 
Eicor Div., 4059 W. North Ave., Chicago 39, Ill 
THE yg tty AUTO-LITE CO., Toledo 1, Ohio. SEE 


>ducts _ Fairchild Camera & Inst. Corp., 
y 


4241 Fulton Pkwy., 
% 


Co., 3939 University Way, Seattle 


nic Associates Ltd.. 4616 Yonge St., Willowdale 
Canada 
mm ., & 
Fernando Rd 
“© Memorial Or., 


W. Lake St Chicago 


Nationa! Watch Co., Elgin 
FAIRCHI » CONTROLS CORP., COMPONENTS DIV 
225 P Ave., Hicksville, N. Y¥. SEE ADV. C-68 
Fereswerth Electronics Co., Div. of International Te 
& Te orp., 3700 E Fort Wayne, Ind 
Farrand Optica! Co., Inc., East 238th St. & Bronx 

Bivd., New York 70, N. Y 
Fenwal Incorporated, Ashland, Mass 
Ferranti Electr | 30 Rockefeller P 
York 20, N. Y 
Ford Instrument Div Sperry Rand 
Thomson Ave Long Island City 1 
The Foxboro Co 38 Neponset Ave 
The Garrett Mfg. Corp. of Canada 
Rd., Rexdale, Ontario, Canada 
General Controls Co 801 Aller 
Calif 
Genera 


Pontiac Ct 


Heavy Military 

ept , Y 

Genera! Electr Light Military 
French Rd 

Genera! Elect ) 0. Box 812 

General Electric Co., Specialty Contro 
Box 81 Waynesboro, Va 

Gordon 5362 North Cahuenga Bivd 


Hollywood 


Waynesboro 
Dept., P. 0 


North 
1621 West Walnut St 


Durham Ave., Metachen 


Hagan Bidg., Box 


State 


Science Park 


United Aircraft C 


215 Bartholomew Ave., Hartford 
Elec 175 North Diamond St 
Mansfield 
A = HAYDON CO., THE, 323 North Elm St 
o SEE ADV. C-91 
HOOVER ELECTRIC CO., 2100 South Stoner 
os Angeles 25, Calif Eustern Sis. & Serv., 
Hangar 2, Port Columbus Airport, Columbus 19, Ohio 
SEE ADV. C-97 
HYDRO-AIRE. INC. 5 
SEE ADV. 0-175 
ndustria! Cont Co 5 Albin Ave Lindhurst 
N y 
Itek Corp., 1606 Trapelo Rd 
International Res. Associates, 2221 
Santa Monica, California 
Internationa! Resistance Co., Ltd., 349 Carlaw Ave 
Toronto 8 Canada 
JEM Electronics p., 743 
Jack & Heintz, Inc., 
Ohio 
Jansky & Bailey 
ngton 7 D.C 
Kahn & Co., Inc 
KEARFOTT CO., INC. 
CISION EQUIPMENT CORP., 
Clifton, N. J. SEE ADV. C-83 


Walter Kidde & Co., Inc., 256 Main St., 
N. J 


Water- 


000 Winona Ave., Burbank, Calif 


Waltham 54, Mass 
Warwick Ave 


Ontario 


Circle Ave., Forest Park 


17600 Broadway, Cleveland 1 


Inc., 1339 Wisconsin Ave., Wash- 


541 Windsor St., Hartford, Conn 


SUB. OF, GENERAL PRE- 
1378 Main Ave 


Belleville 9 

Kilgen Aircraft Div., Brown Bidg., 8008 Carondolet 
Ave., St. Louis Clayton) 5, Mo 

Lane Electronics Mfg. Corp., 7254 Atoll Ave., 
Hollywood, Calif 

Leach Corp., 18435 Susana Rd., Compton, Calif 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Leeds & Northup, 4970 Stenton Ave., Philadelphia 
44, Pa 


North 


Electric Co., P. 0. Box 1060, Dayton, Ohio 
Librascope, Inc., 808 Western Ave., Glendale 1, Calif 
Link Aviation, Inc., Hillcrest, Binghamton, N. Y 
Longren Aircraft Co., Inc., 24751 Crenshaw Blvd 
Torrance, Calif 
Lucas-Rotax Ltd., Box 
Ontario, Canada 
F. B. Maclaren & Co., Inc., 
ington Station, N. Y. 
MAGNETIC AMPLIFIERS. INC., 632 Tinton Ave., New 
York 55, N. Y.. WEST COAST DIV.. 136 Washington 
St., El Segundo, Calif. SEE ADV. C-94 
Magnetic Controls Co., 6405 Cambridge St., 
16, Minn 


Leland 


115, Station H., Toronto 13, 


2 West 18 St., Hunt- 


Minneapolis 


C-22 


McGraw-Edison Company, Thomas A. Edison Indus 
Instr. Div., 51 Lakeside Ave., West Orange, N. J 
Measureme nt Engineering, Ltd., 232 John St., Arnprior, 

mtario, Canada 
M ec hanics Res. Div.. American = ach ne & Foundry Co., 
1104 S. Wabash Ave. Chic I 
METALS & CONTROLS CORP. SPENCER DIV., 41 
Forest St, Attleboro, Mass. SEE ADV. C-88 
Miller Research Labs. Div Miller Metal 
Inc., 2215 Russell St., Baltimore 30, Md 
Minneapolis-Honeywell Regulator Co., Aeronautical Div 
2600 Ridgway, Minneapolis 13, M 
Motorola nc Military Electro 
Clybourn Ave., Chicago 14, | 
Rd., Phoenix, Ariz., 8330 


Products, 


2710 N 
McDowe 
Riverside 


Ca 

North Atlantic Industries, Inc 0 2 St., West- 
bu N 

North Electr °) 553 S. Market S G 

— cs D Northrop Aircraft In 

Ave., Hawthorne, Calif 

NUCLEAR INSTRUMENTS DIV TELECOMPUTING 
CORP,. 915 N. Citrus Ave., Los Angeles 38, Calif 
SEE ADV B-4] 

Opad Electric Co., 69 Murray St 

Ph o Corp Government & 

Ave Philadelphia 44, Pa 
— POWDER CO 


rth Hollywood : 


Ohio 


alio 
222 North 


New York 7, N. Y 
Industrial Div 4700 


Wissahickon 
ORDCO DIV 
Cumpston S$ 


11120 
SEE ADV 
Mon- 


RADIATION INC., 0. Box 37, Melbourn a. SEE 
C-105 


Calif 


Sanders Associates 
Schaevitz Enginee 
Pennsavken, N 
Schoene Electronics Lz 
Evansville 13, Ind 
| rd Electric Pr od ts 
New York 13. N 
THE SEEBURG CORP 


yt ? 


CONTRACT DIV 
22 SEE ADV C- n 
Servornechanisms 12500 Av 
SERVO. TeK PRODUCTS co., 1 
e 1, N. J. SEE ADV C-103 
Soreba Engineering, Inc., Box 1717 
The Sparton Corp Sparton E 
Mich 
Sperry Gyroscope 
Liesse Road, Montrea 
Sperry Gyroscope Co 
e Rds 


' 
inc 


pivey 


Instrument 
North Hollyw 
Stanley Aviation 01 Dallas St 
Stavid Engineering Highway 22 
N 


Denver, Colo 
Plainfield 
Sterling Precision Matinecock Ave., Port 
Washington, N. Y 
Summers Gyroscope Co 
Cal 
Superior Electric Co The, 83 Laure 
Conn 
Taffet Radio & Television Co 
Expressway W., Woodside 77, N. Y 
Technology Instrument Corp 531 Ma 
Mass 
Telectro Industries Corp., 36-16 
City 1, N. Y 
Telephonics Corp., Park Ave 1 
Thermo Electric Co., Inc., Saddle Brook, N. J 
THOMPSON PRODUCTS, INC., Genera! Offices 
land 17, Ohio. SEE ADV. D-170 
Topp Industries, Inc., 5221 West 
45, Calif 
United Contro! Corp., 4540 Union Bay PI 
Wash 
S. Relay Co 
California 
Winding Co 


Corp., 17 


2500 Br Santa Monica 


oadway 


27-05 


Huntington 

Cleve- 
Los Angeles 
Seattle 5 


717 Worth Coney Avenue, Azusa 


Universal 1655 Elmwood Ave., Cranston 
R. I 


Vapor Heating Corp., Vap-Air Div., 80 E. Jackson St., 
Chicago 4 

Varo Mfg. Co., Inc., 2201 Walnut St., 

Vickers, Inc Electric Products Div 
St., St. Louls 3, Missouri 

Victory Engrg. Corp., lorio Ct. 
Union, N. J 

Vitro Corp. of America, 261 Madison Ave., 
16, N. Y 

WacLine, Inc., 35 
Ohio 

Waldorf 
Station, 

Walkirt Co., 

Wang Laboratories, 

Webcor, Inc., Military Sales 
Chicago 51, II! 

Western Design & Mfg. Corp. Div., U. S. Industries, 
Inc., Bidg. 344, Santa Barbara Airport, Goleta, Calif 


Garland, Tex 
1815 Locust 


& Springfield Rd., 
New York 


South St. Clair St Dayton 2, 


Instrument Co., Electror Huntington 
N.Y 

141 West Hazel St., Inglewood 3, Calif 
37 Hurley St., Cambridge 41, Mass 


816 North Kedzie Ave., 


Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 

G. C. Wilson & Company, 1915 Eighth Ave., Hunt- 

ington, West Va 


Analog to Digital 


Mounta 


Converters, 


Allegany Instr. Co., Inc., 1091 Willis 
Cumberland, Md 

American Electronics, In 5 W 
Los Angeles 15 

American Electroni nc 1025 West 
Los Angeles 17 

Applied Sci _ Non rincetor 
Princeto 

AVION DIVISION. ACF INDUSTRIES INC., Piant #1 
1l Park Place, Paramus, N. J. Plant #2, 800 N 
Pitt St. Alexandria, Va. SEE ADV. C-100 — 

B&H INSTRUMENT CO., INC., 3479 W tory 
Blvd Fort Worth 7, Tex SEE Ay. A- 1 

BJ Electronics, Borg-Warner Co 
Ave P 0. Box 1679, Santa Ana Ca 

Baldw Piano Co 1801 Gilbert Ave 
Ohio 

Beckman Instruments 
Ave., Richmond, Calif 

Beckman Instruments, | 
Muller Ave Anaheim, Calif 

Belock Inst. Corp., 112-03 14 Ave 

y 

Bendix Aviation Corp., Eclipse-Pioneer 
N. J 

Bendix-Pacific Div Bendix Aviation 
Sherman Way, N. Hollywood, Calif 

Bristo! Co., The, P. 0. Box 1790-A. W 
20, Conn 
& Canin oe P : ~y 


CLIFTON PRECISION “PRODUCTS. CO., INC., 9014 
Chester Pike, Upper Darby, Pa. SEE ADV. C- 66, C- 6 
sleman Engineering Co I 3500 Torrance Bivd 
rrance, Calif 
omputer instru 
stead, N. Y 
dated Controls Co 
onsolidated Electrodynar 
Madre Villa, Pasadena 
Cubic Corp., 5575 Kearn 
Calif 
Data-Controls 


Washington Bivd., 
Seventh St., 


P Box 


Berkeley 


>yster 


8345 


ments Corp., 92 Madison Ave 


Systems 


Conn 
DATA. INSTRUMENTS DIV., 
12838 Saticoy St North Hollywood, Calif 
ADV 8-41 
Datex Corp., 13 
Datics Corp r 
Daven Co 
Daystrom 


Pa 
DETROIT CONTROLS DIV., AMERICAN-STANDARD, 
100 Morse St., Norwood, Mass. SEE ADV. C-92 
1-AN Controls, Inc., 40 Leon St., Boston 15, Mass 
he Digitran Co., 45 W. Union St., Pasadena, Calif 
en 6. DuMont Lab Inc 760 Bloomfield Ave 

Clifton, N. J 

Dychro Corp., 12 Centre Ave 

Dymec, Inc., 395 Page M Rd 

Electro Instruments, Inc., 3540 Aero Court, San Diego 
11, Calif 

Electro-Mec Lab., Inc., - St Long Island 
City 1, N. Y 

Electro-Mechanica 
Sarasota, Fla 

Electronic Associates, Inc 
Aves., Long Branch, N. J 

Electronics Corp. of America 
bridge 42, Mass 

Eigin-Micronics Div 
Ti. 

Epsco, Inc., 588 Commonwealth Ave 

Fairchild Data Devices Corporation 
Yonkers, WN 

Farrand Optical Co., Inc., East 
Bivd., New York 70, N. Y 

Electric Inc., 30 Rockefeller Plaza 
Y 


TELECOMPUTING CORP 
SEE 


Newton 58, Mass 
Palo Alto, Calif 


Research, inc Box 3041 


Long Branch & WNaberal 


Dr., Cam- 


One Memoria 


Elgin National Watch Co., Elgin 
Boston, Mass 
580 Midland Ave., 


238th St. & Bronx 


Ferrant New York 
20, 

Fischer & Porter Co., 
Pa. 
Ford Instrument Div., Sperry Rand Corp., 
son Ave., Long Island City 1, N. Y 
General Devices, Inc., P. 0. Box 253, Princeton, N. J 
General Electric Co., Heavy Military Electronic Equip 
Dept., Syracuse, N. Y 
G. M. Giannini & Co., Inc., 
dena, Calif. 

Gilmore Industries, Inc., 
land 20, Ohio 

Globe Industries, Inc., 
Belleville, N. J 

HALLAMORE ELECTRONICS CO., 8352 Brookhurst Ave., 
Anaheim, Calif. SEE ADV. C-97 

Hoover Electronics Co., 110 West 
Timonium, Maryland 

Hydel, Inc., 99 First St. 

Industria! Control Co., 
N.Y 


790 Warminster Rd., Hatboro, 


31-10 Thom- 


918 East Green St., Pasa- 


13015 Woodland Ave., Cleve- 
Electronics Div., 525 Main St., 


Timonium Road, 


Mass 
Lindhurst, 


Cambridge 41 
805 Albin Ave 
Mechanic St 


Industrial Development Labs., Attleboro, 


Mass 
Industria! Prods. Div., 


Interrationa!l Tel. & Tel. Corp., 
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15191 Bledsoe St., San Fernando, Calif 
Instrument opment Labs. Inc Sub. of Royal 
McBee Corp hanic St., Attleboro, Mass 
Jar tm; A Ba ley, 1339 Wisconsin Ave., Washington 
9) 


KEARFOTT CO., INC., SUB. OF GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Ave., Clifton, N. J 
SEE ADV. C-83 

Kellogg Switchboard 

Te 5725 Kearney V 

Land-Air Inc 7444 West 


6630 S. Cicero, Chicago, |! 
a Rd., San Diego, Calif 
Wilson Ave., Chicago 31, 
LaPointe Industries, Inc., 155 W. Main St., Rock- 
ville, Conn 
Librascope, Inc., 808 Western Ave., 
F. B. Maclaren & Co., Inc., 2 West 18 St., 
ton Station, N. Y. 
Mechanics Res. Div., American Machine & Fo 
1104 S. Wabash Ave., Chicago 5, II! 
Miller Research Labs. Div., Miller Meta! 
I 2215 Russe t., Baltimore 30, Md 
is-Honeywel! Regulator Co., Aeronautical Div., 
0 Ridgway, Minneapolis 13, Minr 
Minneapolis-Honeywe |! Regulator Co., Industrial 
Products Group, Wayne & Windrim Aves Phila- 
deilphia 44, Pa 
Nationa Company Inc., Guided 
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Non-Linear Systems ., Del Mar Airport, Del Mar, 
Calif 
Norden Division uae Ale raft Corporatior Wiley 
Street, Milford 
PACKARD-BELL ELECTRONICS CORP TECHNICAL 
PRODUCTS DIV 12333 We Bivd Los 
f SEE ADV ‘C-73" 


Glendale 1, Calif 
Hunting- 


dry Co., 


Products., 


Missile Div., 61 


Angeles 64 
Philco Corp Gover 
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Potter Aeronautical Corr out Union J 

RADIATION, INC E 3 Melbourn a. SEE 
ADV. C-105 

Radiat strument Development, 5737 Sow 
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th Halsted 


St ago 21, ! 
RADIO CORP. OF AMERICA, Princeton, N. J. SEE 
ADV. C-76 
Research 
Reed Research _Inc 


ng 


Ransom 0. Box 269, San Pedro 


048 Potomac St., N 
Reeves a. ment or Roosevelt Fie 
ty, N.Y 
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Royal ——— 1035 Westr 
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Sperry Rand Co 
Great Neck, N. Y 
mt St.. Brooklyn, N 
36-16 37th St 


5221 


261 Madison 


Co., Electronics 
37 Hurley St. 


ric Corp 3 Gateway 


Box 868, Pittsburgh 30, Pa 


Converters, Digital to Analog 


American Electronics, In 655 W. Washington Bivd., 
Los Angeles 15, Calif 
American Electror 
Los Angeles 17, Calif 
AVION DIVISION, ACF —_ oe INC., aoe * 
11 Park Place, Paramus Plant 32 
Pitt St., Alexandria, Va ‘see ADV 100, ee 101 
Beckman Instruments, In Systems Div 325 North 
Muller Ave., Anaheim, Calif 
Berkeley Div., 


Ir 1025 West Seventh St., 


Beckman Instruments, Inc 2200 Wright 
Ave., Richmond, Calif 

Belock Inst. Corp., 112-03 14 Ave., 
N.Y 

Bendix-Pacifi Div Bendix Aviation Corp 
Sherman Way, N. Hollywood, Ca 

Bristo! Co., The, P. 0. Box 1790- 
20, Conn 

wrroughs Corp Electronic ube 
Plainfield, N. J 
G. Electronics Corp P. 0. Box 
Central, S. E., Albuquerque, N. M 
eman Engineering Co In 3500 Torrance Bivd., 
Torrance, Calif 

Computer Contro! 
57, Mass 

Data-Controls 
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Datex Corp., 1307 S. Myrtle Ave., 

Daven Co The, Route 10, 

Daystrom Transico Div., 
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DI-AN Controls, Inc., 40 Leon St., Boston 15, Mass 

The Digitran Co., 45 W. Union St., Pasadena, Calif 

Allen B. DuMont Lab., Inc., 760 Bloomfield Ave., 
Clifton, N. J. 

Electro Instruments, Inc., 3540 Aero 
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92 Broad St., Wellesley 


39 Rose St., Danbury, 


Systems, Inc 


onrovia, Calif 
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Daystrom, Inc., Worcester, 


Court, San 


Electro-Mechanical Research, Inc., P 
Sarasota, Fla 
Electronic Associates, Inc., Long Branch 
Aves. Long Branch, N. J 
Electronic Communications, 1501 72 
Petersburg, Fila 
Epsco, Inc 568 C ronwealth Ave 
Farrand Optical Co., Inc., East 238th 
Bivd., New York 70, WN. Y 
Ferranti Electric Inc., 30 Rockefe 
York 20, N. Y 
Ferranti Electric, Ltd., Industry Street 
ronto 15, Ontario, Canada 
ent Div., Sperry Rand 
Long Island City 1, N 
I P. 0. Box 25 
Electric Co., Heavy Military Elect 
Dept., Syracuse, N. Y 
M. Giannini & Co., Inc., 918 East 
Pasadena, Calif 
ore Industries, 
nd 20, Ohio 
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13015 Woodland Ave., Cleve- 


. Electronics Div 525 Mair 
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HALLAMORE ELECTRONICS CO 8352 Brookhurst Ave 
Anaheim, Calif SEE ADV. C-97 
cs Co., 1] West Timonium 
Maryland 
99 First St Cambridge 41, Mass 


Ave Lindhurst, 


Road, 


Contro Lo 


KEARFOTT co INC. SUB. OF, GENERAL PRE- 
CISION EQUIPMENT CORP., 1378 Main Ave., Clif- 
ton, N. J. SEE ADV. C-83 

Kellogg Switchboard, 6630 S cero, Chicago 

Kin Te 5725 Kearny Villa Rd Sa Dieg alif 

Land-Air, Inc 7444 West Wilson Ave Chicago 31 


Rock- 
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lit 
Poin Industries, Inc 155 W. Main St 


Mechanics Res. Div., Amer 
1104 S. Wabash ~ 
er Rese h s 
Inc., 2215 Russe 
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Div 2600 Ridgway 
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ucts Group, Wayne & Wir 
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George L. Nankervis Co., 153 
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aamone Company if ded 
awn St Maiden 
PACKARD. BELL ELECTRONICS CORP 
PRODUCTS DIV., 12333 West Oly 
Angeles 64 alif. SEE ADV. C-73 


TECHNICAL 


is © Aeror 
RADIATION, INC 
ADV 105 
RADIO CORP OF AMERICA, 
ADV. C-76 
Rans =, h, P. 0. Box 269, San Pedro, Ca 
Reeves Instrument Corp., Roosevelt Field, Garden 
N y 
Royal Industries, Inc., 1035 Westminst 
harnbra, Calif 
Servomechanisms 
thorne, Calif 
Telectre Industrié 
Island City 2 
Telechrome Mfg 
N Y 
Topp Industries 


geles 45, Calif 


Princeton N 


United Electrodynamics Div " 
1200 S. Marengo St., Pasadena, Calif 

Vitro Corp. of America, 261 Madison Ave 
16, N. Y 

Waldorf Instrument 
Station, N. Y 

Westinghouse Electric Ce 3 Gateway Center, 
Box 868, Pittsbur 0, Pa 


New York 
P.O 


Converters, Electric 


11924 W. Washington Bivd., Los An 
‘ 


Arnoux Corp., 
geles 66, Ca 

BJ Electronics, Borg-Warner Corp., 3300 Newport 
Ave P. O. Box 1679, Santa Ana, Calif 

Bogue Electric Mfg. Co., 52 lowa Ave., Paterson 
N. J 


Ww Waters 


rneli-D er Electri 
uth Pla nfield, WN J. 
Crescent Engineering & Research Co., 
Rd., Elmonte, Calif. 
Dalmotor Div., Yuba Consol 
Box 149, 1385 Clay St., 
Daven Co., The, Route 10 
Div., 4059 W. North Ave., 


dated Ind., Inc 
Santa Clara, Calif. 
Livingston, N. J. 
Chicago 39, Ill. 
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THE ELECTRIC AUTO-LITE CO., do i, Ob SEE 
ADV. 0-158 
ect Development 


t Wash 


e 
ectror Specialty 
L Angeles 39 

Electrosolids Corp., 


‘ 
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te Tronics, Inc., 
eneral Dev P 
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8 nfield, N SEE ADV c-93 
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ul 
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HOOVER ‘ELECTRIC CO., 2100 
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HYDRO-AIRE, INC 000 Win 
SEE ADV. D-175 
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Jack & Hein 
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Toledo Electra 
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evela 


Mankato 


Toled 
Kenyon 

59 N 
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MAGNETIC AMPLIFIERS, INC. 632 Tinton A 
York 55, N. Y., WEST COAST DIV., 136 Wash ngton 
t equndo, Calif SEE ADV. C-94 


we 


Ave 

MOTOR GENERATOR CORP’ (HOBART “BROS AFF), 
ack at Water St EE ADV. F-1 
C 345 Carnegie Ave Kenilworth, WN. J 
3 Corp 345 Kans E eg 


: ene 
Portage Ave Palo Alto 


Eaton- 


Calif 
RED BANK DIV. BENDIX AVIATION CORP 
town, N SEE ADV. C-89 
bdins & Myers 1345 ponda Av 
Royal ‘Ind 
hambra, Calif 
S. M. S. Instrument & Accessories, Inc 


ar 30, N.Y 


N. Y. Inter- 
thorne, Calif 
Mark Simpson Mfg., I 
City 3, N.Y 
Small Motors, Inc., 2076 Elston Ave., Chicag 
SORENSEN & CO INC Richards Ave South Norwalk 
Conn. SEE ADV. C-99 
Southwestern Industrial Ele 
Houston, Texas 


Aviation Bivd Haw- 


>partor 


Instrument Co., The 
lywood f 


Trans 


Park Calif 


Electro 


Transva ngineer 
Bivd Culver Ca 
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Industr es Inc Santa 
+ ‘ 
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La 
Western Design & Mfg ort 
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Calif 
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Hwy Lynwood, Calif 
Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 
Wincharger Corp., E. 7th & Division St., 
2, lowa 


P. 0 


Sioux City 


Cooling Systems, Electronic 


AiResearch Mfg. Div., The Garrett Corp., 
Sepulveda Bivd., Los Angeles 45, Calif. 
Amco Engineering Co., 7333 West Ainsiie St., 


9851 
Chicago 


Filter Co., Defense Products Div., 310 
St., Rock Island, Ii! 
n Industries, Inc 648 Main St., 
y 


Westbury 

Bendix Aviation Corp., Utica Div. 

Cleveland Pneumatic Industries 
Street, Cleveland 5, Ohio 

Henry G. Dietz Co., Inc., 12-16 Astoria Bivd., 
Island City 2, N. Y 

Drayer-Hanson Div., National-U. S 
P Box 2215, Terminal Annex 


Utica, N.Y 
Inc., 3781 East 77th 


Long 


Radiator Corp 

Los Angeles 54, 
Calif 

Dunham-Bush, Inc., West Hartford 10, Conn 

THE HALLICRAFTERS COMPANY, 4401 W. Fifth 
Avenue, Chicago 24, Iilinois SEE ADV. C-101 

Hamilton Standard Div., United Aircraft Corp., Windsor 
Locks, Conn 

HOOVER ELECTRIC CO., 
Los Angeles 25, Calif 
2 Por t Co mbuSs Airpor t 
ADV C-97 

HYDRO-AIRE, INC 3000 
Calif. SEE ADV. D-175 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 

Walter Kidde & Co., Inc., 256 Main St., Belleville 9 


J 


Lear, Inc., 3171 S 


2100 South Stoner Ave 
Eastern Sis. & Serv., Ha 
Columbus 19, Ohio. SEE 


Winona Ave Burbank 


Bundy Dr., Santa Monica, Calif 

Lear, Romeo Div., Lear, Inc., Elyria, Ohio 

Modine Mfg. Co., Adv. Dept., Racine Wisc 

Pesco Prods. Div Borg-Warner Co 
Miles Rd., Bedford, Ohio 

RADIO CORP. OF AMERICA, Princeton, N. J. SEE 
ADV. C-76 

Roper Hydraulics, Inc 
Rockford, I! 

Standard Thomson Corp., Clifford Mfg. Co. Div., 152 
Grove St., Waltham 54, Mass 

Stewart Warner Corp South Wind-Aircraft 
Dept., 1514 Drover St., Indianapolis, Ind 
ves p —. E mig dl Ave Anaheim, Calif 

sse 

UNITED AIRCRAFT pRovucTs: ‘ine. P.O 
Dayt O se ADV. 8-43 

nited c O Ring Corp., Box 1035, 
Ohio 


North 
340 Blackhawk Park Ave 
Products 


Box 1035, 


Dayton 1, 


Magnetic 


ries, Inc., 750 Third Ave., 


Cores, 
New York 17, 


740 Belleville Ave New Bedford 


144 N. Main St., Brockton 64 


Marengo, I! 
Boston 15 
N. J 

West Genesee St 


Mass 


Co., 401 N. Broad St., Phila- 


808 Western Ave., Glendale 1, Calif 
Co., 5390 Bircher St., St. Louis 20 


Michigan 
Div., 61 


Company, Port Huron 


= ded Missile 


er Brass 

National Company Inc., 
Sherman St., Maiden, Ma 

RADIO CORP. OF AMERICA. * DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 

Remington Rand Division of Sperry Rand Corp 315 
Fourth Avenue, New York 10, N. Y 

SANBORN CO., 175 Wyman St., Waltham 54 
SEE ADV. C-69 

Schaevitz Engineering, Route 130 & Schaevitz Bivd 
Pennsauken, N. J 

Servomechanisms, Inc., 
thorne, Calif 

Sprague Electric Co 

Stackpole Carbon Co 
Marys, Pa 


Mass 


12500 Aviation Bivd Haw- 


Mass 
Comp. Div St 


North Adams 
Electronic 

Webdcor, Inc 816 North Kedzie Ave 
Chicago 51 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 


Military Sales 
l 


P. O 


Countermeasure Systems 


ACF Industries, Inc., 750 Third Ave., New York 17 
N. Y 

ARF Products, Inc 

Admiral! Corp., 3800 

Aerophysics Development Corp 
Barbara, Calif 

Airborne Instruments Lab. Div Cutler-Hammer, Inc 
60 Old Country Rd., Mineola, N. Y 

Aircom, Inc., 354 Main St., Winthrop 

Bosch Arma Corp., 320 Fu 


7627 Lake St., River Forest, 
Cortiand St., Chicago 47, Ilinois 


P. 0. Box 689, Santa 


Mass 


American ton Ave., Hemp 


C-24 


stead, N. Y 
American Missile Products Co., 


Lawndale, Calif. 

APPARATUS DIV., TEXAS INSTRUMENTS, INC., 6000 
Lemmon Ave., Dallas 9, Texas. SEE ADV. C-75 
Applied Research, Inc., 76 South Bayles Ave., Port 

Washington, N 
Brubaker Electronics, Inc., 
City, Calif. 
G. S. Labs., Inc., 391 Ludlow St., Stamford 
Conn 
Cook Electric Co., Inland Test ng 
6401 W. Oakton St., Morton Grove 
Dbm Research Corp Stoddard Bidg., P. 0. Box 521 
Cocoa Beach, Fila 
Joe Davi ra & Associates, P. 0. 0 South 


Gate, 
DESIGNERS. FOR INDUSTRY INC., 4241 Ful 
Cleveland 9, Ohio SEE ADV. C-% 
Allen 8B. DuMont Lab., Inc 760 Bloomfield Ave 
Clifton, N. J 

Electro Development Co., 
5, Wash 

Electronic Communications, Inc 1501 72nd Street 
North, St. Petersburg, Fio 

Electronic Specialty Co., 5121 San Fernando Rd., Los 
Angeies 39, Calif 

Electronics Corp. of 
Cambridge 42, Mass 

Engrg. & Prod. Div. Dynar 
Inc., 73-39 Woodhaven Bivd 

Fairchild Camera & Instrument Cort 
Syosset, N. Y 

Fairchild Guided Missile Div 
Airplane Corp Wyandanch 

Farnsworth 0 0 


15233 Grevillea Ave., 


3652 Eastham Drive, Culve 


Laboratories Div 


ton Pkwy 


3939 University Way, Seattle 


America ne Memoria Dr., 
Electronics-New York, 
Glendale, N. Y 

Robbins Lane 


r Meavy 
Syracuse Y 
Genera a Light M 
French 


N 
GENERAL “MiLls, “INC 
Ave M 

€:90 


Gibbs Mtg ° 
Gilfilla Brothers 
Angeles 6, Calif 
Globe Industries, | 
Belleville, N. J 
ordo Enterprises 5362 
North Hollywood, Calif 
r, Ray a & Brown, 


MECHANICAL DIV 
ane Minn. SEE 


525 Mair 


North Cahuenga 


mal ence Park, State 
THE HALLICRAFTERS COMPANY 4401 W. Fifth Ave 

e, Chicago 2 Itlinois SEE “ADV = an" 
Harvey-Wells r 


Birm ngham 


sboratories 
Angeles 7, Calif 
Perry St Now 
N.Y 
Laborator 
Led f 
Jansky & Bailey 13 
ton 7 D.C 
Kelsey-Hayes Co., 3600 M 
Land-Air. Inc 7444 West 


Lavoie Laboratories, 55 Rt. No. 79 
Librascope, In 808 Western Ave n 1, Ca 


North Foot Rd Bever|y 


tton Industries, 336 
Hills, Calif 

W. L. Maxson Corp., The, 475 10 Ave 
N.Y 

Motorola, Inc Military 
Clybourn Ave., Ch 
Rd Phoenix, Ariz., 
Calif 

Miller Industries 
Mich 

National Company, iInc., Guided Missile Div., 61 
Sherman St., Maiden, Mass 

National Scientific _lab., 2010 
Washington, D. C 

Nortronics Div Northrop Aircraft Inc., 222 
Prairie Ave., Hawthorne, Calif 

ORDCO DIV., BERMITE POWDER | , 60 11120 
Cumpston St., North Hollywood a SEE ADV 
B.40 

Philco Corp Government 
Wissahickon Ave., Philadelphia 44, Pa 

Pickard & Burns, Inc, 240 Highland Ave 
Mass 

Polarad Electronics Corp., 43-20 34 St., Long Island 
City 1, N. Y 

RADIATION, INC., P. 0. Box 37 
SEE ADV. C-105 

RADIO CORP. OF AMERICA, Princeton, N. J SEE 
ADV. C-76 

ne CORP. OF AMERICA, DEFENSE ELECTRONICS 

PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C- 7% 


New York 18 


2710 WN 
McDowe 
Riverside 


Electronics Div., 
cago 14, I 201 E 


8330 Indiana Ave., 


1525 Marion St Grand Haven 
Massachusetts 


North 


Industrial Div 4700 


Needhan 


Melbourne, Fila 


Raytheon Mfg. Co., Government Equipment Div., 1089 
Washington St., West Newton, Mass 

Republic Aviation Corp., Farmingdale, N. Y. 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 

Skiatron Electronics T. V. Corp., 180 Varick St 
New York 14, N. Y 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
& Lakeville Rds., Great Neck, N. Y 

Standard Armament, Inc., 631 Allen Ave., 
Calif 

Stavid Engineering Inc., U. S 
N. J 

Stromberg-Carison Div., 
Carison Rd., Rochester 3 

Sylvania Electric Products Inc 
York 19, N.Y 

Telectro Industries Corp 36-16 37th St Long 
Isiand City 1, WN. Y. 

Temco Aircraft Corp P. 0. Box 6191 
Texas 

Th wy Aircraft Co. Div 

0. Box 481, Martinsburg, West Va 

THOMPSON PRODUCTS, INC., Genera! Offices 
and 17, Ohio SEE ADV. 0-170 

Townsend Engineered Prods., Inc. 805 S. McGlay St 
Santa Ana, Calif 

Universal Winding Co 
R. I 

Vitro Corp. of America 
16 N. Y 

Webcor, Inc., Military Sales, 
Chicago 51, ! 

Wells Gardner & Co 
39, Ill 

Westinghouse Electric Corp 
Box 868, Pittsburgh 30, Pa 


Glendale 
Highway 22, Plainfield, 
General Dynamics Corp 100 
New York 

1740 Groadway, New 


Dallas 22 
Vitro Corp. of America 


Cleve 


1655 Elmwood Ave., Cranstor 


261 Madison Ave., New York 


816 North Kedzie Ave 
2701 North Kildare St., Chicag 


3 Gateway Center, P 


Counters, Electric 


ABRAMS a — 600-62 E 
Lansing, M DV. C-93 

Airpax Products iy <* - Lauderdale, Fila 

B & 8 Distributors, 221 Greenwich New York 
N. Y 

BJ Electronics, Borg-Warner Corp 
Ave., P. 0. Box 1679, Santa Ana 

Bowmar Instrument Corp 415 
Ft. Wayne, Ind 

Burroughs Corp 
field, N. J 

Ch — Sysem c 


Shiawassee 


ectronic Tube D 


Industries a. Products 


Diversey Bivd 
DATA ‘INSTRUMENTS = TELECOMPUTING corp 
12838 Saticoy th Hollyw SEE 
ADV B- “4 
Joe Davidson 
Gate, Ca 
Durant Manufacturing Co 
waukee 1, Wisc 
Dymec, Inc., 395 Page M Rd., Palo 
Eagle Signal Corp., 202 20 st 
Electro-Tech Cc 


a 


& Associates, P 


19680 N 


Equipment Co 08 
York 13, N. Y 
Electronics Corp. of 
mbridge 42, Mass 
Elgin-Micronics [C 
Elgin, Ill 
Engineered Electronics Co., 506 East First St 
i... Calif 
nti Elect td., Industry Street 
“Tavente 15 Ontario Canada 
The Foxboro Co 38 Neponset Ave 
General Controls Co 801 Alien Ave 
“slit 


America. One Memor 


Nationa Watch Co 


Santa 


Mount Dennis 


Foxboro, Mass 
Glendale 1 


Gilmore Industries Inc 13015 
Cleveland 20, Ohio 

Globe Industries, I E tron ( 525 Ma 
St., Belleville, N. J 

Gordon Enterprises 5362 
North Hollywood, Calif 

Librascope, Inc., 808 Western Ave 

Magnetic Research, 255 Grove St., White Piains, N. Y 

Mast Development Company, Inc., 2212 E. 12th St 
Davenport, lowa 

Mechanics Res., Div. American Machine & 
1104 S. Wabash Ave., Chicago 5 

Company, Inc Guided Missile Div 61 

Maiden, Mass 

553 S. Market St., Galion, Ohi 

P. 0. Box 150, Bedford 


Woodland Ave 


North Cahuenga Bivd 


Glendale 1, Calif 


National 
Sherman St 

North Electric Co 

Northeastern Engineering, Inc 
St., Manchester, N. H 

ORDCO DIV., BERMITE POWDER CO., 11120 Cumps- 
ton St., North Hollywood, Calif. SEE ADV. B-40 

Photocon Research Products, 421 N. Altadena Dr 
Pasadena, Calif 

Potter Aeronavtical Corp 

Ram Meter, Inc 1100 Hilton Rd 
20, Mich, 

Research, P. 0. Box 269, San 

Time Co., 89 Logan St Spring- 


Route 22, Union, N 

Ferndale, Detroit 

Ransom Pedro, Calif 

Standard Electric 
field 2, Mass 

Stanley Aviation Corp., 2501 Dallas St 

Telectro Industries Corp 36-16 37th St 
Island City 1, N. Y 

Veeder-Root, Inc., 

Victor Adding Machine Co., 
Chicago 18, Il! 

Vitro Corp. of America, 261 Madison Ave 
16, N.Y 

WacLine, Inc., 35 South St r St Daytor 


Denver, Co 


Hartford 2, Conn 
3900 N. Rockwe 


New York 
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hio 
Wright Engineer ng 
1, Calif 


ig Microwave 


Aircom, Ir 54 Main St., Winthrop 
Airts nada Ltd 0 Can Ave 


AVION ‘DIVISION, ACF ao + 


SEE ADV. ‘c-106 Cc 101 


15 Seige Brook!yr 


t 
43-01 22 


Crystals, Barium Titanate 
(Transducer) 


BRANSON “ULTRASONIC CORP., 12 B 
. SEE ADV. D- 190° 


BERMITE POWDER co 
Nort ywood, 
ace St., Ph 


SEE ADV. B-40 


adeiph 28 


3824 Ter 


1655 


Crystals, Infrared 


APPARATUS DIV., VEXAS INSTRUMENTS INC., ¢ 
Le on Ave allas Texas. SEE ADV. C-75 
Barnes Engineering Co 30 Commerce Rd., Stamfor 
onmn 
BAUSCH & LOMB ores, CO., 82159 St 
EE ADV. 8-45 
Labs., Inc 62-10 
N. Y 
Div. of International Te 
Pontiac St Fort Wayne 


Heavy Military 
Y 

on St., Palisades Park, N. J 
Carbide Corp., 30 East 42 St., 


Electronic 
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DATA PROCESSING 


ege Point 


Crystals, Quartz 


BAUSCH & LOMB OPTICAL CO., 62 
2, N SEE ADV. 


159 St 
ester B-45 


ey Elect 
Meta 


ate Gen. anon 
Calif 
Dom Research Corp 
Cocoa Beach, Fila 
Data-Controls Systems 


Kearny 


Conn 
DATA INSTRUMENTS DIV., TELECOMPUTING CORP 


8 t SEE 

ADV. B-4] 
Datamatic Corp 

Mass 
Datex Corp 130 
Daystr ystems 

Calif 

Robbins Lane 
DI-AN Controls 
Dymec, Ir 395 


Crystals, Tourmaline 
(Frequency Control) 


Data Processing Equipment & 
Systems (See Also 
Computers, Digital) St. be 


Federal Telephone & Rad 
& Tel. Corr 100 
Ferranti Electr 
20 


Calvary 
Waltham, Mass 
ANelex Corp 150 Causeway St 8 y Mass rd Instrument 
APPARATUS on TEXAS INSTRUMENTS INC Thomson Ave 
( exas SEE ADV. 6- riden n San 


Phoenix, Ariz 
West Genesee St 
Genera 
c 1501 Broadway, New York 36, N. Y Dept 
AUTONETICS lV OF WORTH AMERICAN AVIATION 
INC., 91 


perial Hwy wney a SEE 


Genera! Pre 
ville, WN 

General Rwy 

G. M. Giannin 
Pasadena, C 
more Ind 
and 2 


ADV C-100 
AVCO MANUFACTURING CORP RES cane AND 
ADVANCED DEVELOPMENT DIV ee 
Wilmington, Mass. SEE ADV 3RD COVER 
AVION SrvEsten ACF INDUSTRIES INC Piatt = 
Piace, Paran N t 8 
Alexandria, Va SEE ‘Ao %. 100 Globe = industr 
¢. 101 St., Be 
BJ Electronics, Borg-Warner Corp., 3 . . 
P Box 1679, Santa Ana, Calif 15 " 
sordon Ente 
Ho!lywood 


Pitt ‘ 
,oodyea 


enga Bivd Nort? 


Beckman Instrum 


Muller Ave., 


nents, Inc Systems 

Anaheim, Calif 

Bell & Gossett Co., 8200 N. Austin 4 Mort Guiton industr 212 Dur Ave 
Grove, Ill, HALLAMORE 


Metuchen, WN. J 
ELECTRONICS CO. DIV., SIEGLER 


C-25 








DATA PROCESSING 


CORP. THE, 8352 Brookhurst 
SEE ADV. C-97 


Ave., Anaheim, Calif 






Hanson-Gorrill-Brian, Inc., 65 Hazel St., Glen Cove 
N.Y 

Harvey-Wells Electronics, Inc., North St., Southbridge 
Mass 

Hoffman Electronics Corp., Hoffman Laboratories Div., 
3740 Soutt and Ave., Los Angeles 7, Calif 

Hogan Laboratories, Inc., 155 Perry St., New York 14 
N.Y. 

Hoove ectronics Co 110 West Timonium Road 

ym, Maryland 
ternational Bus. Machines Corp., 590 Madison Ave., 


New York 22 N y 





ITT Laboratories, 15151 Bledsoe St., San Fernando, 
Calif 

ITT Labs. Div., International Tel. & Tel. Corp., 500 
Wash Ave Nutley, N. J 

Instror Engineering Corp 2500 Washington St 
Santon, Mass 


Itek Corp 1606 Trapelo Rd., Waltham 54 


Kauke & Co., 1632 Euclid St., Santa Monica, Calif 

Kellogg Switchboard, 6630 S. Cicero, Chicago, | 

. Te 5725 Kearney Villa Rd., San Diego, Calif 

Land-Air, Inc 7444 West Wilson Ave Chicago 31 

Leed & Northrup, 4970 Stenton Ave., Philadelphia 44 
Pa 

Lib 808 Western Ave., Glendale 1, Calif 

Litton Industries, 336 North Foothill Rd., Beverly Hills 
Calif 

F. 8B Laren & Co., Inc., 2 West 18 St., Huntington 
" a, N.Y 

M x The, Industrial & Defense Prods. Div., 


Wayne, Ind 
oratories, 2255 South Carmelina 


can Machine & Foundry Co 


Chicago 5, I 
41 & Sheridan, Tulsa, Okla 
r Electronics Div 1 N 
4 Le owe 





8330 India Ave Riverside 





Research Labs. Div., Miller Meta 


2215 Russell St., Baltimore 30, Md 

Minneapolis-Honeywe!l! Regulator Co., Aeronautical Div., 
26 Ridgway, Minneapolis 13 
neapo!lis-Honeywe Regulator Co Davies 


Products, Inc., 





M abora- 
Div., 10721 Hanna St., Beltsville, Md 
Min s-Honeywe Regulator Co Industrial Prod- 
sroup, Wayne & Windrim Aves., Philadelphia 
44, Pa 
Na mpany, In sided Missile Div., 61 Sher- 
St., Maiden Mass. 
Systems, Inc., Del Mar Airport, Del Mar, 
antic Industries, Inc., 603 Main St., Westbury, 
c Co., 553 S. Market St., Galion, Ohio 
nics, Inc 2420 North Lake Ave., 
f 
n gineering, Inc., P. 0. Box 150, Bedford 
ester, N. H 
Div Northrop A ft In 222 North 
e Ave Hawthorne, Calif 
- i. hanisms, In 216 East Second St., Mineola 


20 Cumpston 


oRDco Div Seneeive POWER cOo., 111 
SEE ADV. B- 
TECHNICAL 


PACKARD- BELL ELECTRONICS CORP 





PRODUCTS DIV., 12333 West mpic Bivd., Los 
Angeles 64, Calif. SEE ADV C-73 

Ralph M. Parsons C The, Electronics Div., 151 S$ 
DeLacey Ave., Pasadena, Calif 

Philco Corp., Government & Industrial Div., 4700 Wis- 


sahickon Ave., Philadelphia 44, Pa 





Potter Aeronautical Corp., Route 22 nion, N. J 
Potter rument C Inc Sunnyside Bivd Piain- 
N.Y 
600 East Evergreen, Monrovia, 





Ca 
RADIATION, INC Melbourne, Fla 
SEE ADV. C-105 


Radi at on i t 


P. 0. Box 37 


Development, 5737 





South Halsted 

RADIO CORP. oF ‘AMERICA, Princeton SEE 
ADV. C-76 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 


N. J 


PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 
Ransom Research, P. 0. Box 269, San Pedro, Calif 


Reed Research, Inc 1048 Potomac St N. W 
Washington, D. C 

Reeves Instrument Corp., Roosevelt Field, Garden City 
N.Y 

Remington Rand Division of Sperry Rand Corp., 315 
Fourth Avenue, New York 10, N. Y 

Royal Industries, Inc 1035 Westminster Ave., Al- 
hambra, Calif 

Service Bureau Corp., The, 425 Park Ave., New York 
22, N.Y 

Servomechanisms, Inc., 12500 Aviation Bivd., Haw- 
thorne, Calif 

Skiatron Electronics T. V. Corp., 180 Varick St., 
New York 14, N.Y 

Soroban Engineering, Inc., Box 1717, Melbourne, Fila. 


SPACE CORP., P. 0. Box 5175, Dallas 22, Texas. 
SEE ADV. D-161 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
& Lakeville Rds., Great Neck, N 

Stanley Aviation Corp., 2501 Dallas St., Denver, Colo 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carlson Rd., Rochester 3, New York 


Summers Gyroscope Co., 2500 Broadway, Santa 


Monica, Calif. 


Tally Register Co., 5300 14th, N. W., Seattle, Wash 


C-26 





1952 E. Allegheny Ave., 


36-16 37th St Long 





e 2245 Pontius Ave Los 

Angeles 64, Calif 
TEXAS INSTRUMENTS INC., 
xas. SEE ADV 


3609 Buffalo Speedway 
C-75 


THOMPSON PRODUCTS, INC., Ge anera ffices, Cleve- 
land 17, Ohio. SEE ADV. D- 170 

Townsend Engineered Prods., Inc., 805 S. McClay St 
Santa Ana, Calif 


Vict “Add g Machine Co., 3900 N. Rockwell St 


Chicago 18, I 








Vitro Corp. of America, 261 Madison Ave., New York 
atories, 37 Hurley St., Cambridge 41, Mass 
Wet Inc.—Military Sales, 816 North Kedzie Ave 
hicago 51, | 
We ghouse Electric Corp., 3 Gateway Center, P. 0 
x 868, P rittsburgh 30, Pa 


Delay Lines 


A Aladdin Industries, Inc., 
A Main St., Brockton 64 
A St Westbury, N. Y 

Ar 501 New Park Ave 





A E. Marylind, Claremont, 
Arenberg traso Laboratory c 94 Gree 
5 Mass 
A Mfg. Div penera rument Corp., 65 
verneur St Newark 4, N 
Belden Mfg. Co., 4647 West Van Buren St., Chicag 











Fuse c Mountain Rd., Union City, N. J 
Bliley Electric Co., 200 nion St., Erie, Pe 
Brubaker cs c 652 Eastham Drive 

culver City Calif 
Bur & Co., 10 Pelham Pkwy., Pelham Manor, N. Y 
Cadre In Cc Box 150, Endicott 

New D 
e N. J 
C t c Highways 50 & 
1, Lee’s Summit, M 
Computer Contro! Co Inc., 92 Broad St., Wellesley 
. Mass 
Computer Engineering Ass 50 North Halstead 
Pasadena, Calif 
Alle B. DuMont Lab n 7 field Av 
ft N 
arg. & Prod. Div., Dy nonle Elective s—New York 
7 9 Woodhaven Bivd dale, N. Y 
Inc 588 Commo wealth “Ave Boston, Mass 
sex Electr cs of na 29 Nragg t 
é L aca 
F P nics al Tele- 
& Te rp 37 P St., Ft 
F Electric, Ltd ndustry Street, Mount Dennis 
5 ta Canad 
ect 3 Rock er aza New 
x Z \ y 
131-15 F Ave F hing 
5 N.Y 
M La atorie Ls we a Av 
a N J 
ene Co., SEC pt West Genesee St 
etts Ave Ca 
Venice Bivd Los 
Div 525 Main 








t c Fullerto 
ternational Resistance C Ltd 49 Carlaw Ave 
T tario anada 

JFD 61 xt Ave Brookly 
4 





— ELECTRONICS DIV., VICTOREEN INSTRU- 
ENT CO., 3025 W. Mission Rd., Alhambra, Calif 
SEE ADV. C-95 


Kaiser Engineering Associates, Box 222, Summit, N. J 

Litto Industries, 336 North Footh Rd Beverly 
Hills, Calif 

NYT Electronics, Inc., 2979 N tario St., Burbank 
Calif 

Nat Company Inc Guided Missile Div., 61 
Sherman St., Malden, Mass 


Networks Electronic Corp., 14806 Oxnard, Van Nuys, 
Calif 

North Atlantic Industries, Inc., 603 Main St., West- 
bury, N.Y 

PCA E paren cs, Inc., 16799 Schoenborn St., Sepulveda, 
Ca 


neomenune ELECTRONICS CORP., TECHNICAL 
PRODUCTS DIV., 12333 West Olympic Bivd., Los 
Angeles 64, Calif. SEE ADV. C-73 


Ralph M. Parsons Co., The, Electr s Div., 151 S 
DeLacey Ave., Pasadena, Calif 

Philco Corp., Government & Industrial Div., 4700 
Wissahickon Ave., Philadelphia 44, Pa 

Polyphase Instrument Co., East Fourth St., Bridgeport 


Pa 


Collingdale, Pa. 
Mass 


Jackson Ave 
th Adams 


Shalicross Mfg. Co., 10 
Sprague Electric Co N 











Stewart Warner Electronics Div Stewart Warne 
1300 N. Kostner Ave., Chicago 51 

T a leering Co 1952 E. Allegheny Ave 

TELCO ELECTRONIC SALES, DIV. OF TELECOMPUT- 
ING CORP., 16217 Lindberg St., Van Nuys, Ca 
SEE ADV. B-41 

Telechrome Mfg. Cors 28 Ranick Drive, Amityv 
N.Y 

Telectro Industries Corp 36-16 37th S g 
Island City 1, N. Y 

Tope Industries Inc 5221 Wes 2 
Angeles 45, Calif 

Tronex Inc., Ninth & G St., Millville, N. . 

Western Design & Mfg. Corp. Div., U. S Justries 
In Bidg. 344, Santa Barbara Airp Goleta 
Calif 


Westinghouse Electric Corp 3 Gateway Center, P 


Box 868, Pittsburgh 30, Pa 


Demagnetizers 


Electronics 1512 N. Wells St., Chicag 


Aero 


























y W , 
3 
dustries Sycamore 
- ear 
o ja 
k 
Prod P 
eve M 
N.Y 
Monarch A ft Sa c 3311 age A 
Park, Calif 
Radio yency Laboratories, Inc., B ton, N 
Strata strument 0 32 myder Ave Berke 
Heights, N. J 
Tele tro du p c t 7 
Island City N.Y 
Demodulators, Electronic 
t . 
Rd. M Y 
Fort “ee 
duct 5933 . 
& Mfg 22 e Av 
¥ Bendix Aviat 
N. Hollywood, Calif 
C 37 North Second Ave 
y 
G. L. & s C 2820 Hullett S Long Beach 
a lif 
resce g. & R C g N. Peck Rd 
5 e, Calif 
D s yste 39 Rose St Danb 
Daven C The, Route v N. J 
9s 2 -— , Ma 
Gc. W a ay 22 South F A Arca 
Calif 
Genera! Devices P 253 nceto N 
General Electr C SEC West Genesee t 
b u Y 
Aubi N 
General Ele Heavy M 
t yracuse, N. Y 
Gilfillan 6B hers 1815 V Sivd ns 
We T Road 
Alb Ave Lindhurs 
Ave Glendale ( f 
24751 Crenshaw Bivd 





Laren & Co., Inc., 2 West 18 St., Huntingt 











Mechanics Res. Div., American Machine & Foundry 
1104 S. Wabash Ave., Chicago 5, ! 

Mot Inc Military Electronics Div N 
Clybourn Ave., Chicago 14, I 8201 we 
Rd., Phoenix, Ariz.; 8330 Indiana Ave de 
Calif 

Minneapolis-Honeywell Regulator Co., Boston Div., 1400 
Soldiers Field Rd., Boston, Mass 

National Company, Inc., Guided Missile Div., 61 Sher 
man St., Maiden, Mass 

New London Instrument Co., In P Box 189, New 
London 8, Conn 

North Atlantic Industries, Inc., 603 Ma St., West 
bury, N. 

Phiico Corp Government & Industrial Div 4700 
Wissahickon Ave., Philadelphia 44, Pa 

RS Electronics Corp., 435 Portage Ave Palo Alt 
Calif 

Radiophone Co Inc 600 East Evergreen, Monrovia 
Ca 


SANBORN CO., 175 Wyman St., 
SEE ADV. C-69 


Sanders Associates, Inc., 95 


Waltham 54, Mass 


Canal St., Nashua, N. H 
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x wd R y a 8 ¥ aside 77, N. Y 
Av . Ra owa BJ 9 ; New 
mmerce & 53 St Av P x 1679 anta Ana, Calif 
37th " New k 22, N. Y 8 x Av F ish Bidg De 2, i 
a 2nd 9 Aeria 5 wt 
90 N Pet 9, F M e Park 
wg & od 4 e New York Rad gs N 
3308, 2¢ 3-39 Woodhaven Bivd e \ Rag wa 
a ec $ v f al Te uting evice t : +] Be 
t sriand, Tex & Te p 3700 Box 508 2wa r ana 
s Div 815 ai Uo 8 & Bronx Kearny Rd a 9 
; 4 New 0, N ‘ 
Wells Gardner & Co., 2701 North Kildare St., Chicago Fede Telephone & Rad v erna al Te vid & Box » 
39, Iii & Tei. Corp 100 Kingsiand Rd fton, N. J sate lif 
enera ect C Heavy WV y t Equi Defe Product v F hild ame 4 
Dept yracuse, N. Y rp Robb Lane , =. 2 N 
P Alle B Mont " 7 B fre 


2 si: ° Jansk 2 Bailey, Inc., 1339 W Ave., Washing 4 E ’ 
Diodes, Silicon, Germanium, fe . —aine ton, WJ 

KEARFOTT. CO. INC sus. oF Sa, Amara Engrg. & Prod v yna Elect New York 

etc. EQUIPMENT CORP., 1 Ave nc., 73-39 Woodhaven Bivd., Glendale 

SEE ADV. C-83 tror n tion 1501 72 t N 


raft Product C 2 Ye k Ave Port L Bund 
Washington, N. Y Wireless Telegraph C Ltd., 23-25 Beaver , N 
Rad C 913 Arch St Philadelphia, Pa t New York 4, N. Y gin 
oy ex Ciect Cor 230 Duffy Ave Hicksville, Nat im pany ’ Je ’ v t € Emerson Cle ~ Mfg - 


™. t Maide Mass . 
APPARATUS DIV. TEXAS INSTRUMENTS, INC. 6000 PACKARD-BELL ELECTRONICS CORP TECHNICAL — is . a . 3 











emmon Ave., Dallas 9 Texas. _ SEE ADV 4 75 PRODUCTS DIV., 12333 We ymep vd : : ’ 
A matic Mfg Div Genera ! e 65 geles 64. Calif SEE ADV. C-73 Federa ele e & R v t 
verneur St., Newark 4, N. J p Government & 4 v 47 & . } i Rd 
8 & B Distributors, 221 wich New k 7 kon Av : N. J 
N.Y ~ wa A 
gue E Mfg. Co., 52 lowa Ave., Pater 3 Pa : 7 
N . 9 > x ] \ J ar ¥ « 
Bomac Laboratories, Inc., Salem Rd Beverly, M kiatron Elect T . C ~ Varick .. me - - " us 
diey Laboratories 275 Welton St., Hamde New York 14, N. Y ae ~~ > 
-_ The Sparton Corp parton Electr Div ack pt 
British Thompson Houston Co. (Canada) Ltd., 766 King n, Mich _ ‘ ag ELECTRONICS CO. DIV., SIEGLER 
Re Sie © t Intario, Canada : ¢ ay pe Co., 2500 Broadway ta . . 
Hytron Div. Columbia Breadeasting System, In Mor alif SEE ADV. ¢-79 4 
Endicott St., Danvers, Mass Telect Industries P., 36-1 37th 3 eens 
ditlac Co., 53 Worth New York 13 _ Isiand City 1, N. Y Z na - 
N.Y p Industries, In 2 : 2 A ma ‘ ‘ 
evite Transistor Products Div.. Clevite Corp., 241-257 geles 45 alif J alif 
t., W n, Mass Waldorf Instrument Co., Elect v., Hunting — “x 4 . 
t erce & Credit Corp., 1 East 53 St., t tat N. Y _t imon ; , : 
New York 22, N. Y Wet Military e 816 North Kedzie B Miong a é 
efense t D rchild Camer s Inst Ave hicago 51 wv j ’ 
ee Oe See lee et 1400 Chest + Kamas City  KEARFOTT CO. itec SUB. “OF GENERAL PRECI- 
~ , a a a Rd 27, Mo SION EQUIPMENT CORP. 1378 Main Ave f 
; tion G. % F - _ SEE ADV. C-83 


W. Genesee St., Syracuse, N.Y sd Directors, Flight NY. 
' ~~ : , KOLLMORGEN OPTICAL CORP. 347 King 
’ : — . — Detrelt Northampt ms. SEE ADV. 0-194, 0-195 


vy 65 e A ware . N o 
eneral Transis Corp 91-27 38 Pla 2 a . « ) 2 7 " 
35. N. Y — 
an Ele 4 Div 930 x ® n T Rte z " 
A ag W 2 Arca melina, Los Angeles ¢ 
: . Mechanics Res. Div. Ame Machine & Found 
INTERNATIONAL RECTIFIER CORPORATION 52 “ 26 Waele St eens ial 1104 S. Wabash Ave. Chicago 5. ! 
' S00 testes A 


Gran nd Avenue Segundo, Calif. SEE ADV C- 78 —— i ae = N ’ Miller Industries. 152 


21 R tance C Ltd 349 aw Ave ms Nac pany, & . . 
Tor 8 ta ‘Canada L _ : Rape a Z — tele Requiat a ' 
C e v ternation & ¢ tense roducts v F h a & t 4 2 Q . nee Min 
0 Kingsland Rd. Clift N. J org Robbins Lane, Syosset, 1 N. Y Nationa ; ‘1 ded M 
TT Labs. Div ernationa! T & 7 . 500 Elect eavy Milit Electron Sherr ¢ Malde 
ORDCO DIV ,, SEESTS POWDER co 


Washington Ave Nutley N. J : Equir ept ” Syracuse N.Y 112 
t St N f. SEE ADV. 8-40 





R. Mallory & C 5 ' y St dian- 
6 7? Goodyear Aircraft Corp., 1210 M Rd., Akron yv 
5 b Raiph M. Pa . ¢ The Elect y 
eee 2 he ’ Northwest ‘ Park De ‘ ce. Pasad Calif 
tam tinen 4c - Stet ma acey Av . asa one — . 
rola Se ond v 5 ft McDowell North Hollywood alif Wissahickon Ave Philadeloh 4 : 
Rd., Ph x, Ar 4 ? Bund M alif Raytheon Mfg vernme 2 ne 
. ae n . e 8 Vv te A 989 Washin r Nest Newt Mas 
ansdale De v ansdale, Pa ‘ 7 Reeves 1! R ve Fie 
ve ent & d V $700 City, N. Y 
oh “ r S Re v, A Machine & Foundry 
thickon Ave., Philadelphia 44, Pa 104 Wabash Ave., Chicago 5, | haevitz Eng : 
° , . Div “ny ny thom _ ve i sovernment & Industria Div 7 =< 
rs ve., Needha eights, ass Wissahick Ave Philadelphia 44. F vo Corr ‘a 2 Turnpike. New 
kley Tra tor C bsidiary of Beckmar haevitz Ener. C . Box 505, Camden 1. N Hyde Park, WN. Y 
el le, SF Ss Sy HP Saati Miia Ein. nie oe SERVONIC INSTRUMENT, 640 Terminal Way 
val N aa ' ’ Mesa, Calif. SEE ADV C-105 
— - ew York 14, N. Y 
erry Gyroscope v., Sperry Ra arcus es . ‘ kiat Elect 18 . k 
& Lakeville Rds.. Great Neck, N. Y . on Lore >parton Ciect v Jack New York 14. N.Y 
< Mich 
Electric Products In 1740 Broadway, New ~~ we P , — Sperry Gyroscope Co. Div., Sperry Rand Corp., Ma 
oe eh Y pee “o SOMOS EES. SUSE CHS CP & Lakeville Rds Great Neck, N. Y 
esse Roa tr che 
THOMPSON PRODUCTS, INC., G ffices, Cleve- : , Seven, Geies, Comat tavid Engineering Highway 
and 17, Ohio SEE ADV D- 170 perry Gyroscope Co., Div. Sperry Rand Corp., Marcus field, N 
‘ . 68-182 Ait * Wake & Lakeville Roads, Great Neck, N. Y . ue ° P 
sitr Ele 168-182 Wake- Telechrome 3 rf 28 Ranick a ’ 
field, Mass ¢ Gyroscope 2500 € dwa Santa NY . 
Dyna Corporat 125 C bus Ave., , Monica “a . ' Telectr Industries 
20 Massachusetts Waldorf Instrument Co., Elect s Div., Huntington nd City 1, WN 
Elect Devel. Corp., 3540 W. Osborn Rd ation, WN. Y T ndustrie , 
Phoenix, Ariz Angeles 45 f 
Nestinghouse Elect Cort 3 ateway ter. P. O ° . versal Match re A . ‘ . P 1 
ee ee Distance Measuring a eo 
4 a 
Equipment niversal Winding — 
Direction Finders, Automatic oe “ a7. Waldorf In , 
c oc d c 9 
n ton ation, WN 
Cc 3 : S Ch go 47, I . 2 Ne n “ 8 N edrie Av 
‘ ats La v tle er, In 
e U e J try Rd M N y ag 
60 Old Country Rd., Mineola, N. Y ~— _ oe 
ft R B t ‘. J 2 Pa 
ed Interns 230 Park Ave., New York 17, Aeroflex Corpora 4-06 Sh , Doppler Radar Systems 
N.Y Long Isiand City 1, WN. Y 
BENDIX RADIO DIV., BENDIX AVIATION CORP., Aerophysics Development F Box 689, Sa Admiral Corp 3800 Cortland t Chicago 47 
Joppa Rd., Baltimore 4, Md. SEE ADV. C-70 Barbara, Calif 
die Ma Av Dept., 2442 Tre At Precision Product . t & Kensingt Aero Service P 210 £ nd 
Ave., Montreal 16, P. Q., ‘ana Aves Philadelphia, Pa Z 
Rad ' Ua ada ite ll Be sey * aut et ore 4 s 8B acw New y phy eve t Pp t 
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Airborne Instruments Lab. Div., Cutier-Hammer, inc. 
160 Olid Country Rd., Mineoia, 

Andrew California Corp., 941 E 
mont, Calif 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

Bendix-Pacific Div., Bendix — Corp., 11600 
Sherman Way, N. Holl 

BENDIX RADIO DIV., BENDIX " AVIATION CORP., E. 
Joppa Rd., Baltimore 4, Md. SEE ADV. C-70 

Marconi Co., Aviation Dept., 

16, P. Q., Canada 


‘Ws 
Marylind, Clare- 


Canadian 2442 + Tren- 


ton Ave., Montreal 


Canoga Corp., 5955 Sepulveda Bivd., Van Nuys, 
Calif 

Collins Radio Company, 855 35th St. N. E., Cedar 
Rapids, lowa 

Columbia Commerce & Credit Corp., 1 East 53 St., 
New York 22, WN. Y 

Cook Electric Co., 2700 Southport Ave., Chicago 14, 
I 

Decca Radar (Canada) itd 23 Six Points Rd., 


Toronto 18, Ontario, Canada 

Decca Radar, Inc., 386 Fourth Ave., New York 36, 
N.Y 

Diamond Antenna & Microwave Corp., 7 North Ave., 
Wakefield, Mass 

Allen 8. DuMont Lab., 
Clifton, N. J 


Inc 760 Bloomfield Ave., 


Electro Development Co., 3939 University Way, Seat- 
tle 5, Wash 

Emerson Electric Mfg. Co., 8100 Florissant Ave., St. 
Louis, Mo 

Engrg. & Prod. Div., Dynamic Electronics-New York, 


Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 


G. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif 

Genera! Electric Co., Heavy Military Electronic Equip. 
Dept., Syracuse, N. Y 

General Electric Co., Heavy Military Equip. Div., Syra- 
cuse, N. Y 

Genera! Electric Co., Light Military Electronics Dept., 
French R Utica, N. Y 

GENERAL MILLS, INC., MECHANICAL DIV., 1620 
Central Ave E., Minneapolis, Minn. SEE ADV 
C-90 

General Precision Lab., Inc., 63 Bedford Rd., Pleasant- 


ville Y 

Gilfillan —-., Inc 1815 Venice Blvd Los 
Ange 

HALLAMORE ELECTRONICS CO., 8352 Brookhurst 
Ave., Anaheim, Calif. SEE ADV. C-9 

Librascope, inc 808 Western Ave., Glendale 1, 
Calif 

Marconi’s Wireless Telegraph Co Ltd 23-25 
Beaver St., New York 4, N. Y 

Motorola, Inc., Military Electronics Div 2710 WN 
Clybourn Ave., Chicago 14, Ill., 8201 E. McDowel 
Rd., Phoenix, Ariz., 8330 Indiana Ave., Riverside, 
Calif 

National Company Inc Come Missile Div., 61 Sher- 

faiden, Ma 

oRoco DIV, BERMITE POWDER CO., a Cumpston 

St., North Hollywood, Calif. SEE A -40 


PACKARD-BELL ELECTRONICS CORP. Y FECHNICAL 
PRODUCTS DIV., 12333 West Olympic Bivd., Los 
Angeles 64, Calif. SEE ADV. C-73 

Ph _ Corp. Government & Industria! Div., 

hickon Ave., Philadelphia 44, Pa 


4700 


RADIATION. ca P. 0. Box 37, Melbourne, Fia 
SEE ADV. C-10 
uu CORP. OF AMERICA, DEFENSE ELECTRONICS 
ODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 
Ryan Aeronautical Co., Lindbergh Field, San Diego 12, 
Calif 


95 Canal St., Nashua, N. H 


Sanders Associates, Inc., 
180 Varick St., 


Skiatron Electronics T. V. Corp., 
New York 14, N. Y 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
& Lakeville Rds., Great Neck, N. Y 


Stavid Engineering inc U. S. Highway 22, Plain- 
field, N. J 
Stromberg-Carison Co., 1895 Hancock St., P. 0. Box 


2449, San Diego 12, Calif 


Stromberg-Carison Div., General Dynamics Corp., 100 


Carison Rd., Rochester 3, New York 

Technica! Research Group, Inc., 2 Aerial Way, Syosset, 
x = 

Vitro Corp. of America, 261 Madison Ave., New 


York 16, N 
Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa. 


P. O. 


Dynamotors (See Inverters) 


Aircraft Radio Corp., Boonton, N. J 


Allied ee onal Co., 230 Park Ave., New York 
17, N 

B&8B Distr butors, 221 Greenwich St., New York 7, 
N. Y 


Detroit 2, Mich 
New York 13, 


Bendix Aviation Corp., Fisher Bidg., 

Cadillac Electronic Co., 53 Worth St., 
N.Y 

Carter Motor Co., 

Dalmotor Div., Yuba Consolidated Ind., Inc., 
Box 149, 1385 Clay St., Santa Clara, Calif 

Joe Davidson & Associates, P. 0. Box 108, South Gate, 
Calif 


George St., Chicago 18, Ill. 
P. O 


2709 W 


Chicago 39, Ill 
1 River Rd., 


4059 W. North Ave., 
Apparatus Sis. Div., 
Y 


Eicor Div., 
General Electric Co., 
Schenectady 5, 
Holtzer-Cabot Divisions, National Pneumatic Co., Inc., 

125 Amory St., Boston 19, Mass 
HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
Los Angeles 25, Calif., Eastern Sis. & Serv., 


C-28 


Hangar 2, Port Columbus Airport, Columbus 19, 
Ohio. SEE ADV. C-97 


— Motors Corp., 


MONTROSE DIV., er J AVIATION CORP., 
Montrose, Pa. SEE A C-% 

Redmond Co., Inc., — Mates 

Sangamo Electric Co., Springfield, Ill. 

Smal! Motors, Inc., 2076 Elston Ave 


570 Main St., Westbury, 


South 


Chicago 14, Il! 


Talley Corp., The, Newbury Park, Calif 

Task Corp., 1009 E. Vermont Ave., Anaheim, Calif 

Western Design & Mfg. Corp. Div., United States 
Industries, inc., Santa Barbara Airport, Goleta, 
Calif 

Western Gear Corp, P. 0. Box 192, 2600 E 
Imperial Hwy., Lynwood, Calif 

Westinghouse Electric Corp., 3 Gateway Center, P. 0 


Box 868, Pittsburgh 30, Pa 
Wincharger Corp., E. 7th & Division St., Sioux City 2, 
lowa 


Earphones (See Headphones) 


Aircraft Components, Inc., Woodland Ave., 
Airport, Benton Harbor, Mich 

Allied International Co., 230 Park Ave., 
N.Y 

Ailmo Radio Co 


Twin Cities 
New York 17, 


913 Arch St., Philadelphia, Pa 


B & B Distributors, 221 Greenwich St., New York 7, 
N. Y 

S. G. Brown, 80 Shore Rd., Port Washington, N. Y 

Cadillac Electronic Co., 53 Worth St., New York 13, 
N. Y 

Connecticut Teletronics Corp., 34 Cambridge St., Meri- 
den, Conn 

Kellogg Switchboard, 6630 S. Cicero, Chicago, Il! 


Galion, Ohio 
Fernando Rd., 


North Electric Co., 553 S. Market St., 
Perm-0-Fi w" —— Co., 4101 San 
ale 

RADIO “CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J. 
SEE ADV. C-76 

Roanwe!l! Corp., 662 Pacific St., 

Superex Electronics Corp., 4-6 Radfor 
N.Y 


elepnon 


Brooklyn 17, N. Y. 
d Pl., Yonkers, 
T N.Y 


cs Corp., Park Ave., Huntington, L. L., 


Electric Power Systems 


-General Corp., 6352 North Irwindale Ave., 
California 

Mfg Div The 
Los Angeles 45, Ca 


230 Park Ave 


Aerojet 
Azusa 
AiResearch 

Sepulveda Bivd 
Allied Internationa! Co., 
N. Y 
Bendix Aviation Corp 
Bendix Aviation Corp., 


Garrett Corp., 9851 
‘ 


New York 17, 


Fisher Bidg., Detroit 2, Mich 
Utica Div., Utica, N. Y. 


Bogue Electric Mfg. Co., 52 lowa Ave., Paterson 3, 
N. J 
British Thompson Houston Co. (Canada) Ltd. 766 


Canada 
Endicott, New 


King St., W., Toronto, Ontario, 
Cadre Industries Corp., P. 0. Box 150, 





York 

Daimotor Div., Yuba Consolidated Ind., Inc, P. 0 
Box 149, 1385 Clay St., Santa Ciara, Calif 

Dayton Aviation Radio & Equip. Corp Dare, Inc 
Hangar No. 2, Dayton Municipal Airport, Vandalia, 
Ohio 

Electro Development Co., 3939 University Way, Seat- 
tle 5, Wash 

Electrosolids Corp., 13745 Saticoy St Panor 
City, Calif 


Generai Electric Co., Apparatus Sis. Div., 1 River Rd., 
Schenectady 5, N. Y 

Gulton Industries, 212 Durham Ave., Metuchen, N. J 

Hartman Electrical Mfg. Co., 175 North Diamond St., 
Mansfield, Ohio 


Homelite, a Division of Textron Inc., Port Chester, 
N. Y 

HOOVER ELECTRIC CO., 2100 South Stoner Ave 
Los Angeles 25, Calif., Eastern Sis. & Serv., 
Hangar 2, Port Columbus Airport, Columbus 19, 


Ohio. SEE ADV. C-97 

International Res. Associates, 
Santa Monica, California 

Industrial Prods. Div., International Tel. & Tel. 
15191 Bledsoe St., San Fernando, Calif 

Jack & Heintz, Inc 17600 Broadway, 
Ohio 

Kahn & Co., Inc., 541 

Kepco Laboratories, Inc., 
ing 55, N. Y 

Walter Kidde & Co. Inc., 
N. J 


2221 Warwick Ave, 
Corp., 
Cleveland 1, 


Windsor St 
131-38 Sanford Ave., 


Hartford, Conn 
Flush- 


256 Main St., Belleville 9, 


Leach Corp., 18435 Susana Rd., Compton, Calif 

Leland Electric Co., P. 0. Box 1060, Dayton, Ohio 

Lucas-Rotax Ltd., Box 115, Station H., Toronto 13, 
Irtario, Canada 

Motoresearch Co., 

NYT Electronics, Inc 
bank, Calif 

North Electric Co., 553 S. Market St., 

Pesco Products Div., Borg-Warner Corp., 
Miles Rd., Bedford, Ohio 

RADIO yx 4 OF AMERICA, Princeton, N. J. SEE 
ADV. C-7 


1600 Junction Ave., Racine, Wisc. 
2979 WN. Ontario St Bur- 


Galion, Ohio 
24700 North 


RED BANK ‘OW, —— oe ee CORP., Eaton- 


town, N. J. SEE A 
The Reflectone Corp., 9 Rd., Stamford, Conn 
Semiconductor Devices Corp., Box 222, Summit, N. J 


Stewart & Stevens Services, Inc., 4516 Harrisburg 


Bivd., Houston 11, Texas 
Sundstrand Aviation Div., Sundstrand Machine Tool 
Co., 2421 Lith St., Rockford, I! 
Sundstrand Turbo, 10445 Glenoaks Bivd., 
Calif 
Sundstrand Turbo, 2480 W. 70 St., 
Talley Corp., The, Newbury Park, Calif 
Telectro Industries Corp., 36-16 37th St., 
City 1, N. Y 
Universal Winding Co., 
R. I 


Pacoima, 
Denver 21, Colo 
Long Isiand 
1655 Elmwood Ave., Cranston, 


2201 Walnut St., Garland, Tex 
1815 Locust St., 


Varo Mfg. Co., Inc., 

Vickers, Inc., Electric Products Div., 
St. Lowis 3, Missouri 

Western Gear Corp., P. 0. Box 192, 2600 E 
Hwy., Lynwood, Calif 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 

Wincharger Corp., E. 7th & Division St., 
lowa 


Electrometers 


Applied Physics Corp., 2724 S. Peck Rd. 


Imperial 
P.O 


Sioux City 2, 


Monrovia, 


Ca 
General Radio Co., 
Mass 
Minneapolis-Honeywel! Regulator Co., 
ucts Group, Wayne & Windrim Aves., 
P 


275 Massachusetts Ave., Cambridge, 


Industrial Prod- 
Philadelphia 44 


a 
National Company, Inc., Guided Missile Div., 61 Sher 


man St.. Malden, Mass. 

National Electronics, P. O. Box 1237, Sheridan, 
Wyoming 

WacLine, Inc., 35 South St. Clair St., Dayton 2, 
Ohio 

Wright Engineering Co., 180 E. California St., Pasadena 


1, Calif 


Energizers, Aircraft Starting 


Aircraft Appliances & Equipment, Ltd., 585 Dixon Side 
R Box 177, Toronto 15, Ontario, Canada 

Aircraft Components, Inc., Woodland Ave., Twin Cities 
Airport, Benton Harbor, Mich 


Allied International Co., 230 Park Ave., New York 17, 


N.Y 
Aviquipo of Canada Ltd. 636 St. Pav! St. W 
Montreal, Quebec, Canada 
6. W , Caney Co., 220 South First Ave., Arcadia 
Cal 
arwin, In 1326 Wainut St., Wichita, Kansas 
HOOVER ELECTRIC CO., 2100 South Stoner Ave., Los 
Angeles 25, Calif Eastern Sis. & Serv., Hangar 2 


Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 

Lucas- —. awed Box 115, 
Ontar 

MOTOR GENERATOR CORP. 
Jackson at Water St., Troy, Ohio 


Station H, Toronto 13 


(HOBART BROS. AFF.) 
SEE ADV. F-1 


Fabricators, Avionic 


ACF Industries, Inc., 750 Third Ave., New York 17 
N.Y 


Aero Metal Products Corp., 787 Passaic Ave., West 
Caldwell, N. J. 

Advanced Electronics, Inc., 94 Silas 
Rocky Hill, Conn 

Airconductors, 367 East Olive, Gardena, Calif 

Autonics Corp., 5440 Alhambra Ave., Los Angeles 32 


Deane Highway 


Avionics Ltd., Stone Rd Niagara-on-the-Lakes, On- 
tario, Canada 

Bernco Engineering Corp., 2320 S 
Box 41037, Indianapolis 41, Ind 

= , _. The, Preci a wy Produ 

bine St., Hart 

THE “SRUNSWICK. BALKE-COLLENDER Co. ~~ 
PRODUCTS DIV., 1700 Messier St., Muskegon Mic 
SEE ADV. 68-46 

Cook Electric Co. Inland Testing Laboratories Div 
6401 W. Oakton St.. Morton Grove, II! 

CRAIG SYSTEMS, INC., 360 Merrimack St., 
Mass. SEE ADV. D-193 


Tibbs Ave., P. O 


Lawrence 


Defense Products, Nuclear Products-Erco Div., ACF 
Industries, Inc., Riverdale, M 

Daystrom Instrument Div Daystrom, Inc., Archbaid 
Pa 

DEL MAR ENGINEERING LABORATORIES, Interna 


tional Airport, Los Angeles 45, Calif. SEE ADV 
2 


DESIGNERS FOR INDUSTRY, INC., 4241 Fulton 
Pkway, Cleveland 9, Ohio SEE ADV C-% 
Emerson Electric Mfg. Co., 8100 Florissant Ave., 
St. Louis, Mo. 
Engineered Electronics Co., 
Ana, Calif. 
Falstrom Co., 
The Fletcher Mfg. Co., Inc., 
Oklahoma City 17, Okla 


506 East First St., Santa 


72 Falstrom Court, Passaic, N. J 
Tenth & Missouri Sts., 


General Metals, Inc., 858 Goldsboro St., Greensboro, 
N.C 

Goodyear Aircraft Corp., 1210 Massilon Rd., Akron 15, 
Ohio 

Homalite Corp., 11-13 Brookside Dr., Wilmington 166, 
Del 

Kell-Strom Tool Co., 214 Church St., Wethersfield, 
Conn 
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Lane Electronics Mfg. Corp., 7254 Atoll Ave., North 
Hollywood, Calif 

LaPointe Industries, Inc., 155 W. Main St., Rockville, 
Lonn 

Longren A aft Ce Inc 24751 Crenshaw Bivd., 
Torrance, Calif 

Lucas-Rotax Ltd. Box 115, Station H, Toronto 13, 
Ontario anada 

McGregor Mfg. Cor: 2785 East Maple, Birmingham, 
Mich 

Meco Inc., 1401 S. Marsha Paris, Ill 

Merz Engineering In 200 S. Harding St., In- 
dianapolis, Ind 

Metal Fabricators Corp., 63 Pond St Waltham 54 
Mass. 

Miller Industries, 1525 Marion St Grand Haver 
Mich 

Piasecki Aircraft Corp., Island Rd., International Air- 
port, Philadelphia 42, Pa 

Rad: aphone 0 In 600 East Evergreen, Monrovia 
La f 

Ram Meter, Inc 1100 Hilton R Ferndale, Detroit 
20, Mich 

Products Div., 11711 Woodruff 


Rheem Mfg. Co., Gov 
Ave., Downey, Calif 


Rich Electronics, In 212 N. W. Eighth Ave., Mian 


36, Fla 

James S$ Spi vey, Inc., 4908 Hampden Lane, Washingt 
14, D 

Sterling Prec sion Corp 17 Matinecock Ave Port 


Washington, N. Y 


Telectro Industries Corp., 36-16 37th St., Long Island 
City Y 

Twix Manufacturing 0 Ix 40-09 21 St Long 
Island City 1, N. Y 

UNITED AIRCRAFT PRODUCTS, INC., P. 0. Box 1035 
Dayton, Oh SEE ADV. 8-43 

United Meta Ring Corp., Box 1035, Dayt 1 
Ohio 

Vitro Corp f America, 261 Madison Ave., New York 
16, N. Y 

Washington Aluminum Co., Inc., Dept. 175, Baltimore 
29, Md 

Westinghouse Electr Corp 3 Gateway Center, P 


Box 868, Pittsburgh 30, Pa 


Filters, Microwave 
(Polarizing) 


Adams-Russel! Co., Inc., 292 Main St., Cambridge 42 
Mass 

Aircom, Inc., 354 Main St., Winthrop, Mass 

Airtron, Inc., 1011 West Elizabeth Ave Linder 
N. J. 

Airtron Canada Ltd. 300 Campbei! Ave., Toronto 9 
Ontario, Canada 

a _. — —_ Le ee ba 

AVION DIVISION. ACE InDusTaies, “ine. Plant #1 
1l Park Place, Pararius, N Plant #2, 800 
N. Pitt Alexandria, Va * see ADV. C€-100, 
C-101 

Budd-Staniey Co. Inc 43-01 22 St., Long Island 
Cty 3, &. V¥ 

Bulova Res. & Deve Labs., Inc., 62-10 Woodside 
Ave., Woodside 77, N. Y 

Canoga Corp., 5955 Sepulveda Bivd., Van Nuys, Calif 

Dalmo Victor Co. Div., Textron, Inc., 1515 Industria 
Way, Belmont, Ca 


& Microwave Corp., 7 North Ave 


ond Antenna c 
akefield, Mass 
etz Design & Mfg. Co., 


Douglas Microwave Co., 
Mt. Vernon, N. Y 


Grandview 8, Mo 
Inc., 252 


East Third St 


Electronic Specialty Co 5121 San Fernando Rd 
Los Angeles 39, Calif 
Electronics & X-Ray Div., F-R Machine Works, Inc., 


26-12 Borough P!., Woodside 77, N. Y 

Empire Devices Products Corp., 37 Prospect St 
Amsterdam, N. Y 

Espey Manufacturing C Inc., 200 West 57 St., New 
York 19, New York 

Freed Transformer Co. Inc., 1718 Weirfield St., Brook- 
lyn 27, N. Y 

General Electric Co., Heavy Military Electronic Equip 
Dept., Syracuse. N. Y 

Kellogg Switchboard, 6630 S. Cicero, Chicago, ! 

Lieco Inc., 3610 Oceanside Rd., Oceanside, N. Y. 

Meridan Metalcraft, Inc 8739 South Millergrove 
Drive, Whittier, Calif 

Microlab, 71 Okner Pky., Livingston, N. J 

Microwave Development Lab., Inc., 92 Broad St., 
Babson Park 57, Wellesley, Mass 

NYT Electronics, Inc., 2979 N. Ontario St., Burbank, 
Calif. 

National Company, iInc., Guided Missile Div., 61 
Sherman St., Maiden, Mass 

Philco Corp., Government & Industrial Div., 4700 
Wissahickon Ave., Philadelphia 44, Pa. 

Polarad Electronics Corp., 43-20 34 St., Long Island 
City 1, N. Y 

Premier Instrument Corp., 33 New Broad St., Port 


Chester, N. Y 


Sanders Associates, Inc., 95 Canal St., Nashua, N. H 


Servomechanisms, Inc., 12500 Aviation Bivd., Haw- 
thorne, Calif. 
Sperry Gyroscope Co. Div., Sperry Rand Corp., Mar- 


cus & Lakeville Rds., Great Neck, N. Y¥ 


United Transformer Corp., 150 V k New York 
13, N. Y¥ 
Waveline, Inc P. 0. Box 718, West iwe Ne 
Jersey 
Westinghouse Electric Corp., 3 Gateway Center, P 
Box 868, Pittsburgh 30, Pa 
. . 
Filters, Radio 
Adams-Russell Co., Inc., 292 Ma t bridge 42 
Mass 
Aerovox Canada Ltd., 1551 Barto treet Hamilton 
Ontar Canada 
Aerovox Corp., 740 Belleville Ave New Bedford 
Mass 
Aircom, In 354 Main St Winthrop, Mass 
Aladdin Electronics, Div Aladd ndustrie In 
Tenn 
913 Arch. St Pr delphia, Pa 
e Products Co 15233 evillea Ave 
f 
mson, Inc., Canal St., Brist Pa 
Div Bendix Aviat 11600 
N. Hollywood, Calif 
Co., 200 on St P 
& Deve Labs I 62-1 Woodside 
77, WN. Y 
0 Petha Pkwy., Pelham Manor, N. Y 
r d Tran sfo ormer re 3501 W Add 
hicago 18, | 
Co., 855 35 St., N. E Cedar Rapids 
Accessories C S. Highways 50 & 
nit, M 
¢ Cor l Hamilton Bivd 
10, Living N. J 
Ce Grandview 8, M 
E 430 North Halstead St 
& Deve C Ltd 2 Ninth 
Alta., Canada 








Dynamic Electronics-New York 









I 73-39 Woodhaven Bivd., Glendale, N. Y 

spey Manufacturing Co., Inc., 200 West 57 St., New 
York 19, New York 

Freed Transformer Co Inc., 1718 Weirfield St 
Brooklyn 27, N. Y 

Fugie-Miller Laboratories, Inc 301 Central Ave 
Clark, WN. J 

enera ectric Co Heavy Military Electron 
Equip. Dept., Syracuse, N. Y 

3lobe dustries, | Electronics Div., 525 Main St 
Belleville, N. J 

Gudeman Co., 340 W. Huron St., Chicago, I 

Hycon Eastern, Inc 75 Cambridge Pkwy Cambridge 
Mass 
F. Johnson Co., 224 Second Ave., S. W., Waseca, 
Minn 

Kaiser Engineering Associates, Box 222, S tw. 

James M. Knight Co., Sandwich, | 

Lear, Inc 3171 S. Bundy D Santa Monica, Calif 

Microlab, 71 Okner Pky., Livingston, N. J 

Natio Company, inc Guided Missile Div 61 
Sherman St., Maiden, Mass 

tho F r Corp 196 Albion Ave Paterson 2, 
N. J 

Phiico Corp Government & Industrial Div., 4700 
Wissahickon Ave., Philadelphia 44, Pa 

Polyphase Instrument Co East Fourth St Bridge- 
port, Pa 

Pulse Engineering, Inc 2657 Spring St Redwood 
City, Calif 

Radio Frequency Laboratories, In Boonton, N. J 

Reeves-Hoffman Corp., Cherry & North Sts., Carlisle, 
Pa 

Rex Bassett iInc., 1314 Northeast 17 Court, Fort 
Lauderdale, Fila 

Spencer-Kennedy Laboratories, 1320 Soldiers Field 
Rd Boston 35, Mass 

Michael W. Stolimack, 67 Dorchester Rd., Emerso 
N. J 

Summers Gyroscope Co., 2500 Broadway Santa 


Monica, Ca 


Taffet Radio & Television Co., 
W., Woodside 77, N. Y 


Expressway 


27-05 Brooklyn-Queens 


Telectro Industries Corp., 36-16 37 St. Long Island 
City 1, N. Y 

Tobe Deutschmann Corp., 921 Providence Hwy., Nor 
wood, Mass 

Transistor Devices, Inc., 730 Boulevard, Kenilworth 
N. J 

United Transformer Corp., 150 Varick St., New York 
13, Y 

Western Design & Mfg. Corp. Div., U. S. Industries, 
Inc Bidg. 344, Santa Barbara Aijrp Goleta 
Calif 

Westinghouse Electric Corp., 3 Gateway Center, P. 0 


Box 868, Pittsburgh 30, Pa 


Filters, Radio Noise 


Acoustica Associates, 
N.Y 


Aerovox 


ton, Ontario, 


Aerovox Corp., 


All-Tronics, Inc 
Almo Radio Co 
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Canada Ltd., 


740 Belleville Ave., 


AIRBORNE ACCESSORIES CORP., 
Hillside 5, N. J 


Inc., 26 Windsor Ave., Mineola, 


1551 Barton Street E, Hamil- 
New Bedford, Mass 
1414 Chestnut Ave., 
SEE ADV. C-72 

, 45 Bond St., Westbury, 
913 Arch. St., Ph 


N.Y 


adelphia, Pa 
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FIRE CONTROL 












American M t d 33 Grevillea Ave., 
Lawndale f 
Astron Corp 255 Ave ast Newark, WN 
Barker & W a n " t Brist Pa 
Bendix Aviation . tica, WN 
dix-Pacifi . e x Av 
herman Way. WN weood ‘ 
va Re 4 é 
Ave., Woodside 77 
ga Corp., 5955 Sepuived J N f 
Communication Accessories Co Highways § 4 
rneil-Dubilier Electr Corp 1000 Hamilt Bivd 
h Plainfie ‘ 
ete e Pp »d : v r . ' AQ 
Robbins ane y N. Y 
etz Design & Mfg view 6, fh 
Engrg. & Prod y n " k 
I 39 Woodhaven Bivd da N 
Electron Products . ; North Halstead 
Electronic Research & Deve Ltd 21 N 
Ave. £ Calgary, Alta nada 
ect pecialty " Fe 
s Angeles 39 
ey ynufacturing West , 
New York 19, New York 
Filtron Company, Inc 131-15 Fowler Ave, Flushing 
5 N.Y 
rs 85 Myst t A gt 74 
gie-Miller Laboratories In 1 ° A 
Clark, N. J 
eneral Electr C Heavy Military Electror 
Dept yra se N ’ 
Jerr 340 W. Huron hicag 
Hallett Mfg o., 5910 Bowcroft St., Los Angeles 16 
slit 
ear, Inc 3171 Bundy ta M 
Lucas-Rotax Ltd. Box 115 2 4H. T 
nta ad 
Microlab, 71 Okner Pky Livingst ’ 
Nationa pany I ded 
i. ve ent & ; t D ¥ 
Wissahickon Ave Philadelphia 44, Pa 
Pulse Engineering, In 2657 c 5 St R 
ty _ ‘ 
Reed Research, In 1048 Potomac St N. W 
Washington, D 
Rex Bassett In 1314 Northeast 17 Co 
auderdale, Fla 
San Fernando Ele Mfg 1509 F 
Ferns é a ‘ 
angamo £ tr 7 pringfie 
haevitz 9 P Box 505, Camden 1, WN. J 
prag Elect C North Ada Mass 
affet Rad & Telev cO., 27-05 Brooklyn-Que 
xpressway W Ww isice 77, WN. Y 
T ect > | t S , 17 Se 9 
City N. Y 
tsch 7 2 Providence Hwy N 
Mass 
Design & Mfg. C Div S. Industrie 
dg. 344 Santa Barbara Airport, Goleta 
nghouse Electr 3 Gateway Center, P. 0 
Box 868 Pittsb rgh 30, Pa 


Fire Control Systems 
(Armament) 


ACF dustries, Inc 750 Third Ave New Y 17 
N.Y 

Act Mfg 6547-7 er St.. Philadelphia 
24, Pa 

Aerojet-Genera org 52 North Irwindale Ave 
Azusa, California 

American Bosch Arma Corp 320 Fulton Ave., Heme 
stead, N. Y 

APPARATUS DIV., TEXAS INSTRUMENTS INC., 6000 
L mon Ave., Dallas 9, Texas. SEE ADV. C-75 

Aqualite Core 1660 Tenth St.. Santa M a, Calif 

American Bosch Arma Corp., 320 Fulton Ave. He 
stead, N. Y 

Atias Precis Products C Castor & Kens 


Aves. Philade 
MING. 2156, DIV. OF NORTH AMERICAN ee 











9150 c iperia hwy wry | 
ADV. C-1 
AVCO MANUFACTURING CORPO ATION, CROSLEY 
DIVISION, 1329 Arlingto : 
h SEE ADV. 8-2 
BAUSCH & 21 OPTICAL CO., 82159 St. Pa t 
Rochester 2 SEE ADV. 8-45 
Bendix-P f me Bendix Aviat : 
Sherman Way, N. Hollywood, Calif 
Brooks & Perkins, Inc., 1950 West Fort St.. Det 
ac Vcr 
wghs Coreg Defense Sales Div. 6071 Second 
Ave. Detroit 32, Mich 
Cadillac Gage C r Box 3806, Detroit 
anadian Applied Resea 150 Co 
Toronto 16, Ontario, Canada 
Canadian Aviatior ectro td F Box 2 
Station 0, Mo ntreal 9%, Quebec, Canada 
Chicago Aerial Industries, Inc 1980 Hawthorne 
Meirose Park, Ill. 
Davidson Mfg. Co., 2223 East Romana Bivd., Wes 
Covina, Calif 
Daystrom | Div Dayst Inc., Archba 
Pa 
Defense Products, Nuctea Products-Erco Div., ACF 
Industries, Inc., Riverdale, Md 
DESIGNERS FOR INDUSTRY, 4241 Fulton Parkway, 


C-29 





FIRE CONTROL 


SEE ADV. C-% 


Cleveland 9, Ohio. 
Cc 4218 West Lake St. Chi- 


ectrosnap Corporation, 
cago, Ill 
Emerson Electric Mfg. Co., 
St. Louls, Mo 
Engrg. & Prod. Div 
Inc 73-39 Woodhaven Bivd 
Fairchild Guided Missiles Div., 
Airplane Corp., Wyandanch, N 
Farrand Optical Co., Inc., East 
Bivd., New York 70, N. Y 
Ferranti Electric Ltd Indu stry 
nis, Toronto 15, Ontario, Canada 
Ford Instrument Div., Sperry Rand Corp., 
son Ave. Long Island Ci N 
Genera! Electric Co., Light tary Electronics Dept., 
French Road, Utica, N. Y 
Electric Co Miss A -. 
Dept.. 3198 Chestnut St ladeiphia, Pa 
GENERAL MILLS, INC. WECHANICAL DIV 
Central Ave, N. E., Minneapolis, Min. SEE 


8100 Florissant Ave., 


Dynamic Electronics-New York, 
Glendale, N 
Fairchild Engine & 


Y 
238th St.. & Bronx 


Street, Mount Den- 


31-10 Thom- 


Genera Ordnance Systems 


1620 
ADV 


Aircraft Corp., 1210 Massillon Rd., Akron 


Enterprises 5362 North 
rth Hollywood, Calif 


reenleat Mfg. Co., 7814 Maplewood Industria! Court, 


Cahuenga Bivd., 


Hail er Brown, Inc., Science Park, State 


Hughes Aircraft C 
Hyde I 99 First St "ta ambridge 41, Mass 
KEARFOTT co INC. SUB. OF, GENERAL PRE- 
CISION EQUIPMENT CORP. 1378 Main Ave, Clif- 
ton, N. J. SEE ADV. C-83 
KOLLMORGEN OPTICAL CORP. 347 King St., 
ampton, Mass. SEE ADV. 0-194, 0-195 
brascope, inc 808 Western Ave Glendale 1, 


Culver ty, Calif 


North- 


In 2 West 18 St Hunt- 
Magnavox Co., The, Industrial & Defense Prods. Div 
2131 Bueter Rd. Ft. Wayne, Ind 
W. L. Maxson Corp The, 475 10 Ave 

18, N. Y 
Minneapo!lis-Honeywe 
Div., 2600 Ridgway 


New York 


Reguiator Co Aeronautica! 

Minneapolis 13, Minn 

Nationa! Company Inc Guided Missile Div 61 
Sherman St., Maiden, Mass 

New Hudson Mfg. Co., 56849 Grand River 
son, Michigan 

Perkin-Elmer Corp., Main Ave,, Norwalk, Conn 

Ph _ Corp Government Industr ~ Div 

ssahickon Ave., Philadelphia 44 

RADIO CORP. OF AMERICA, DEFENSE. ‘ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-7% 

Raytheon Mfg. Co., Government Equipment Div 
Washington St., West Newton, Mass 

Reeves Instrument Corp., Roosevelt Field, Garden City 
nN. Y 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H 

Servomechanisms (Canada) Ltd., Rexdale Bivd. & Kip- 
ling Ave., Toronto 15, Ontario, Canada 

Sperry Farragut Company, Division of Sperry 
Corp., Bristol, Tennessee 

Sperry Gyroscope Co. of Canada Ltd., 6011 Cote de 
Liesse Road, Montreal, Quebec, Canada 

Sperry Gyroscope Co. Div., Sperry Rand Corp., 
& Lakeville Rds. Great Neck, N. Y. 

Stavid Engineering Inc., U. S. Highway 22 
field, N. J 

Summers Gyroscope Co., 
ca, Cal 

Telectro Industries Corp., 
Island City 1, N. Y 

Topp Industries, Inc., 
Angeles 45, Calif 

Townsend Engineered Prods., Inc., 
Santa Ana, Calif 

Universal! Winding Co., 
RI 


New Hud- 


4700 


1089 


Rand 


Marcus 
Plain- 


2500 Broadway, Santa Mon- 


36-16 37th St Long 


5221 West 102 St., Los 


805 S. McClay St., 


1655 Elmwood Ave., Cranston, 


Vitro Corp. of America, 261 Madison Ave., New York 
16, N 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa 


Fittings, Conduit 


Air Ignition Div., Robert L. Hal! Co., 
bank Bivd., Burbank, Calif 

Aluminum Co. of America, 1501 Alcoa Bidg., 
burgh 19, Pa 

Arnav Fitting Corp., 32 Industrial Ave., 
N. J 


3318 W. Bur- 
Pitts- 


Little Ferry, 


dé. A. 
Calif 

Breeze 
N.J 

Deutsch Co., 
Calif 

Dumont Aviation Assocs., 1401 Freeman Ave., P. 0. 
Box 4087, Long Beach 4, Calif 

Flexible Metal Hose Mfg. Co., 777 West 16 St., 
Mesta, Calif. 

General Cable Corp., 
17, N. Y 

Hallett Mfg. Co., 
Calif. 

Johns-Manville, 22 East 40 St., New York 16, WN. Y. 

New Plastic Corp., 1026 North Sycamore Ave., Los 
Angeles 38, Calif 

ORDCO DIV., BERMITE POWDER CO. 33330 bw 
ston St., North Hollywood, Calif SEE B-40 


Bozung Co., 9401 Whitmore St., Rosemead, 


Corporations, Inc., 700 Liberty Ave., Union, 


The, 7000 Avalon Bivd., Los Angeles 3, 
Costa 
420 Lexington Ave., New York 


5910 Bowcroft St., Los Angeles 16, 


C-30 


J. R. Robbins Co., 9046 Sunset Bivd., Los Angeles 46, 
Calif 

Servicair Co., 

Titeflex, Inc 

Vibra Seal Corp., 
Mich 


Calif 
Mass 
“Detroit 11, 


1841 Flower St Glendale 
Hendee St., Springfield 4, 
2832 East Grand Bivd., 


Flight Control Systems 


, The Garrett Corp., 


Los Angeles 45, Calif 
320 Fulton Ave 


AiResearch Mfg. Div 9851 Sepul- 
veda Bivd., 

American Bosch Arma Corp., 
stead, N. Y 

Aqualite Corp., 1660 Tenth St Santa Monica, Calif 

AUTONET 


LOrp 2 7 
CS, DIV. OF NORTH AMERICAN AVIATION, 

INC., 9150 E. Imperial Hwy., Downey, Calif. SEE 
ADV. C-100 

BELL AIRCRAFT CORP., ra Falls Bivd 
Falls, N. Y. SEE ADV. 

Babcock Radio Engineering 
Costa Mesa, Calif 

Bendix Aviation Corp r Bidg 

Bendix Aviation Corp lipse-Pioneer 
boro, N. J 

Bendix-Pacific Div Bendix Aviation Corp 11600 
Sherman Way, N. Hellywood, Calif 

Burroughs Corp Defense Sales Div 
Ave., Detroit 32, ich 

Cad Nac Gage Co., P. 0. Box 3806, Detroit 5, Mich 
cago Aerial Industries, In 1980 Hawthorne, Me 
rose Park, I! 

Cleveland Pneumatic Industries, In 3781 East 77th 
Street, Cleveland 5, Ohio 

Collins Radio Company, 855 35th St. N. E., Cedar 
Rapids, lowa 

Consolidated Electrodynamics Corp 300 N 
Madrevilla, Pasadena 15, Calif 

Curtiss-Wright Corp., Propeller Div 

Daystrom Transicoi! Div., Daystrom, Inc 
Pa 

Donner Scientific Co., 888 Galindo St., Concord, Calif 

Ferranti Electric, Ltd., Industry Street, Mount Dennis 
Toronto 15, Ontario, Canada 

Ford Instrument Div., Sperry Rand Corp., 31-10 Thom- 
son Ave., Long Island City 1, N. Y 

Genera C E 


Hemp- 


Niagara 
Monrovia Ave 


Detroit 2, Mich 
Div Teter 


6071 Second 


Sierra 


Caldwe N. J 
Worcester 


Electric Co., Heavy Military nic Equip 
Dept., Syracuse, N. Y 
General Electric Co., Light Milit ctronics Dept 
French Road, Utica, N. Y 
Co., Inc., 918 Green St., Pasa- 


Goodyear Aircraft Corp., 1210 Massillon Rd., Akron 15 
Ohio 

ee ELECTRONICS CO., 8352 

Anaheim, Calif. SEE ADV. C-79 

HOOVER ELECTRIC ©. , 2200 South Stoner Ave 
Los Angeles 25 Easter Sis. & Serv 
Hangar 2, Port Col Columbus 19, Ohio 
SEE ADV. C-97 

Hyde!, Inc., 99 First St., Cambridge 41, 

Jack & Heintz, Inc., 17600 Broadway 


Ohio 

KEARFOTT CO., INC., SUB. OF, ae paactsien 
EQUIPMENT CORP., 1378 Main Ave lifton J 
SEE ADV. C-83 

Lear, Inc., 3171 S. Bundy Dr 

Lockheed Aircraft Service, Inc., 

H. W. Lowd Machine Works, Inc., 969 E 
Pomona, Calif 

W. L. Maxson Corp., The, 475 10 Ave 
N.Y 

McGraw-Edison 
Instr. Div., 51 Lakeside Ave 

Minneapo!lis-Honeywel! Regulator Co 
2600 Ridgway, Minneapolis 13 

Moog Valve Co., Inc., Proner Airport, East 
N.Y 

National Company, Inc 
Sherman St., Malden, 

Ralph M. Parsons Co 
DeLacey Ave., Pasadena, Calif 

Philco Corp Government & Industria! Div 
Wissahickon Ave., Philadelphia 44, Pa 

Reeves Instrument Corp., Roosevelt Field, Garden City, 

Y 


Brookhurst 


. Air 


Mass 
Cleveland 1 


Santa Monica, Calif 
Box 33, Ontario, Calif 
Second St., 


New York 18 
Thomas A. Edison Indus 


West Orange, N. J 
Aeronautica! Div., 


Company, 


Aurora 
Guided Missile Div 61 
Mass 

The, Electronics Div., 151 S$ 


4700 


Reid Metal Products, Inc., 2021 North Lincoln St., 
Burbank, Calif. 

Republic Aviation Corp., 

Rheem Mfg. Co., Gov. 
Ave., Downey, Calif 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N. J 

Skiatron Electronics T. V. Corp., 180 Varick St., New 
York 14, N.Y 

Sperry Farragut 
Corp., Bristol, 


Sperry Gyroscope Co 


N.Y 
11711 Woodruff 


Farmingdale 
Products Div 


Company, Division of Sperry Rand 

Tennessee 

of Canada Ltd., 6011 
Liesse Road, Montreal, Quebec, Canada 

Sperry Gyroscope Co. Div., Sperry Rand Corp., 
& Lakeville Rds.. Great Neck, N. Y. 


2500 Broadway, 


Cote de 
Marcus 

Summers Gyroscope Co., Santa Monica, 
Calif 

Telectro Industries Corp., 
City 1, N. Y. 

Temco Aircraft Corp., P. 0. Box 6191, Dallas, Tex. 

Topp Industries, Inc., 5221 West 102 St., Los Angeles 
45, Calif 

Universal Match Corp., Armament 
5841, St. Louis 21, Mo 

Vitro Corp. of America, 261 Madison Ave., 
16, NY. 

Waldorf Instrument Co., 
Station, N. 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 


36-16 37th St., Long Island 


Div. P. 0. Box 
New York 
Electronics Div., Huntington 


P. 0. 


WHITTAKER GYRO DIV., TELECOMPUTING —, 
16217 Lindbergh St., Van Nuys, Calif. SEE DV. 
8-41 


Frequency Standards 


Aircom, Inc., 354 Main St., 

American Missile Products Co., 
Lawndale, Calif 

American Time Products, 


Winthrop, Mass 
15233 Grevillea Ave., 
Inc., 580 Fifth Ave., New 


York 36, WN. Y. 
8B & H INSTRUMENT CO., INC., 3479 W. Victory 
Bivd., Fort Worth 7, Tex. SEE ADV - 51 
Rex Bassett Inc 1314 Northeast 17 ° 
Lauderdale, Fila 
Borg Equip. Div 
South Main St 
Centronix, Inc 34 
Cocoa, Fla 
& R. Electronics, Inc., 400 E. Gutierrez St 


George‘ W. Borg 
Janesvilie, Wisc 
Oleander St 


P. 0. Box 1306, 


Santa 


INDUSTRY, 4241 Fulton Parkway 
ADV. C-% 


Industries, Inc 


Barbara, Calif 
DESIGNERS FOR 
Cleveland 9, Ohio. SEE 
Electronics Division, Van Normar 
186 Granite St., Manchester, N. H 
Electronics & X-Ray Div., F-R Machine 
26-12 Borough Pi., Woodside 77, N. Y 
W. Fecker, Inc., 6592 Hailton Ave., Pittsburgh 6, 
Pa 
Federal Telephone & Radio Co. Div., Internationa! Te 
Tel. Corp., 100 Kingsiand Rd., Clifton, N 
seneral Radio Co., 275 Massachusetts Ave., Cambridge, 
Mass 
Gibbs Mfg. Co 
Globe Industries, Inc., 
Belleville, N. J 
Gyr vex i one 


INDUSTRIAL Test — CO., 55 
New York 3, N. Y. SEE ADV. 0-206 

Lampkin Labs., Inc., Bradenton, Fila 

Lavoie Laboratories Inc Matawan- 
Morganville, N 

Manson Laborator 375 Fairfie 
ford, Conn 

National Company, Inc., Guided Missile 
man St., Maiden, Mass 

New London Instrument Co., Ir 
London 8, Conn 

Polytechnic Res. & Dev. Co 
Brooklyn 1, N. Y 

Reeves-Hoffman Corp 
Pa 

H. W. Sullivan, 80 Shore Rd 

Technica! Research Group, Inc 

Y 

Telectro Industries Corp 

ity 1, 


Works, Inc 


454 N. Main St 
Electronics Div 


Janesville, Wis 
525 Main St. 


3003 Pennsylvania Ave Santa 


Cherry 


Port Wash 
2 Aerial Way 


N.Y 
Syosset, 


36-16 37th St., Long Island 


Inc., 2201 Walnut St., Garland, Tex 


Fuse Holders & Accessories 


Aiden Products Co., 144 N. Mair St., Brockton 64, 
Mass 

Almo Radio Co 

Arnav Fitting Corp., 
N. J 

Atlantic & Pacific Wire & Cable Co 
New York 13, N 

Bel-Fuse, Inc., 311 

Bussman Mfg. Div 
Mo 

Cinch Mfg. Corp., 
mW 

Cole-Hersee Co., 

Garde Mfg. Co., 

Kolton Electric Mfg. Co 
Ave., Newark 5, N. J 

Lucas-Rotax Ltd. Box 115 
Ontario, Canada 

McGraw-Edison Co., 

OMATON DIV., BURNDY. ‘CORP, Norwalk, Conn. SEE 
ADV. D-159 


913 Arch St., Philadelphia, Pa 
32 Industrial Ave, Little Ferry, 


137 Grand St., 


Mountain Rd. Union City, N. J 
McGraw-Edison Co., St. Louis 7, 
1026 South Homan Ave., Chicago 24, 
20 Old Colony Ave., Boston 27, Mass 
53 John St., Cumberland, R. I 

123 New Jersey Railroad 


Station H, Toronto 13, 


Fuses, Electric 


Arnav Fitting Corp., 32 Industrial Ave., Little Ferry, 
N.J 


Atlantic & Pacific Wire & Cable Co., 137 Grand St., 
New York 13, N. Y 

Bel-Fuse, Inc., 311 Mountain Rd. Union City, N. J. 

Bussman Mfg. Div., McGraw-Edison Co., St. Louis 7, 
Mo. 

E. I. du Pont de Nemours & Co., Inc., 
Wilmington 98, Del 
Walter Kidde & Co., Inc., 

McGraw-Edison Co., Elgin, ti 
OMATON DIV., BURNDY CORP., 
ADV. 0-159 


Explosives Dept., 


256 Main St., Belleville 9, 


Norwalk, Conn. SEE 


Royal Electric Corp., International Tel. & Telegraph 
Corp., 95 Grand Ave., Pawtucket, R. I. 

Trico Fuse Manufacturing Co., 2948 North Sth St. 
Milwaukee 12, Wisc. 


Galvanometers 


Aero Electronics Co., 1512 N. Wells St., Chicago 10, 


1959 AVIATION WEEK/SPACE TECHNOLOGY BUYERS’ GUIDE ISSUE 





B & H INSTRUMENT CO., INC., 3479 W. Victory 
Bivd., Fort Worth 7, Tex. SEE ADV. A-51 
Bach-Simpson Limited, 1255 Brydges St., P. 0. Box 
484, London, Ontario, Canada 
Berndt-Bach, Inc., 6900 Romaine St., 
California 
Bristol! Co., The, 
20, Conn 
Brush Instruments Div., Clevite Corp., 
Ave. Cleveland 14, Ohio 
Canadian Research Institute, 
Toronto 5, Ontario, Canada 
Century Electronics & Instruments, Inc., 
Utica, Tulsa, Okla 
Consolidated Electrodynamics Corp., 
Madrevilia, Pasadena 15, Calif 
Electro-Tech Equipment Co., 308 Canal St., New 
York 13, N.Y 
Epic, Inc., 154 Nassau St., 
Federal Pacific Electric Co., 
N 


Hollywood 38, 
P. 0. Box 1790-A. W., Waterbury 
3405 Perkins 


46 St. George St., 


1333 WN 


300 WN. Sierra 


New York, N.Y 
50 Paris St., Newark 1, 
J 

G-M Laboratories Inc 
cago 41, Ill 

General Electric Co., Apparatus Sis. Div., 
Schenectady 5, N.Y 

Gulton Industries, 212 Durham Ave., 

Hamilton Watch Co, A 
Ave., Lancaster, Pa 

Heiland Div 
5200 E. Evans Ave., Denver Colo 

— ELECTRICAL INSTRUMENT co. 
Du Pont, Cleveland, Ohio. SEE ADV. C-62 

Howell Instru ment Co., 3101 
Texas 

Kin Tel, 5725 Kearny Villa Rd 

Leeds & Northrup 
44, Pa 

Massa Div., Com 


4300 North Knox Ave., Chi- 
1 River Rd., 


Metuchen, WN. J 
ed Products Div., Columbia 


- 


Minneapolis- yo 1 Regulator Co., 
10514 
Trinity, Fort Worth, 


, San Diego, Calif 
4970 Stenton Ave., Philadelohia 


Electronics, Inc., Hingham, Mass 

Midwestern Instruments, 41 & Sheridan, Tulsa, Okla 

National Electronics, P. 0. Box 1237, Sheridan, 
Wyoming 

Precision Apparatus C Inc., 70-31 84 St., Glen- 
dale 27, N 

SANBORN CO. 
SEE ADV. C 

Shalicross Mfg. Co., 1 

Simpson Electric Co 
Chicago 44, | 

H. W. Sullivan, 80 Shore Rd., Port Washington, N. Y 

Tinsley Instruments, P. 0. Box 99, Smiths Falls, Ont., 
Canada 

Wright Engineering Co., 180 €E. 
Pasadena 1, Calif. 


175 Wyman St., Waltham 54, Mass. 
-69 


Jackson Ave., Co 
5200-18 West 


ingdale, Pa 
Kinzie St 


California St., 


Generators, Electric 
(AC & DC) 


Ade! Precision Products Div., General 
10777 Vanowen St., Burbank, Calif 

AiResearch Mfg. Div., The Garrett Corp. 
Sepulveda Bivd.. Los Angeles 45, Calif 

AIRWORK CORPORATION, Municipal Airport, Millville, 
New Jersey. SEE ADV. D-201 

Allied Internationa! Co., 230 Park Ave 
N.Y 

American Bosch Arma Corp., 320 Fulto Ave 
Hempstead, N. Y 

American Electronics, Inc 
Los Angeles 15, Ca 

Aviaparts, Inc., P. 0. Box 65, Miami 48, Fla 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif 

Bogue Electric Mfg. Co., 52 lowa Ave., 
N.J 


Metals Corp., 


9851 


New York 17, 


655 W. Washington Bivd., 


Paterson 3, 


British Thompson 
King St., W., 


Houston Co Canada) Ltd. 766 


Toronto — — 
Converto Mfg. Co., Cambridge 
CONTINENTAL MOTORS CORP. VAIRCRAFT ENGINE 
., Muskegon, Mich. SEE ADV. 

D. & R. Electronics, Inc., 400 E. Gu i. errez St., Santa 
Barbara, Calif 

Daimotor Div., Yuba Consolidated Ind. Inc., P. 0 
Box 149, 1385 Clay St., Santa Clara, Calif. 

Daven Co., The, Route 10, Livingston, N. J 

Joe Davidson & Associates, P. O. Box 108, 
Gate, Calif 

Delco Products Div., 
First St., Dayton 1, Ohio 

Eicor Div., 4059 W. North Ave., Chicago 39, I! 

Electric Indicator Co., Inc., P. 0. Box 666, Stamford, 

nn 

Empire Devices 
Amsterdam, WN 

Garwin, Inc., 1326 Walnut St., Wichita 

General Electric Co., Apparatus Sis. Div., 
Schenectady 5, N.Y 

General Electric Co., Heavy Military Electronic Equip. 
Dept., Syracuse, N.Y 

Gray & Huleguard, In 930 North Hancock Ave., 
Los Angeles 46, Calif 

Gulton Industries, Inc., 


South 


General Motors Corp., 329 East 


Products Corp., 37 Prospect St., 
Y 

Kansas 

1 River Rd 


‘ 


212 Durham Ave., Metuchen, 


N.J 

HALLAMORE ELECTRONICS CO., 8352 Brookhurst 
Ave., Anaheim, Calif. SEE ADV. C-79 

Hertner Electric Co., 12690 Elmwood Ave., 
ll, Ohio 

Homelite, a Division of Textron Inc., 
N.Y 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
Los Angeles 25, Calif. Eastern Sis. & Serv. 
Hangar 2, Port Columbus Airport, Columbus 19, 
Ohio. SEE ADV. C-97 

The Ideal Electric & Mfg. Co., First & Oak Sts., 
Mansfield, Ohio 


Cleveland 


Port Chester, 


INDUSTRIAL TEST EQUIPMENT CO., 5 
New York 3, N. ¥Y. SEE ADV. D-206 

Instrument Motors Div., PM Industrie 
Coit St., Irvington, N. J 

International Res. Associates, 2221 
Santa Monica, California 

Jack > Heintz, Inc., 17600 Broadway 


Oh 
KATO. ENGR. ee 
SEE ADV. C- 
Kurz & Root ~ (a Wisc 
Laurie & Lamb, 30 Grosvenor St., Toronto, C 
Leach Corp., 18435 Susana Rd., Compton, Ca 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Cz 
Leese-Neville Co., 1374 E. Sist St., Cleveland 3, 
Ohio 
Lucas-Rotax Ltd., Box 115, Station H., 
Intario, Canada 
Master Vibrator Co., 


Warwick Ave., 
Clevela 


., Se First Ave., Mankato, 


1752 Stanley Ave., 


Ohic 

Motordyne, Inc., 
Cal 

Motoresearch Co ction Ave 

MOTOR GENERATOR “Cone. (HOBART BROS. AFF), 
Jackson at Water St. ,Troy, Ohio. SEE ADV. F-1 

JOHN OSTER MANUFACTURING CO., AVIONIC Div. 
1 Main St., Racine, Wis ADV 

Pylon El tronic —— ment 1 we 
St.. V Salle. Montreal ja 

REO BANK DIV BENDIX AVIATION “CORP, ‘Eaton 
town, N. J. SEE ADV. C-89 

Rutherford 8944 Lindblade Culver 

S. M. S. Instrument & Accessories, Inc., 
national Airport, Jamaica 30, N. Y 

Sangamo Electric Co., Springfield, 

Small Motors, In 2076 € on Ave., Ch 

SORENSEN & CO., INC., Richards Ave 
walk, Conn SEE ADV C-99 

Stair Instrument Co., The, P Box 341 
North Hollywood, Calif 

Stewart & Stevens Services, Inc., 451 
Bivd., Houston 11, Texas 

Sundstrand Turbo, 2480 W. 


2661 South Myrtle Ave., 


le] ement 


ad 


Electronics Co 


N. Y. inter- 


Harrisburg 
70 Ave., Denver 21, 


TKM t Cc 


Electric Corp., 
7, N.Y 

Talley Corp The, Newbury Park, Calif 

Western Design & Mfg. Corp. Div U. S. Industries, 
Inc., Bidg. 344, Santa Barbara Airport, Goleta 
Calif 


1160 University Ave., Rochester 


Western Gear Cor Electro Products Div 132 
Colorado Bivd ~_— 1, Calif 

Westinghouse Electric Corp., 3 Gateway Center, P 
Box 868, Pittsburgh 30, Pa 

Wincharger Corp., E. 7th & Division St., 
lowa 


Sioux City 2, 


Generators, Frequency 


3800 Cortland St., Chicago 


Ad al Corp 
Aerojet-General Corp., 
Azusa, California 
American Time Products, Inc 

York 36, N.Y 
Bell & Gossett Co., 8200 
Grove, Il! 
Berkley Oexter Lab., Inc., 50 Frankfort St., 
burg, Mass 
Boonton Radio Corp., Boonton, N. J 
jan Research Institute, 46 St 


6352 North Irwir 


580 Fifth Ave., 


Austin Ave. 


George St., 


15126 South Broadway, Gardena, 


Yuba Consolidated Ind., Inc., P. 0. 
1385 Clay St., Santa Clara, Calif 
The, Route 10, Livingston, N. J 

a Aviation Radio & Equip. Corp Dare, Inc., 
Hangar No. 2, Dayton Municipal Airport, Vandalia, 
Ohio 

DESIGNERS FOR INDUSTRY, INC., 4241 Fulton 
way, Cleveland 9, Ohio. SEE ADV. C-% 

Engrg. & Prod Div Dynamic Electronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y. 

General Communication Co., 681 Beacon St., Boston 15, 
Mass. 

General Electric Co., 
Dept., Syracuse, N 

Gilfillan Brothers, Inc., 
6, Calif 

Gulton Industries, Inc., 
N. J 

Gyrex Corp, The, 3003 
Monica, Calif 

Harvey-Wells Electronics, Inc., 
Mass 

Hertner Electric Co., 12690 Elmwood Ave., 
11, Ohic 

Hycon Eastern, Inc 
Mass 

INDUSTRIAL TEST EQUIPMENT CO. 55 E 11 St., 
New York 3, N. Y ADV. D-206 

KATO ENGR. CO., 1415 First Ave., 
SEE ADV. C-103 

Kay Electric Co., 14 Maple Ave., Pine Brook, N. J 

Laboratories, 55 Rt. No. 79, Morganville 


Park- 


Heavy Military Electronic Equip 


1815 Venice Bivd., Los Angeles 


212 Durham Ave., Metuchen, 


Pennsylvania Ave Santa 


North St., Southbridge, 


Cleveland 


75 Cambridge Pkwy., Cambridge, 


Mankato, Minn 


~avore 
N. J. 

Longren Aircraft Co., Inc., 24751 
Torrance, Calif 

Lucas-Rotax Ltd 
Ontario, Canada 

Manson Laboratories, Inc., 
ford, Conn 


Crenshaw Blvd 


Box 115, Station H, Toronto 13 


375 Fairfield Ave., Stam- 
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GENERATORS 


Measurement \cGraw-Ed , Intervale Rd., 
Boontor we 
tion Ave Racine, Wisc 
MOTOR “GENERATOR “CORP. (HOBART BROS. AFF.), 
Jackson at Wat y, Ohio. SEE ADV. F-1 
Nationa Com q rC ui Missile Div 
Shermar | 
New London Instrument Co n., P 
New London 8 
Norrn Ernst Labs ams Bay 
Electronics 43-20 


0. Box 189, 
Wisconsin 
34 St 
Canada 
& Glendale Sts., 
Pasadena 


Oaks Ave 


Camden 1, WN. J 
& Schaevitz Bivd., 


Box 505 


Rd a. €., 


Hampden Lane, Wash 


St Garland, Tex 


Inglewood 3, Calif 
Waltham, 


Walkirt Co., 141 West >t 
Waltham Electronics Corp., 751 Main St 
Mass 
Wang 
Mass 


Laboratories, 37 Hurley St., ‘Cambridge 41, 


Generators, Signal 


Admiral Corp., 3800 
Aerojet-General Corp 
Azusa California 
Airc Inc., 354 Main St 

Aircraft Radio Corp., Boonton, WN. J 

Almo Rad 913 Arch St., Philadelphia, Pa 

American Time Products 580 Fifth Ave., New 
York 36, N. Y 

BJ Electronics, Borg-Warner Corp.. 3300 Newport Ave., 
P. O. Box 1679, Santa Ana, Calif 

Babc ock Radio Engineering, Inc., 1640 Monrovia Ave., 

sta Mesa, Calif 

Bach-Simpson Limited 
484, London, Ontario 

A. Biederman, Inc., Precision 
Airway, Glendale 1, Calif 

Boonton Radic Corp., Boonton, N. J 

Cadillac Electronic Co., 53 Worth St., New York 
N.Y 

Canadian Research Institute 
5, Ontario, Canada 

Crosby Laboratories, Inc 
New York 

Cubic Corp 
Calif 

Daven Co., The, Route 10, Livingston, N. J 

Dayton Aviation Radio & Equip. Corp., Dare, Inc., 
Hangar No. 2, Dayton Municipal Airport, Vanda 
Ohio 

Dymec, Inc., 395 Page M Rd., Palo Alto, Calif 

Electronics Division, Van Norman Industries, Inc., 186 
Granite St., Manchester, N. H 

Electronics & X-Ray Div., F-R Machine Works, In 
26-12 Borough P Woodside 77, N. Y 

Engrg. & Prod. Div., Dynar Electronics-New York 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 

Farnsworth Electronics Co. Div. of 
& Tel. Corp., 3700 E. Pontiac St 

Federal Telephone & Radio Co. Div 
& Tel. Corp., 100 Kingsland Rd., Clifton, N 

Beacon St 


Cortiand St., Chicago 47, Illinois 
6352 North Irwindale Ave 


Winthrop, Mass 


1255 Brydges St., P. 0. Box 
Canada 
Instruments Labs 


1045 


46 St. George St., Toronto 


299 Robbins Lane 


ny 


5575 Kearny Villa Rd San Diego 1 


International Te 
Fort Wayne 
International Te 
Genera! Communication C 681 Boston 
15, Mass 
General Electric Co., Heavy Military Electro Eq 
Dept., Syracuse, WN. Y 
General Radio Co., 275 Massachusetts Ave., Cambridge, 
Mass 
Gilfillan Brothers, Inc. 
6, Calif 
Guiton Industries, 
N. J 
Hammer Electronics Co 
ton, N. J 
Harvey-Wells Electronics 
Mass 
HICKOK ELECTRICAL INSTRUMENT CO 
Du Pont, Cleveland, Ohio. SEE ADV. C-82 
Hoffman Electronics Corp., Hoffman Laboratories 
3740 South Grand Ave., Los Angeles 7, Calif 
INDUSTRIAL TEST EQUIPMENT x 55 
New York 3, N. Y. SEE ADV. D-206 
Waltham 54, Mass 
Pine Brook, N 


ssachusetts Ave : 


1815 Venice Bivd., Los Angeles 


Itek Corp., 1606 Trapelo Rd 
Kay Electric Co., 14 Mag 
Krohn-Hite Corp., 580 M 


39, Mass 


Lampkin Labs., Inc 


le Ave 


Bradenton, F 
Lavoie Laboratories, In Matawar 
ganville, N. J 
Longren 
Torrance 





GENERATORS 


Manson Laboratories, Inc., 
ford, 

Measurements, 
Boonton, 

Metropolitan Electronics & Instr. Co., 
New York, N. 

Microwave Development Lab., Inc., 
Babson Park 57, Wellesley, Mass 
Munston Wfg. & Service Inc., Beech St., 
National Company, Inc., Guided Missile Div., 

man St., Maiden, Mass. 
New London instrument Co., Inc., 
London 8, 
—— Radio Prod., 


oRDcO DIV., BERMITE POWDER CO. 
ton St., North Hol tywood, Calif. SE 

Polarad Electronics Corp., 43-20 34 St., 
City 1, N. Y¥ 

Precision Apparatus Co., Inc 
27, N.Y 

The Ramo-Wooldridge Corp., P. 0 
Station, Los Angeles 45, Calif 

Reiner Electronics Co., Inc., Centre & Glendale Sts., 
Easton, Pa 

Resde! Engineering 
c ‘ 


375 Fairfield Ave., Stam- 


A McGraw-Edison Div., Intervale Rd., 
106 Fifth Ave., 
92 Broad St., 


Islip, N.Y 
61 Sher- 


P. 0. Box 189, New 
520 S. Fulton Ave., Mt. Vernon, 
11120 Cumps- 
ADV. 8-40 

Long Island 
70-31 84 St., Glendale 
Box 45215, Airport 
330 S. Fair Oaks Ave., Pasadena, 
Camden 1, 


Ca 
Schaevitz Engr. Co., P. 0. Box 505, 
J 


N 

Schaevitz Engineering, Route 130 & Schaevitz Bivd., 
Pennsauken, N. J 

Scientific-Atianta, Inc., 
Atlanta, Ga. 

Simpson Electric Co 
Chicago 44, Il! 

Sperry Gyroscope Co. Div., Sperry Rand Corp 
& Lakeville Rds., Great Neck, N 

James Spivey, Inc 4908 Hampden Lane 
ngton 14, D. C 

Electronic Instruments Ltd 

670, Ajax, Ontario, Canada 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carison Rd., Rochester 3, New York 

Taffet Radio & Television Co., 27-05 Brooklyn-Queens 
Expressway W., Woodside 77, N. Y 

Talley Corp., The, Newbury Park, Calif 

Tektronix, Inc., P. 0. Box 831, Portland 7, Ore 

Telechrome Mfg. Corp., 28 Ranick Drive, Amityville 
N.Y 

Telectro Industries Corp 
Island City 1, N. Y 

Vitro Corp. of America, 261 
York 16, N.Y 

Waltham Electronics Corp., 751 Main St., 


2162 Piedmont Rd., N. E., 


5200-18 West Kinzie St, 


Marcus 
Wash- 


Stark Bidg., Box 


36-16 37th St., Long 
Madison Ave New 
Waltham, 


Laboratories, 37 Hurley St Cambridge 41, 
Western Design & Mfg. Corp. Div., U. S. Industries, 
Inc., Bidg. 344, Santa Barbara Airport, Goleta, Calif 


Generators, Tachometer 


Airpax Products Co., Fort Lauderdale, Fila. 

AIRWORK CORPORATION, Municipal Airport 
New Jersey. SEE ADV. D-201 

American Electronics, Inc., 655 W. Washington Bivd., 
Los Angeles 15, Calif 

Barber-Coiman Co., Rockford, Ill 

Beckman Instruments, Inc., Berkeley Div., 2200 Wright 
Ave.. Richmond, Calif 

a Biederman Inc Precision Instruments Labs 
1045 Airway, Glendale 1, Calif 

British Thompson Houston Co 
King St., W., Toronto, Ontario, 

D. & R. Electronics, Inc., 400 E 
Barbara, Calif 

Daimotor Div., 
Box 149, 1385 Clay St 

Joe Davidson & Associates, P 
Gate, Calif 

Daystrom Transicoi!, Div., 
Montgomery County, Pa 

Dieh! Mfg. Co., 1203 Finderne Ave., Somerville, N. J. 

Eastern Air Devices Inc., 385 Central Ave., Dover, 
N. H 


Millville, 


(Canada) Ltd. 766 
Canada 

Gutierrez St., Santa 
Yuba Consolidated Ind., Inc., P. 0 
Santa Clara, Calif 
0. Box 108, South 


Daystrom, Inc., Worcester, 


. HAYDON CO. * 232 North Elm St., Water- 
bury, Conn. SEE ADV. ¢-91 
Thomas A. Edison athe Instrument Div., 49 
Lakeside Ave.. West Orange, N. J 
Electric Indicator Co., Inc., P. 0 
ford, Conn 
Electro-Tech 
York 13, 
G-M Laboratories Inc., 
cago 41, lil 
Garwin, Inc., 
Gray & Huleguard, Inc., 
Angeles 46, Calif. 
Holtzer-Cabot Divisions, National Pneumatic Co., Inc., 
125 Amory St., Boston 19, Mass 
Induction Motors Corp., 570 Main St., 
Instrument Associates, 351 Great 
Neck, N. Y 
Instrument Div., American Electronics, Inc., 
West Jefferson Ave., Culver City, Calif 
Instrument Motors Div., PM Industries, Inc., 375 
Coit St., Irvington, N. J 
Jack & Heintz, Inc., 17600 Broadway, Cleveland 1, 
Ohio 
KEARFOTT CO., 
EQUIPMENT CORP., 
SEE ADV. C-83 


Box 666, Stam- 
Equipment Co., 308 Canal St., New 
N.Y 

4300 North Knox Ave., Chi- 


1326 Walnut St., Wichita, Kansas 
930 North Hancock Ave., Los 


Westbury, N. Y 
Neck Rd., Great 


9503 


INC., SUB. OF, GENERAL PRECISION 
1378 Main Ave., Clifton, N. J 


C-32 


Kelvin & Hughes, 80 Shore Rd., Port Washington, N. Y 
Ketay Dept., Norden Div., United Aircraft Corp., Com- 
mack, N. Y 
Land-Air, Inc., 7444 West Wilson Ave., Chicago 31, 
Santa Monica, Calif 
New York 17, 


3171 S. Bundy Or., 
230 Park Ave., 


il 
Lear, Inc., 
Lund Aviation, Inc., 
N.Y 
—— Inc., 


JOHN. ‘OSTER MANUFACTURING £0. Sey DIV., 
1 Main St., Racine, Wis. SEE C-84 

Potter Aeronaut cal Corp., Route a gt N. J 

S. M. S. Instrument & Accessories inc., N. Y. Inter- 
national Airport, Jamaica 30, N. Y 

Servomechanisms, Inc 12500 Aviation 


thorne, Calif 

SERVO-TEK PRODUCTS CO.. 1086 Goffle Rd 
thorne 1, N. J. SEE ADV. C-103 

Small Motors, Inc., 2076 Elston Ave., Ch 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif 

TKM Electric Corp., 1160 University Ave 
nN. Y 

Talley Corp., The 

Telectro Industries Corp 
City 1, N. Y 

WacLine, Inc., 35 South St. Clair St., Dayton 2, Ohio 

Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 

Weston Electrical Instrument C 
huysen Ave., Newark 12, N. J 


2661 South Myrtle Ave., Monrovia, 


Bivd., Haw- 
Haw- 


cago 14, Ill 
Station 1, 


Rochester 7, 


Newbury Park, Calif 


36-16 37th St., Long Isiand 


orp., 614 Freling- 


Guards, Switch 


Arnav Fitting Corp., 32 Industrial Ave., 
N. J 

Cutler-Hammer, Inc., 315 North 12 St., 
Wisc 

Dumont Aviation Assocs., 1401 

Box 4087 ong Beach 4, Calif 

Grimes Manufacturi ng Co 515 
Urbana, Ohio 

Los Angeles Molded Pdts. Co 
North Hollywood, California 


Little Ferry, 
Milwaukee 3, 
Freeman Ave., P. 0 
North Russell St 


1129 Chandler Blvd 


Guidance Systems, Pilotless 
Aircraft (See Also Specific 
Parts) 


AC SPARK PLUG DIV., GENERAL MOTORS CORP. 
1 tworth Place, Milwaukee 1, Wis. SEE 


Corp 3800 Cortland St Chicago 47 
Aerojet- Genera Corp ° 
Califorria 


6352 North Irwindale Ave., 


Corp 320 Fulton Ave Hemp- 
stead N. Y 
APPARATUS DIV., TEXAS INSTRUMENTS, INC., 6000 
Lemmon Ave., Dallas 9, Texas. SEE ADV. C-75 
— Precision hs eagg- Co Castor & Kensington 
ves., Philade 
AUTONETICS OV. OF NORTH ——— AVIATION 
= 9150 £ mperial Hwy., Downey, Calif. SEE 


C-100 
AVION DIVISION, ACF INDUSTRIES, INC., P - ” 
1l Park Place. Paramus, N Plant 32 
Pitt St., Alexandria, Va. SEE ADV. C-100 e101 
Babcock Radio Engineering, Inc., 1640 Monrovia Ave 
Costa Mesa, Calif 
Barnes Engineering Co 


Conn 
BELL AIRCRAFT CORP.. Niagara Falls Bivd 
Falls, N. Y. SEE ADV. A-46 
Bendix Aviation Corp., Fisher Bidg 
Bendix Aviation Corp Eclipse-Pioneer Div 

boro, N 
Bendix-Pacific Div Bendix Aviation Corp., 11600 
Sherman Way, N. Hollywood, Calif 
Burroughs Corp. Defense Sales Div., 
Ave Detroit 32, Mich 
Cadillac Gage Co., P. 0. Box 3806 
Cedar Engrg. Div., Control Data Corp., 
St., Minneapolis, Minn 
Chicago Aerial Industries, Inc., 
rose Park, Ii! 
Cook Electric Co Iniand Testing Laboratories Div 
6401 W. Oakton St., Morton Grove, Ill 
Data-Controls Systems, Inc 39 Rose St., 
Conn 

Davidson Mfg. Co., 2223 East 
Covina, Calif 

Defense Products Div., Fairchild Camera & Inst 
Robbins Lane, Syosset, L. I., N. Y 

DESIGNERS FOR INDUSTRY, 4241 Fulton 
Cleveland 9, Ohio. SEE ADV. C-96 

Donner Scientific Co., 888 Galindo St., Concord, Calif 

Thomas A. Edison Industries, Instrument Div., 49 
Lakeside Ave., West Orange, J 

Electro Development Co., 3939 University Way, Seat- 
tle 5, Wash 

Emerson Electric 
St. Louis, Mo 

454 East Hollywood, Detroit 3, Mich 

Fairchild Guided Missiles Div., Fairchild Engine & 
Airplane Corp., Wyandanch, N. Y 

Farnsworth Electronics Co., Div. of International Te 
& Tel. Corp., 3700 E. Pontiac St., Fort Wayne, Ind 


30 Commerce Rd., Stamford, 
Niagara 


Detroit 2, Mich 
Teter- 


6071 Second 


Detroit 5, Mich 
5806 W. 36 


1980 Hawthorne, Mel- 


Danbury, 
Romana Bivd., West 


Corp., 


Parkway 


Mfg. Co 8100 Florissant Ave 


Eonic, Inc., 
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Electric, Ltd., Industry Street, Mount 
Dennis, Toronto 15, Ontario, Canada 

Ford Instrument Div., Sperry Rand Corp., 
Thomson Ave., Long Isiand City 1, N 

Found Brothers Aviation Ltd., Malton Airport, 
Ontario, Canada 

General Devices, Inc., P. 0. Box 253, Princeton, N. J 

General Electric Co., Apparatus Sis. Div., 1 River Rd. 
Schenectady 5, N. Y 

General Electric Co., 
Syracuse, N. 

Generali Electric Co., Light Military Electronics Dept 
French Rd., Utica, N 

General Electric Co., Missile & Ordnance 
Dept., 3198 Chestnut St., Philadelphia, Pa 

General Precision Lab., Inc., 63 Bedford Rd., Pleasant 
ville, N.Y 

General Tire & Rubber Co 
Akron 9, Ohio 

G. M. Giannini & Co., Inc., 918 East Green St 
Pasadena, Calif 

Gilfillan Brothers, Inc 
geles 6, Calif 

Globe Industries, Inc., 
Belleville, N. J 

Goodyear Aircraft Corp., 
15, Ohio 

—— 4, 3 . 


HALLAMORE ELECTRONICS CO. DIV., SIEGLER = 
THE, 8352 Grookhurst Ave., Anaheim, Calif. SEE 
ADV. C-79 

Haller, Raymond & Brown, Inc., 
College, Pa 

HOOVER ELECTRIC CO., 
Los Angeles 25, Calif 
2, Port Columbus Airport 
ADV. C-97 

Hydei, Inc., 99 First St.. Cambridge 41, Mass 

KEARFOTT CO. INC., SUB. OF, GENERAL PRE- 
CISION EQUIPMENT CORP., 1378 Main Ave., Clit 
ton, N. J. SEE ADV. C-83 

Kolisman Instrument Corp 
Coll Prods. Co Inc 
73, N.Y 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Librascope, Inc., 808 Western Ave., Glendale 1, Calif 

Lockheed Aircraft Service, Inc Box 33, Ontario 
Calif 

F. B. Maclaren & Co., Inc., 
ington Station, N. Y 

Magnavox Co., The, Industrial & Defense Prods. Div 
2131 Bueter Rd., Ft. Wayne, Ind 

W. L. Maxson Corp., The, 475 10 Ave., New York 18 
N. Y 

Motorola, Inc Military Electro 
Clybourn Ave., Chicago 14, I! 8201 E 
Rd., Phoenix, Ariz.; 8330 Indiana Ave 
Calif 

Minneapolis-Honeywel! Regulator Co 
2600 Ridgway, Minneapolis 13 

National Company Inc Guided Missile 
Sherman St., Maiden, Mass 

Northeastern Engineering, Inc., P 
ford St.. Manchester, N. H 

Nortronics Div Northrop Aircraft Inc 
Prairie Ave., Hawthorne, Calif 

Philco Corp Government & Industria 
Wissahickon Ave Philadelphia 44, Pa 

Piasecki Aircraft a. aie Rd., International Air 
port, Philadelphia 


RADIO ) x<-4 OF AMERICA, 


ADV. C 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT. Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 

Reeves Instrument Corp 
City, N. Y 

Republic Aviation Corp 

Rheem Mfg. Co., Gov 
Ave., Downey, Calif 

Ryan Aeronautica! Co., 
12, Calif 

Sanders Associates, 7 95 Cana! St.. Nashua, N. H 

Schaevitz Engr. Co Box 505, Camden 1, N. J 

THE SEEBURG CORP, CONTRACT DIV., 1500 North 
Dayton St., Chicago 22, I!linois. SEE ADV. C-71 

Sperry Farragut Company, Division of Sperry Rand 
Corp., Bristol, Tennessee 

Sperry Gyroscope Co. Div., Sperry Rand Corp., 
& Lakeville Rds. Great Neck, N. Y 

Stavid Engineering Inc., U. S. Highway 22, 
field, N. J 

Stromberg-Carison Div., General Dynam 100 
Carison Rd., Rochester 3, New York 

Summers Gyroscope Co., 2500 Broadway 
ica, Calif 

Technical Products Div., Waste King Corp 
Pacific Bivd., Los Angeles 58, Calif 

Telectro Industries Corp., 36-16 37th St., 
City 1, N. Y 

Temco Aircraft Corp., P. 0. Box 6191, Dallas, Tex 

THOMPSON PRODUCTS, =. E ee Offices, Cleve 
land 17, Ohio. SEE ADV 170 

Topp Industries, Inc., 5221 —— 102 St 
geles 45, Calif 

Universal Match Corp., Armament Div P. 0. Box 
5841, St. Lowis 21, Mo 

Vickers, Inc Electric Products Div 
St., St. Louis 3, Missouri 

Vitro Corp. of America, 261 
York 16, N. Y 

Waldorf Instrument Co 
Station, N. Y 

Wells Gardner & Co., 
cago 39, Ili 

Westinghouse Electric Corp., 


Ferranti 
31-10 


Malton, 


Heavy Military Equip. Div 
Systems 
1708 Englewood Ave 


1815 Venice Bivd Los Ar- 
Electronics Div., 525 Main St 
1210 Massillon Rd., Akron 


7814 Maplewood Industria! Court 


Science Park, State 


2100 South Stoner Ave 


Eastern Sis. & Serv., Hangar 
Columbus 19, Ohio. SEE 


Standard 


Subsidiary, of 
80-08 45 Ave Elmhurst 


2 West 18 St., Hunt- 


2710 N 
McDowe 
Riverside 


Aeronautica 


Princeton, N. J. SEE 


Roosevelt Field, Garden 


Farmingdale, N. Y 


Products Div., 11711 Woodruff 


Lindbergh Field, San Diego 


Marcus 


Plain- 


Santa Mon- 
4600 


Long Island 


Los An- 


1815 Locust 
Madison Ave New 
Electronics Div., Huntington 
2701 North Kildare St., Chi- 


3 Gateway Center, P. 0 
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Box 868, Pittsburgh 30, 

WHITTAKER GYRO DIV., 
16217 Lindbergh St., Van Nuys, 
B-41 


* TELECOMPUTING CORP., 
Calif. SEE ADV. 


Gunsights, Automatic 
Computing 


AC SPARK PLUG DIV., GENERAL MOTORS CORP. 
1925 E. Kenilworth Place, Milwaukee 1, Wis see 
ADV. 0-167 

Belock Inst. Corp., 
N. Y 

Chicago Aerial Industries, Inc., 
rose Park, Ili 

Defense Products Div., Fairchild Camera & Inst. 
Corp., Robbins Lane, Syosset, L. I Y 

Farrand Optical Co., Inc., East 238th St 
Bivd., New York 70, Y 

G. W. Galloway Co., 220 South First Ave., 
Calif 

General Electric Co., Light Military Electronics Dept., 
French Rd., Utica, N 

General “ _ Co., Missile & Ordnance Systems 
+ Chestnut St., Philadelphia, Pa 

GEN RAL ‘MILLS. INC., MECHANICAL DIV., 1620 

Semel Ave., N. E., Minneapolis, Minn SEE ADV. 


112-03 14 Ave., College Point 56, 


1980 Hawthorne, Mel- 


& Bronx 


Arcadia, 


Gordon Enterprises, North 
Hollywood, Calif 

Itek Corp., 1606 Trapelo Rd., Waltham 54, Mass 

Librascope, Inc., 808 Western Ave., Glendale 1, Calif 

F. B. MacLaren & Co., Inc., 2 West 18 St., Hunting- 
ton Station, N. Y 

Mast Development Company, Inc 
Davenport, lowa 

W. L. Maxson Corp., The, 475 10 Ave., 
N Y 

Nortronics Div 


5362 North Cahuenga Bivd., 


2212 E. 12th St., 


New York 18, 

Northrop Aircraft Inc., 222 North 
Prairie Ave., Hawthorne, Calif 

Phiico Corp Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa 

Schaevitz Engineering, Route 130 & Schaevitz Bivd., 
Pennsauken, N. J 

Sperry Gyroscope Co. of Canada Lt 6011 
Liesse Road, Montreal, Quebec, Canada 

Waldorf instrument Co Electronics Div., 
ton Station, N. Y 

Wescer Inc -Mi tary 

hicago 51, Ili 

West inghouse Electr , 3 Gateway Center, P. 0. 

Box 868, Pittsburgh 30, Pa. 


4700 


Cote de 
Hunting- 


Sales, 816 North Kedzie Ave., 


c Uorp 


Gyros, Altitude (Horizon) 


AC SPARK PLUG DIV., GENERAL MOTORS CORP. 
1925 E. Kenilworth Place, Milwaukee 1, Wis see 
Pp. D-167 
rcraft Components, Inc., Woodland Ave., 
wy Benton Harbor, Mich 

AIRWORK CORPORATION, Municipal! Airport, 
New Jersey. SEE ADV. D-201 

Atlas Precision Products Co., 
Aves., Philadelphia, Pa 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

Bendix Aviation Corp., Eclipse-Pioneer Div., Teter- 
boro, N. J 

A. Biederman, Inc., Precision Instruments Labs., 
Airway, Glendale 1, Calif 

Bulova Res. & Devel. Labs., Inc., 
Ave., Woodside 77, N. Y 

Cedar Engrg. Div., Control Data Corp., 
St., Minneapolis, Minn 

Collins Radio Company, 
Rapids, lowa 

Ferranti Electric, Ltd., Industry Street, 
nis, Toronto 15, Ontario, 

Garwin, Inc., 1326 Walnut St., 

General Electric Co., Apparatus Sis. Div., 1 
Rd., Schenectady 5, N. Y 

General Electric Co., Light Military Electronics Dept., 
French Rd., Utica, N. Y 

Globe Industries, Inc., 
St., Belleville, N 

Greenleaf Mfg. Co., 
St. Louis 17, Mo 

Hoffman Electronics Corp 
3740 South Grand Ave., 

ITT Laboratories, 15151 
Calif 

ee Sea, 351 Great 


KEARFOTT to INC. SUB. OF, GENERAL PRE- 

CISION EQUIPMENT CORP., 11378 Main Ave., 
Clifton, N. J. SEE ADV. C-83 

Ketay Dept Norden Div., 
Commack, N. Y. 

LaPointe Industries, Inc., 
ville, 

Lear, Inc., 

Litton Industries, 
Hills, Calif. 

Minneapolis-Honeywell Regulator Co., Aeronautical 
Div., 2600 Ridgway, Minneapolis 13, Minn. 

Minneapolis-Honeywell Regulator Co., Boston Div., 
Soldiers Field Rd., Boston, Mass 

Motordyne, Inc., 2661 South Myrtle Ave.. Monrovia, 
Calif. 


Philco Corp., 
Wissahickon Ave., 


S. M. 5S. Instrument 


Twin Cities 
Millville, 


Castor & Kensington 


1045 
62-10 Woodside 
5806 W. 36 
655 35th St., N. E., Cedar 
Mount Den- 


da 
Wichita, Kansas 
River 


Electronics Div., 525 Main 
v 

7814 Maplewood Industrial Court, 
Hoffman Laboratories Div. 
Los Angeles 7, Calif 

Bledsoe St., San Fernando, 


Great Neck Rd., 


United Aircraft Corp., 


155 W. Main St., Rock- 


Calif 
Beverly 


3171 S. Bundy Dr., Santa Monica, 
336 North Foothill Rd. 


1400 


Government & Industrial Div., 4700 
Philadelphia 44, Pa. 


& Accessories, Inc., N. Y 


Airport, Jamaica 30, N. Y 
Company, Division of 

Tennessee 

of Canada Ltd., 6011 Cote de 
Liesse Road, Montreal, Quebec, Canada 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Mar 
cus & Lakeville Rds., Great Neck, N. Y 

Stair Instrument Co., The, P. 0. Box 341, 
North Hollywood, Calif 

Summers Gyroscope Co., 
Monica, Calif 

Technical Products Div., Waste King 
Pacific Bivd., Los Angel a ae Calit 


Uniconn, Inc Hawkins w 
TELECOMPUTING “CORP. 


International 
Sperry Farragut 
Corp., Bristol, 
Sperry Gyroscope Co. 


Sperry Rand 


Station 1, 


2500 Groadway, Santa 


Corp., 4600 


‘15 
WHITTAKER ‘GYRO DIV., 
16217 Lindbergh St., Van Nuys, Calif 
B-41 


Gyros, Directional (Heading) 


AC SPARK PLUG DIV., GENERAL MOTORS CORP 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SE 
ADV. ~~ 

= mponents, iInc.. Woodland Ave., Twin 

Cities Air rport, Benton Harbor, Mich 

AIRWORK CORPORATION, Municipal Airport, Millv 
New Jersey. SEE ADV. D-201 

American Bosch Arma Corp., 320 Fulton Ave., 
Stead, N. Y 

Atlas Precision Products Co., 
Aves., Philadeiphia, Pa 

Belock Inst. Corp., 112-03 
56, N. Y 

Bendix Aviation Corp., 

Bendix Aviation Corp., 
boro, N. J 

A Biederman, inc., Precision 
1045 Airway, Giendale 1, Calif 

Bulova Res. & Deve Labs, iInc., 62-10 
Ave Woodside 77 Y 

Cedar Engrg. Div., 
36 St Minneapo! is, 

Collins Radio Company, 
Rapids, lowa 

Daystrom Pacific Div. of Daystrom, 
coin Bivd Los Angeles 45, Ca 

Electronics Div., Iron Fireman Mfg 
east Ninth Ave., Portland 2, Ore 

Ford Instrument Div Sperry Rand 
Thomson Ave., Long Isiand City 

Friden, Inc., San Leandro, Calif 

Garwin, Inc 1326 Walnut St 

General Electric Co., Apparatus Sis 
Schenectady 5, N. Y 

General Electric Co., Light Military Electronics Dept., 
French Rd., Utica, N. Y 

G. M. Giannini & Co., Inc., 918 East 
Pasadena, Calif 

Globe Industries, Inc., 


Hemp- 


Castor & Kensington 


14 Ave College Point 
Fisher Bidg., Detroit 2, Mich 
Ectipse-Pioneer Div Teter- 


Instruments Labs., 
Woodside 
Controi Data Corp., 5806 W 
Minn 

855 35th 


Cedar 


Kansas 


River Rd 


Green St., 


Electronics Div., 525 Main 


Co 7814 Industrial 
Lovis 17, Mo 
Electronics Corp., Hoffman Laboratories Div., 
3740 South Grand Ave., Los Angeles 7, Calif 
HUMPHREY, INC. 2605 Canon St., San Diego 
SEE ADV. C-74 
ITT Laboratories, 15151 
Calif 
-—~~e 


Maplewood 


Calif 
Bledsoe St., San Fernando, 


_ agues ates, 351 Great Neck &d 
N 

KEARFOTT CO., INC. SUB. OF, GENERAL 
CISION EQUIPMENT CORP. 1378 Main 
Clifton, N. J. SEE ADV. C-83 

Ketay Dept Norden Div United Aircraft 
Commack, N. Y 
LaPointe Industries, Inc., 
ville, Conn 

Lear 3171 S. Bundy DOr., Santa Monica 
Litton Industries, 336 North Foothill Rd 
Hills, Calif 

Minneapolis-Honeywell 
Div 2600 Ridgway, Minneapolis 
Minneapolis-Honeywell Regulator Co 
1400 Soldiers Field Rd. Boston, 
Motordyne, Inc., 2661 South Myrtle Ave 
Calif 

Norden Division, United Aircraft Corporation 
Street, Milford, Connecticut 

Philco Corp Government & Industrial Div 
Wissahickon Ave Philadelphia 44, Pa 

Sperry Farragut Company, Division of Sperry 
Corp., Bristol, Tennessee 

Sperry Gyroscope Co. of Canada Ltd. 6011 Cote 
de Liesse Road, Montreal, Quebec, Canada 

Sperry Gyroscope Co. Div., Sperry Rand Corp 
& Lakeville Rds, Great Weck, N.Y 

Stair Instrument Co., The, P. 0. Box 341 
1, North Hollywood, Calif 

Summers Gyroscope Co., 2500 Broadway, Santa Mon 
ica, Calif 

Technical Products Div., Waste King 
Pacific Bivd., Los Angeles 58, Calif 

Uniconn, Inc., 15 Hawkins St., Waterbury, Conn 

Waltham Precision Instruments Co., Inc., Military 
Instruments Div., Crescent St., Waltham 54, Mass 

WHITTAKER GYRO DIV., TELECOMPUTING CORP. 
yen27 Lindbergh St., Van Nuys, Calif. SEE ADV 


Gyros, Integrating 


AC SPARK PLUG DIV., GENERAL MOTORS CORP. 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SE 
ADV. D-167 


155 W. Main St., 


Beverly 
Reguiator Co Aeronautica! 

Monrovia 
Wiley 
4700 
Rand 


Marcus 


Station 


Corp., 4600 
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GYROS 


Aerofiex Corporation, The, 34-06 Skiliman Ave., Long 
Island City 1, WN. Y 
American Bosch Arma 
Hempstead, N. Y 
Atias Precision Products Co., 
Aves., Philadeiphia, Pa 
Belock Inst. Corp., 112-03 
Y 
Aviation Corp., 


Corp., 320 Fulton Ave., 


Castor & Kensington 


14 Ave., College Point 


Fisher Bidg., ODetro 


Bendix Aviation 
boro, N. J 

A. Biederman, Inc., Precision 
Airway, Glendale 1, Ca 

Bulova Res. & Devel bs Inc 
Ave., Woodside 77 


wr — Div., Contro! Data Co 5606 W. 36. 


a STANDARD 
SEE ADV. C-92 
* COMPONENTS DIV., 
SEE ADV C-68 


River 


Woodside 


62-10 


polis, Minn 
DETROIT — ee 
FAIRCHILD ‘ContRoLs” CORP. 
225 Park Ave., Hicksville, N. Y 
General Electric Co Apparatus Sis 
Rd., Schenectady >» Vv 
Generali Electric Co., Light Military Electronics 
Dept., French Rd tica, N. Y 
G. M. Giannini & Co., Inc., 918 East 
Pasadena, C 
Industries, inc ectro iv., 25 Ma 


Ui i 


Green St., 


ewood Industria! Court 
Hoff ar aborat es 0 
Los Angeles 7, Calif 


Biedsoe St an Fernand 


South Grand Ave 
Laboratories, 15151 


KEARFOTT CO., INC.. SUB. OF 

CISION EQUIPMENT CORP., 1378 
J E ADV. C-83 

ted Aircraft 


GENERAL PRE- 

Main Ave., 

Ketay Dee, conden Div., Ur Corp., Com- 
mack, N. Y 

LaPointe 


1 


Industries, Inc 155 W. Main St., 
Santa Monica a 
th Rd Beverly 


Cor 7 0 Ave New York 


Aeronautica 
Minneapolis 13, Minn 
Minneapolis-Honeywe Regulator Co Boston 
1400 Soldiers Field Rd., Boston, Mass 
Motordyne, Inc 2661 outh Myrtle Ave Monr 
a 


Government & Industrial Div 
Ave Philadelphia 44, Pa 
ore Roosevelt Field 


Sperry Gyroscope 0 Canada Ltd... 6011 
Liesse Road, Montrea Quebec, Canada 
Sperry Gyroscope Co. Div perry Rand Corp 
cus & Lakeville Rds, Great Neck, WN. Y 
Sterling Precision Corp 17 Matinecock Ave Port 
Washington, N. Y 
Summers Gyroscope Cc 2500 Broadway 
Monica, Calif 
Uniconn, Inc 
The U. S. Time 
Estates, Calif 
U. S. Time Corp ro C N 
ngton, N.Y 
Westinghouse Electric Corp 3 6Gateway 
P. 0. Box 868, Pittsburgh 30, Pa 


Santa 
Waterbury Conn 
Place, Palos Verdes 


Broadway 


Center 


Gyros, Rate 


AC SPARK PLUG DIV 
1925 E. Kenilworth Place 
ADV. 0-167 

Aeroflex Corporation, The, 34-06 Skillman Ave., Long 
Island City 1, N. Y 

AiResearch Mfg. Div The 
36 St., Phoenix, Ariz 

R. C. Allen Aircraft Instr 
Business Machines, Inc 
Grand Rapids, Mich 

Atias Precision Products Co Castor 
Aves., Philadelphia, Pa 

Belock Inst. Corp 112-03 
56, N.Y 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

Corp., Ec Div., Teterboro, 


GENERAL MOTORS CORP 
Milwaukee 1, Wis. SEE 


Kensington 


14 Ave., College Point 


Bendix Aviation pse-Pioneer 
N.J 

A. Biederman, Inc., Precis Instruments Labs 
Airway, Glendale 1, Calif 

Bulova Res. & Devel. Labs. Ir 62-10 Woodside Ave., 
Woodside 77, N.Y 

Burton Mfg. Co., 2520 Colorado Ave 
Calif 


1045 


Santa Mor 


Canadian Aviation Electronics, Ltd, P. 0. Box 2030, 
Station 0, Montreal 9, Quebec, Canada 

Cedar Engrg. Div., Contro! Data Corp., 
St., Minneapolis, Minn 

Clary Dynamics, 408 Junipero, San Gabriel, Calif 

Collins Radio Company, 855 35th St. WN. E 
Rapids, lowa 

Darco Industries, Inc., 2151 E 
Segundo, Calif. 

Joe Davidson & Associates, P. 0 
Calif 


5806 W. 36 


Cedar 
Rosecrans Ave, E! 


Box 108, South Gate, 


C-33 





GYROS 


Daystrom Pacific Div. of, Daystrom, 
Bivd., Los Angeles 45, Calif 
Defense Products Div., bogey Age & Inst. 


Corp., Robbins Lane, Syosset, 
DETROIT CONTROLS DIV. AMERICAN. STANDARD, 
100 Morse St., Norwood, Mass. SEE A C-92 
FAIRCHILD CONTROLS CORP., COMPONENTS DIV. 
225 Park Ave., Hicksville, N. Y. SEE ADV. C-68 
Ford Instrument Div Sperry Rand Corp., 31-10 Thom- 

son Ave., Long Island City 1, WN. Y. 
General Electric Co., Apparatus Sis. Div., 1 River Rd., 
Schenectady 5, N. Y 
Electric Co., 
Utica, N. Y 
G6. M. Giannini & Co., Inc., 
dena, Calif 
Globe Industries, Inc., 
Ohio 
Globe Industries, Inc., 


Belleville, N. J. 
Greenleaf Mfg. Co., 7814 Maplewood Industrial Court, 
Santa 


St. Louis 17, Mo. 
Gyrex Corp The, 
Monica, Calif. 
Hoffman Laboratories Div., 
Los Angeles 7, Calif 
Canon St., San Diego, Calif 


Inc., 9320 Lincoln 


Light Military Electronics Dept., 
"918 East Green St., Pasa- 
1784 Stanley Ave., Dayton 4, 
Electronics Div., 525 Main St., 
3003 Pennsylvania Ave., 
Hoffman Electronics Corp 

3740 South Grand Ave 
HUMPHREY be 2805 


SEE ADV. 
KEARFOTT CO., INC., SUB. OF, GENERAL PRECISION 
1378 Main Ave., Clifton, N. J. 


EQUIPMENT CORP., 
SEE ADV. C-83 
United Aircraft Corp., 


Rockville, 


Ketay Dept., Norden Div., 
Commack, WN. Y. 

LaPointe Industries 
Conn. 

Lears, Inc., 

Litton Industries, 
Hills, Calif. 

W. L. Maxson Corp., The, 475 10 Ave., 

N.Y 

Minneapolis-Honeyweil Regulator Co 
Soldiers Field Rd. Boston, Mass 

Minneapolis-Honeywel! Regulator Co., Aeronautical Div., 
2600 Ridgway, Minneapolis 13, Minn. 

Motordyne, Inc., 2661 South Myrtle Ave., 


Inc., 155 W. Main St., 


Santa Monica, Calif 


3171 S. Bundy Or., 
Beverly 


336 North Foothill Rd., 
New York 18, 


Boston Div., 1400 


Monrovia, 


P. 0. Box 22019, Los Angeles 


2 Government & —- Div 4700 
Wissahickon Ave. Philadelphia 44, 
PIONEER-CENTRAL DIVISION. BENDIX AVIATION 
ORP., Davenport, lowa. SEE A 0-208 
S. M. S. Instrument & Accessories, = N.Y 
national Airport, Jamaica 30, N. Y 
Sanders Associates, Inc., 95 Canal St., 
Sperry Farragut Company, Division of 
Corp., Bristol, Tennessee 
Sperry Gyroscope Co. of Canada Ltd., 6011 Cote de 
Liesse Road, Montreal, Quebec, Canada 
Sperry Gyroscope Co. Div., Sperry Rand Corp., 
& Lakeville Rds. Great Neck, N. Y. 
Stair Instrument Co., The, P. O. Box 341, 
North Hollywood, Calif. 
Sterling Precision Corp., 
Washington, N. Y. 
Sumr ae Gyroscope Co., 
Calif 
Uniconn, Inc 
The U. S. Time Corp., 
Estates, Calif 
U. S. Time Corp., 
ton, N. Y 
Waltham Precision 
struments Div., 
Westinghouse Electric Corp., 
Box 868, Pittsburgh 30, 
WHITTAKER GYRO DIV., 
16217 Lindbergh St., 


Inter- 


Nashua, N. H. 
Sperry Rand 


Marcus 
Station 1, 
17 Matinecock Ave., Port 
2500 Broadway, Santa Monica, 


Waterbury, Conn. 
Palos Verdes 


15 Hawkins St 
346 Tejon Place, 
Gyro Div., 76 N. Broadway, Irving- 
Instrument Co., Inc., Military In- 
Crescent St., Waltham 54, Mass. 

3 Gateway Center, P. O 


Pa 
TELECOMPUTING CORP., 
Van Nuys, Calif. SEE ADV. 


Handsets (Interphone, Radio) 


Allied International Co., 230 Park Ave., New York 17, 

N.Y 

Almo Radio Co., 913 Arch St., 

Connecticut Telectronics Corp., 
Meriden, Conn. 

Continental Electronics, Ltd., 
lyn 22, NY. 

DuKane Corp., St. Charies, Illinois 

Kellogg Switchboard, 6630 S. Cicero, 

Perm-0-Flux Products Co., 4101 San 
Glendale 4, Calif 

Roanwel! Corp., 662 Pacific St., Brooklyn 17, N. Y. 

Seaview Electric Co., 406 Main St., Avon, N. J. 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carison Rd., Rochester 3, New York 

Telectro Industries Corp., 36-16 37th St., 
City 1, N. Y. 

Telephonics Corp., Park Ave., Huntington, L. I., 


Philadelphia, Pa. 
34 Cambridge St., 


302 Oakland St., Brook- 


Chicago, Ill 
Fernando Rd., 


Long Island 


N. Y. 


Harnesses, Electric 


ACF Industries, Inc., 750 Third Ave., New York 17, 
N.Y. 

Acme Electric Corp. Ltd., 50 Northline Road, Toronto 
16, Ontario, Canada 

Acoustica Associates, Inc., 26 Windsor Ave., Mineola, 
N.Y. 


Advanced “Electronics, Inc., 94 Silas Deane Highway, 


Rocky Hill, Conn. 
Airconductors, 367 East Olive, Gardena, Calif. 


C-34 


Airtron Canada Ltd., 300 Campbell Ave., Toronto 9, 
Ontario, Canada 
Alden Products Co., 
Mass. 

Alpha Wire Corporation, 200 Varick St., 
New York 

American Electric Cable Co., 
Mass 

American Missile Products Co 
Lawndale, Calif 

AMPHENOL ELECTRONICS -.. 
Ave., Chicago 50, Ill. SEE A 

Avionic Products Engineering Corp 


N. J. 
BENDIX AVIATION CORP., SCINTILLA DIV., Sidney, 
N. Y. SEE ADV. C-77 — 


144 N. Main St., Brockton 64, 


New York 14, 


181 Appleton St., Holyoke 


15233 Grevillea Ave., 
1830 South 54th 
-106 


"on 46, Dover, 


Bernco Engineering Corp., 2320 S. Tibbs Ave., 
Box 41037, Indianapolis 41, Ind 

William Brand & Co., Inc., 106 Valley St., 
tic, Conn 

Breeze Corporations, Inc 
N.J 

Bristo! Aircraft (Western) Ltd P. O. Box 874, 
Stevenson Field, Winnipeg, Manitoba, Canada 

Cadre Industries Corp., P. 0. Box 150, Endicott, New 
York 

Cal-Tronics Corp., 
Calif. 

Canadian Aviation Electronics, Ltd.. P. 0. Box 2030, 
Station 0, Montreal 9, Quebec, Canada 

Chicago Aerial Industries, Inc., 1980 Hawthorne, Mel- 
rose Park, Ill. 
ole Electric Co., 

Continental Technical 
29 W. Apple St., 

Cook Electric Co., Inland Testing Laboratories, Div., 
6401 W. Oakton St., Morton Grove, I/! 

Defense Products Group, American Machine & Foundry 
Co., Broadway & Kennedy Rd. Cheektowaga, Buffalo, 
N.Y 

Electron Products Inc 430 
Pasadena, Calif 

Electrosnap Corporation, 4218 West Lake St. 


Wil liman- 


700 Liberty Ave., Union, 


Los Angeles 45 


11307 Hindry Ave., 


Culver City, Calif. 
Aircraft Div., 


8439 Steller Dr., 
Service, Inc 
Dayton, Ohio 


North Halstead St., 


Chicago, 


Electronics Co., Inc., 166 River St., Paterson 


Co., Inc., 8213 Gravois Ave., St. Louis 23 


Fabrodynamics, Inc., P. 0. Box 445, 15524 S. Broad- 
way, Gardena, Calif. 

Genera! Laboratory Associates, Inc 
Ave., Norwich, WN. Y. 

Gibbs Mfg. Co., 454 N. Main St 

Gordon Enterprises, 5362 North Cahuenga Bivd. 
North Hollywood, Calif 

HALLAMORE ELECTRONICS CO. DIV., SIEGLER 
CORP., THE, 8352 Brookhurst Ave., Anaheim, Calif 
SEE ADV. C-79 

Hallett Mfg. Co., 5910 Bowcroft St., 
Calif 

Haveg Industries, Inc., 
8, Del 

Hayes Aircraft Corp., 
Ala 

International Resistance Co., 401 N. Broad St., 
deilphia 8, Pa 

Kahn & Co., Inc., 541 Windsor St 

Kell-Strom Tool Co., 214 Church St 
Conn 

Kilgen Aircraft Div Brown Bidg 
Ave., St. Louis (Clayton) 5, Mo 

Kupfrian Mfg. Corp., 383 State St. 
N.Y 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

LEWIS ENGINEERING CO., 52 Rubber Ave., Nauga- 
tuck, Conn. SEE ADV. C-102 

Link Aviation, Inc., Hillcrest, Binghamton, N. Y 

Lockheed Aircraft Corp., California Div., P. 0. Box 
551, Burbank, Calif 

Lockheed Aircraft Corp., Georgia Div., 
ucts Branch, Marietta, Ga 

Lucas-Rotax Ltd., Box 115, Station H., 
Ontario, Canada 

Measurement Engineering, 
prior, Ontario, Canada 

Microdot, Inc., 220 Pasadena Ave., 

Modelectric Products Co., 1500 Bangs Ave., 
Park, WN. J 

ORDCO DIV., BERMITE POWDER CO., 11120 Cumps- 
ton St., North Hollywood, Calif. SEE ADV. B-40 

Pacific Mercury Teievision Mfg. Corp., 8345 Haven- 
hurst Ave., Sepulveda, Calif 

Packard Elec. Div., General 
Ohio 

Phalo Plastics Corp., 
bury, Mass 

Piqua Engrg. Co., 

Quaker City Metal 
Pike at Hook Rd., 

Radiaphone Co., Inc., 
rovia, Calif. 

Republic Aviation Corp., Farmingdale, N. Y 

REVERE CORP. OF AMERICA, 845 North Colony Rd., 
Wallingford, Conn. SEE ADV. 8-38 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H. 

Seaview Electric Co., 406 Main St., Avon, N. J. 

Sequoia Wire & Cable Co., 2950 N. Ontario St., 
Burbank, Calif 

Sequoia Wire & Cable Co., 
City, Calif. 

Servicair Co., 1841 Flower St., Glendale, Calif. 

Servomechanisms (Canada) Ltd. Rexdale Blvd. & 
Kipling Ave., Toronto 15, Ontario, Canada 


17 East Railroad 


Janesville, Wisc 


Los Angeles 16, 
900 Greenbank Rd., Wilmington 
P. 0. Box 2287, Birmingham 
Phila- 


Hartford, Conn 
Wethersfield, 
8008 Carondoiet 


Binghamton 


Special Prod- 
Toronto 13, 
Ltd., 232 John St., Arn- 


So. Pasadena, Calif. 
Asbury 


Motors Corp., Warren, 


530 Boston Turnpike, Shrews- 


Piqua, Ohio 
Chester 


South & College Sts., 
Weatherstrip Co., Inc., 
Sharon Hill, Pa 


600 East Evergreen, Mon- 


22C1 Bay Rd., Redwood 


18 North Ada St., Chicago 7, Ill. 
172 Sterling St., Clinton, Mass. 
36-16 37th St., Long 


Sittler Corp., 
Surprenant Mfg. Co., 
Telectro Industries Corp., 
Island City 1, N. Y 
Topp Industries, inc., 
Angeles 45, Calif 
Transval Engineering Corp., 
Bivd., Culver City, Calif 
Tri-Dex Co., P. 0. Box 1207 Lindsay, Calif 
Uniconn, iInc., 15 Hawkins St., Waterbury, Conn 
Wells Gardner & Co., 2701 North Kildare St., Chi- 
cago 39, Ill 
Whitaker Cable Corp., 
Kansas City 16, Mo 
Zippertubing Co., The, 
Angeles 14, Calif 


5221 West 102 St., Los 


10401 West Jefferson 


1301 Burlington St North 


752 S. San Pedro St., Los 


Harnesses, Ignition 


Corp., Ltd 50 
Ontario, Canada 
367 East Olive 
Air Ignition Div., Robert L Hall Co 
Burbank Bivd., Burbank, Calif 
Airtron Canada Ltd., 300 Campbel! Ave 
Ontario, Canada 
Airtron, Inc., 1011 


N. J 

AIRWORK CORPORATION, Municipal Airport, Millville 
New Jersey. SEE ADV. D-201 

American Electric Cable Co 181 
Holyoke, Mass 


Acme Electric Northline Road 
Toronto 16, 
Airconductors, Gardena, Calif 


3318 W 
Toronto 9 
West Elizabeth Ave Linden 
Appleton St 


15233 Grevillea Ave 


American Missile Products Co., 


Lawndale, Calif 
AUBURN SPARK PLUG CO. 
nN. Y. SEE ADV. 0-208 


INC., 89 York St., Auburn 


Aviquipo of Canada Ltd., 636 St. Pau! St. W., Mon 
— A os ey —s 
Detroit 2, Mich 


Av sher Bidg 

BENDIX AVIATION "tone. SCINTILLA DIV., Sidney 
N.Y. SEE ADV. C-77 

Bernco Engineering "Corp , 2320 S 
Box 41037, Indianapolis 41, Ind 

Breeze Corporations, Inc., 700 Liberty Ave nio 
N.J 

Bristol! Aircraft (Western) Ltd P. O. Box 874 
Stevenson Field, Winnipeg, Manitoba, Canada 

Cadre Industries Corp., P. 0. Box 150 


New York 

CONTINENTAL MOTORS CORP., AIRCRAFT 
DIV., Muskegon, Mich. SEE ADV. A-52 

Co-Operative Industries, Inc., Chester, N. J 

Electrical & Mechanical Design Co., P. 0. Box 706 
Clark, N. J 

General Laboratory Associates, Inc 17 East Ra 
road Ave., Norwich, N. Y 

Hallett Mfg. Co., 5910 Bowcroft St 
Ca 

International Resistance Co., 401 
Philadeiphia 8, Pa 

Lockheed Aircraft Corp., Georgia Div., Specia! Prod 
ucts Branch, Marietta, Ga 

Lucas-Rotax Ltd. Box 115 
Ontario, Canada 

Lund Aviation, Inc 230 
N 


Tibbs Ave., P. 0 


ENGINE 


Los Angeles 16 
North Broad St 
Station H., Toronto 13 
Park Ave New York 

Y 
J. E. Menaugh Co., 4555 N. Broadway, Chicago 4 


oRDCO DIV., BERMITE POWDER CO. 
wv eee St., North Hollywood, Calif See 


General Motors Cors 


11120 
ADV 


Packard Elec. Div 
Ohio 

Piqua Ergrg. Co 

Sequoia Wire & Cable Co 
City, Calif 

Servicair Co., 

— 


STANDARD WIRE & CABLE CO., 
Los Angeles 34, Calif EE A 
Hendee St., Springfield 4, Mass 
Uniconn, Inc., 15 Hawkins St., Waterbury, Conn 
Whitaker Cabie Corp., 1301 Burlington St., North 
Kansas City 16, Mo 


Harnesses, Thermocouple 


Inc., 94 Silas 


South & College Sts., Piqua, 0 

2201 Bay Rd., Redwood 

Glendale, Calif 
North Hollywood 


1841 Flower St., 
10515 Burbank Blvd 


3440 Overiand Ave., 
DV. C-104 


Titeflex, Inc., 


Advanced Electronics, Deane Highway 
Rocky Hill, Conn 

Aero Research Instrument Co., 
Ciiicago 7, Ill 

Airconductors, 367 East Olive, 

Aircraft Components, inc Woodland Ave 
Cities Airport, Benton Harbor, Mich 

Airtron Canada Ltd., 300 Campbell Ave 
Ontario, Canada 

Airtron, Inc., 1011 West Elizabeth Ave., Linden, N.J 

AMPHENOL ELECTRONICS CORP., eae South 54th 
Ave., Chicago 50, Ill. SEE ADV. C-106 

Bernco Engineering Corp., 2320 S 
Box 41037, Indianapolis 41, Ind 

William Brand & Co., Inc., 106 Valley St., 
mantic, Conn 

Bristol! Co., The, P. 0. Box 1790-A. W., Waterbury 20, 
Conn 

Cadre Industries 
New York 

Co-Operative Industries, 

Chas. Engethard, inc., 
Newark, N. J. 


315 WN. Aberdeen St., 


Gardena, Calif 
Twin 


Toronto 9, 


we Ave, P. 0 


Willi- 


Corp., P. 0. Box 150, Endicott, 


Inc., Chester, N. J 


850 Passaic Ave., East 
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General Electric Co., 1 River Rd., 
>chenectady 5, N 

Hallett Mfg. Co., 5910 
16 Calif 
ternational Resistance Co., 401 
Ph YY iphia 8, or 

Kahn Windsor St., Hartford, Conn 

Lewis: ENGINEERING 0., 52 Rubber Ave., Nauga- 
tuck, Conn SEE A t- 02 

Lockheed Aircr 


Apparatus Sls. Div., 
Y 
Bowcroft St., Los Angeles 


North Broad St., 


4 - - Div., Special Prod- 
Corp., 8345 Have 


REVERE CORP OF AMERICA. 845 North Colony Rd 
Wallingford, Conr _ SEE ADV. B- 38 
equoia ~ e & Cat Co 2201 Bay Rd 


STANOARD WIRE & a CO., 3440 Overland Ave., 
s Angeles 34 SEE ADV. C-104 
» Electr Saddie Brook, N. J 
Ir St., Waterbury, Conn 


Recwood 


Headphones (Earphones) 


omponents, Inc., Woodland Ave., Twin Cities 

Benton Harbor, Mich 
International Co., 230 Park Ave., New York 17 
913 Arch. St 


> Philadeiphia, Pa 
ytors, 221 


Greenwich St., New Yark 7, 


s Brown, 80 Shore Rd., Port Washington, N. Y 

Cadillac Electronic Co., 53 Worth St., New York 13 
N 

Connecticut Telectronics Corp., 34 
Meriden, Conn 

Kellogg Switchboard 

Perm-0-Fiux Products Co., 


Cambridge St., 


Chicago, Ii! 
Fernando Rd 


6630 S. Cicero, 
4101 San 


Glendale 4, Calif 
RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 
Roanwell Corp., 662 Pacific St.. Brooklyn 17, N. Y 
Seaview Electric Co., 406 Main St.. Avon, N. J 
Stromberg-Carison Div., General Dynamics Corp 
Carison Rd. Rochester 3, New York 
Superex Electronics Corp, 4-6 Radford P 
N.Y 
Telephonics Corp 


Yonkers 


Park Ave., Huntington, L. 1., N. Y 


Headsets (Cord Assemblies, 
Earphones & Microphones) 


Allied International Co., 230 Park Ave., New York 17 
N.Y 

Almo Radio Co., 913 Arch. St., Philadeiphia, Pa 

Cadillac Electronic Co., 53 Worth St., New York 13 
nN. Y 

Chaico Engr. Corp 
Calif 
connecticut 


15126 South Broadway, Gardena 


Telectronics Corp 34 Cambridge St 


302 Oakland St.. Brook- 


Inc., 166 River St.. Paterson 


420 Lexington Ave.. New York 17 
Kellogg Switchboard S. Cicero, Chicago, | 
Lear, Inc 3171 S. Bu Dr., Santa Monica, Calif 
Perm-O-F lux Products Co 4101 San Fernando Rd 
Glendale 4, Calif 
RADIO CORP OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 
Roanwel! Corp., 662 Pacific St., Brooklyn 17, N. Y 
Seaview Electric Co., 406 Main St.. Avon, N. J 
Stromberg-Carison Div., General Dynamics Corp., 100 
Carlson Rd.. Rochester 3, New York 
Superex Electronics Corp., 4-6 Radford Pi 
N.Y 
Telephonics Corp., 


Yonkers 


Park Ave., Huntington, L. I., N. Y. 


Housings, Plug In 


Aiden Products Co., 144 N. Main St.. Brockton 64, 
Mass 
Bud Radio, Inc., 
Cole Electric Co., 
Dietz Design & Mfg. Co., 
Engineered Electronics Co., 
Ana, Calif 
Fabrodynamics, Inc., P. 0 
way, Gardena, Calif 
Greenleaf Mfg. Co., 7814 Maplewood Industria! Court, 
St. Louis 17, Mo 
Kaman Aircraft Corp., 
field, Conn. 
Servomechanisms (C€2.da) Ltd., 
Kipling Ave., Toronto 15, Ontario, 
Vitro —. of America, 261 Madison Ave., 
16, Y. 


118 East 55 St., Cleveland 3, Ohio 
8439 Steller Or., Culver City, Calif 
Grandview 8, Mo 

506 East First St., Santa 


Box 445, 15524 S. Broad- 


The, Old Windsor Rd. Bloom- 


Rexdale Bivd. & 
Canada 


New York 


Inertial Guidance Systems 


AC SPARK PLUG DIV., GENERAL MOTORS CORP. 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 
ADV. 0-167 


Aerofiex Corporation, The, 34-06 Skiliman Ave., Long 
Isiand City 1, N. Y 


American Bosch Arma Corp., 320 Fulton Ave., 


stead, N. Y 
APPARATUS DIV., ons INSTRUMENTS, INC., 6000 
Lemmon Ave., Dal 9, Texas EE ADV. 6-75 
AUTONETICS, DIV. OF NORTH AMERICAN AVIATION, 
INC., 9150 E. Imperial wy. Downey, Calif. SEE 


ADV. C-100 

BELL AIRCRAFT CORP., Niagara Falls Bivd 
Falls, N. Y SEE ADV. A-46 

Belock Inst. Corp., 112-03 14 Ave 

Y 

Bendix Aviation Corp., Fisher Bidg., Detroit Mict 

Bendix Aviation Corp Eclipse-Pioneer Div Teter- 
boro, N. J 

Cedar Engrg. Div., Contro a Cor 5806 W 36 St 
Minneapolis, M 

Chicago Aerial Industries, 
rose Park, I 

Davidson Mfg 
Covina, C 

Daystror 


Hemp- 


Niagara 


ege Point 56 


Hawthorne, Mel- 
2223 East Romana Bivd West 
Pacific Div. of, Daystror 


Bivd., Los Angeles 45, Calif 

DETROIT CONTROLS DIV AMERICAN-STANDARD, 
100 Morse St., Norwood, Mass. SEE ADV. C-92 

Donner Scientific Co., 888 Galindo St., Concord, Calif 

Electronic Speciality Co., 5121 San Fernando Rd., Los 
Anoeles 39, Calif. 

Emerson Electric Mfg. Co., 8100 Florissant Ave., St 
Louis, Mo 

Fairchild Guided Missiles Div 
Airplane Corp., Wyandanch, N. Y 

Ford Instrument Div., Sperry Rand Corp 
son Ave., Long Isiand City 1, N 

G. W. Galloway Co., 220 South First Ave 
Calif 

General Electric Co., Apparatus Sis. Div., 1 River Rd 
Schenectady 5, N. Y 

General Electric Co., Light Military Electronics Dept 
French Rd., Utica, N 

GENERAL MILLS, INC 
Central Ave., N. E., Minneapolis 

Greenleaf Mfg. Co 
St. Lowis 17, Mo 

ITT Laboratories, 15151 
calif 

Instrument 


Fairchild Engine & 
31-10 Thom- 


Arcadia 


Y 

MECHANICAL DIV.. 1620 
Minn Ss ADV 

7814 Maplewood Industrial Court 


Bledsoe St.. San Fernando 
Development Labs Inc Sud < Roya 
McBee Corp., 67 Mechanic St., Attleboro 
KEARFOTT CO., INC., SUB. OF, GENERAL PRECISION 
EQUIPMENT CORP.. 1378 Main Ave., Clifton, N. J 
SEE ADV. C-83 
aPointe Industries 
onn 
Lear, In 3171 S 
Librascope, Inc., 808 Western Ave 
Litton Industries, 336 North Foothill! Rd 
calif 
w.L 
N.Y 
Motorola, Inc., Military Electronics Div., 2710 WN. Cly- 
bourn Ave., Chicago 14, I 8201 E. McDowell Rd 
Phoenix, Ariz. 8330 Indiana Ave., Riverside, Calif 
wneapolis-Honeywell Regulator Co., Aeronautica! Div., 
260 Ridgway, Minneapolis 13, Minn 
nics Div Northrop Aircraft Inc 
Hawthorne, Calif 
Gevernment & Industria! Div 
Philadelphia 44, Pa 
Princeton, N. J SEE 


Inc., 155 W. Main St., Rockville 


Bundy Dr Santa Monica, Calif 
Glendale 1, Calif 
Beverly Hills 
10 Ave 


Maxson Corp., The, 475 New York 18 


222 North 
Pr virie Ave 

Phitco Corp 
sahickon Ave 

RADIO CORP. OF AMERICA 
ADV. C-76 

Reeves Instrument Corp 
N.Y 

Repub Aviati orp., Farmingdale, N. Y 

Safe Lighting, Inc., 527 Lexington Ave, New York 17 
N.Y 

Schaevitz Engr. Co., P. 0. Box 505, Camden 1, N 

Schaevitz Engineering, Route 130 & Schaevitz Biv 
Pennsauken, N. J 

Skiatron Electronics T. V 
York 14, N.Y 

Farragut Company, Division of Sperry 
Corp., Bristol, Tennessee 

Sperry Gyroscope Co. Div., Sperry Rand Corp., 
& Lakeville Rds. Great Neck, N. Y 

Stromberg-Carison Div., General Dynamics Corp 100 
Carison Rd. Rochester 3, New York 

Summers Gyroscope Co., 2500 Broadway 
Calif 

Technical Products Div., Waste King Corp 
Bivd., Los Angeles 58, Calif 

Telectro Industries Corp., 36-16 37th St 


City 1, w. Y 

THOMPSON PRODUCTS, INC., Genera! 
land 17, Ohio. SEE ADV. D-170 

Universal Match Corp Armament Div P 
5841, St. Louis 21, Mo 

Washington Technological Associates, Inc 
Ave., Rockville, Md 

Webdcor, Inc., Military Sales 
Chicago 51, I! 

Westinghouse Electric Corp.. 3 Gateway 
Box 868, Pittsburgh 30, Pa 


4700 Wis- 


Roosevelt Field, Garden Cit 


orp., 180 Varick St.. New 


Sperry 


Rand 


Marcus 


Santa Monica 
4600 Pacific 
Long Island 

Offices, Cleve- 

0. Box 

979 Rollins 


816 North Kedzie Ave 


Center, P. 0 


Instrument Landing Systems 


AC SPARK PLUG DIV., GENERAL MOTORS CORP 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 
ADV. 0-167 

A.R.F. Products, Inc., 

Allied International Co., 
N.Y 


River Forest, Il! 
New York 17, 


7627 Lake St., 
230 Park Ave. 
Andrew California Corp., 941 E. Marylind, Claremont, 
Calif. 
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INSTRUMENTS 


ae, DIV. OF NORTH AMERICAN AVIATION, 
NC., E. Imperial Hwy. Downey, Calif SEE 
ADV. ¢- 100 
AVCO a he CORPORATION CROSLEY 
DIVISION, 1329 A on Street incinnat 
Ohio. SEE ADV. B- 2 
Bendix Aviation Corp., Fisher 
A. Biederman, inc., Precisior 
Airway, Glendale 1, Calif 
Canadian Aviation Electror 
Station 


Daven Co., % te 1 gsto 
ner Scientific Co *) 
Federal Telephone & Radio Co. Div 
Tel. & Tel. Corp., 100 Kingsiand Rd 
General Electric Co., Heavy Military 

Dept., SyraCuse, N. Y 
TT Labs. Div., International Tel. & Te 
Washington Ave., Nutley, N. J 
Lear, Inc., 3171 S. Bundy D anta W a 
Librascope, Inc., 808 Western Ave., Glendale 1 
Litton Industries, 336 North Foothills Rd., Bever 
Hills, Calif. 
Litton Industries, Maryland Div 
College Park, Md. 
Mechanics Res. Div., American Mach 
1104 S. Wabash Ave., Chicago 5 
torola, Inc Military Electronics Div., 2710 WN 
Clybourn Ave., Chicago 14 8201 E. McDowe 
Rd Phoenix, Ariz 8330 Indiana Ave Riversid 
Calif 
Nationa 
man St 


ectror 


Company, Inc., Guided 
Maiden, Mass 

Philco Corp., Government & Industr 
Wissahickon Ave., Philadelphia 44 

RCA Victor Co., Ltd 
Quebec, Canada 

Raytheon Mfg. Co., 
Washington St 

Reeves Instrument Corp 
N.Y 

anders Associates, Inc., 95 Cana! St 
chaevitz Engr. Co., P. 0. Box 505 

Schaevitz Engineering, Route 130 & 
Pennsauken, N. J 

Skiatron Electronics T Cor 180 Varick 
York 14, N. Y 

James S. Spivey, Inc., 4 npden Lane, Was? 
ton 14, 0. C 
mers Gyroscope Co., 2500 Broadway 
Calif 

Telectro Industries Corg 
siand City 1, WN. Y 

Topp Industries ” 5 
45, Calif 

Waldorf instrument Co Electror 
Station, N. Y 

Washington Technological Associat j 979 Ro $s 
Ave Rockville, Md 

Weston Electrical Instrument C 614 Frelinghuysen 
Ave.. Newark 12, WN. J 


1001 Leno 


Government Cquipme 
West Newton, Mass 
Roosevelt Field, Garder 


Nashua, N 
Camden 1, WN 
ochaevitz 6 


Santa Monica 
36-16 


221 West 


Instruments, Electrical 


Act Mass 
hicago 47 s 
Deane Highway, 
Aerojet-General Corp windale Ave., 
Azusa, California 
AiResearch Mfg. Div e R tt or 402 
St., Phoenix, Ariz 
AiResearch Mfg. Div., The Garrett Corp. 9851 
veda Bivd., Los Angeles 45 
American Bosch Arma Corp 320 ult Ave 
tead, N. Y 
Assembly Prods Inc 
Avien, 58-15 Northern Bivd 
Avtron Mfg Inc 
Ohio 
Bach-Simpson Limited, 1255 BSrydges St 
484, London, Ontario, Canada 
Bendix Aviation Corp ez 
Taylor Ave Baltimore 4 Me. 
Fisher Bidg 


Hemp- 


.hesteriand 39, Ohio 
Woodside 77, N 


10409 Meech Ave 


Detroit 2, Mich 
hohocke Pa 


Fitchburg, 


Bendix Aviation Corp 
Bentley, Harris Manufacturing Co 
Berkley Dexter Lab., Inc., 50 Frankfort St 
Mass 
A. Biederman, Inc., Precisio 
Airway, Glendale 1, Calif 
Bristol Co., The, P. 0. B 
Conn 
ush Instruments Div 
Ave., Cleveland 14, Ohio 
slova Res. & Devel. Labs 
Woodside 77, N. Y 
Cadillac Electronic 
N.Y 
Canadian Research Institute, 46 St 
Toronto 5, Ontario, Canada 
Chaico Engr. Corp., 15126 South Broadway, 
Calif 
Chemalloy-Electronics Corp, G 
Calif 


Woodside Ave 

New York 
George St 

Gardena 


lespie Airport, Santee, 


C-35 





INSTRUMENTS 


Chicago Aerial Industries, Inc., 
Melrose Park, Ill. 
Collins Radio Company, 

Rapids, lowa 
Columbia Research Laboratories, Macdade Bivd. & 
Bullens Lane, Woodlyn, Pa 
Consolidated Controls Corp., Bethel, 
Consolidated Electrodynamics Corp., 
Madrevilla, Pasadena 15, Calif 
Daven Co., The, Route 10, Livingston, N. J 
Defense Products Div., Fairchild ge & Inst. Corp., 
Robbins Lane Syosset “ay a 
DeJur-Amsco Corp., 45-01 Northern one. 
City 1, WN 
The Digitran Co., 
Dyna-Empire inc 
N.Y 
Dynamic Instrument Co., Inc 
bridge, Mass 
Thomas A. Edison Industries, — Div., 
side Ave., West Orange, 


1980 Hawthorne, 


855 35th St. N. E., Cedar 


Conn. 


300 WN. Sierra 


Long Island 


Pasadena, Calif. 
Garden City, 


45 W. Union St 
1075 Stewart Ave., 
28 Carleton St., Cam- 


49 Lake- 


THE ic evecran AUTO-LITE to. Toledo 1, Ohio. SEE 


quame. Tech Equipment Co., 308 Cana! St., New York 
13, WN. Y. 

Epic, Inc., 154 Nassau St.. New York, N. Y. 

Fenwa! Incorporated, Ashland, Mass 

Firth-Cleveland, Inc., 10 Bridge St., New York 4, 
N.Y. 

Flow Corp., 85 Mystic St., Arlington 74, Mass 

The Foxboro Co., 38 Neponset Ave., Foxboro, Mass. 

Garwin, Inc., 1326 Walnut St., Wichita, Kansas 

General Electric Co., Apparatus Sis. Div., 1 River Rd., 
Schenectady 5, N. Y. 

G. M. Giannini & Co., Inc., 
Pasadena, Calif. 

Greenleaf Mfg . 7814 Maplewood Industria! Court, 
St. Louis 17 

HALLAMORE ELECTRONICS CO., DIV., SIEGLER 
CORP., THE, 8352 Brookhurst Ave., Anaheim, Calif 
SEE ADV. C-79 

A. W. HAYDON CO., THE, 252 North Elm St. 
bury, Conn. SEE ADV. C-91 

Hewson Co., Inc., The, 443 Broad St 
N.J 


918 East Green St., 


Water- 
Newark 2, 


Hogan Laboratories, Inc., 155 Perry St., New York 14, 
N.Y 

Holtzer-Cabot Divisions, National Pneumatic Co., Inc., 
125 Amory St., Boston 19, Mass 

Industria! Instruments, Inc., 89 Commerce Rd., Cedar 
Grove, N. J. 

Instruments Corp., The, 4 N. Central Ave., Baltimore 

Md 
Hartford, Conn 
Philadelphia 


541 Windsor St., 
4970 Stenton Ave., 


Kahn & Co., Inc., 

Leeds & Northrup, 
44, Pa. 

Wallace 0. Leonard Inc., 
dena, Calif 

Marion Electrical Instrument Co 
Grenier Field, Manchester, N 

McGraw-Edison Co., Elgin, Ill. 

Millivac Instrument Corp., P. 0. Box 997, 
Second Ave., Carman, Schenectady, N. Y. 

ae ny Honeywell Regulator Co., 1p yeermee Div., 

igway, Minneapolis 13 
MONTROSE. DIV, — AVIATION “corP., 
EE ADV. C-96 


Montrose, Pa 
Electronics, P. 0. Box Sheridan, 


373 South Fair Oaks, Pasa- 


Aviation Div., 


2315 


South 

National 1237, 
Wyoming 

Non-Linear Systems, Inc., Del Mar Airport, Del Mar, 
Calif 

North Atlantic Industries, Inc., 
bury, N 

Nuclear Measurements Corp., 
Indianapolis 18, Ind 

Penn Keystone Corp., Derby, Conn 

Piqua Engrg. Co., South & College Sts., Piqua, Ohic 

Polyphase Instrument Co., East Fourth St., Bridge- 
port, Pa 

Precision Apparatus Co., Inc., 
dale 27, N. Y 

Pyrometer Instrument Co. Inc., 
Bergenfield, N. J 

Remanco, Inc., 128 Broadway, Santa Monica, Calif 

Rosemount Engineering Co., 9424 Lyndale Ave., S., 
Minneapolis 20, Minn 

Scientific & Process Instruments Div., 
struments, Inc., 2500 Fullerton Rd., 


California 

THE SEEBURG CORP., CONTRACT DIV., 1500 North 
Dayton St., Chicago 22, I!linois. SEE ADV. C-71 

aye Inc., 12500 Aviation Bivd., Haw- 
thorne, Calif 

SERVONIC INSTRUMENT, 640 Terminal Way, 
Mesa, Calif. SEE ADV. C-105 

Shalicross Mfg. Co., 10 Jackson Ave., Collingdale, Pa 

Shure Brothers, Inc., 222 Hartrey Ave., Evanston, Ill. 

Sierra Electronic Corp., 3885 Bohannon Dr., Menlo 
Park, Calif 

Simpson Electric Co., 
cago 44, Ill 

Skydyne, Inc., 

Sperry Gyroscope Co 


603 Main St., West- 


2460 N. Arlington Ave., 


70-31 84 St., Glen- 


92 Portland Ave., 


Beckman iIn- 
Fullerton, 


Costa 


5200-18 West Kinzie St., Chi- 


River Rd., Port Jervis, N. Y. 

of Canada Ltd. 6011 Cote de 
Liesse Road, Montreal, Quebec, Canada 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
& Lakeville Rds., Great Neck, N. Y 

Stair Instrument Co., The, P. 0. Box 341, Station 1, 
North Hollywood, Calif. 

Summers Gyroscope Co., 2500 Broadway, Santa Monica, 
Calif. 

Taffet Radio & Television Co., 
Expressway W., Woodside 77, 

Telectro Industries Corp., 36-16 its St., Long 
Island City 1 Y 

Trio Laboratories, 


27-05 * cae -Queens 
N. 


Inc., Plainview, L. I., New York 


C-36 


U. S. Gauge Div., American Machine & Metals, Inc., 
Sellersvilie, Pa 

WacLine, Inc., 35 South St. Clair St., 

Waldorf Instrument Co., Electronics Div., 
Station, N. Y 

Westinghouse Electric Corp 
Box 868, Pittsburgh 30 

Weston Electrica! Instrument Corp., 
Ave., Newark 12, N. J 

Wright Engineering Co., 180 E 
dena 1, Calif 


Dayton 2, Ohio 
Huntington 


3 Gateway Center, P. 0 
Pa 
614 Frelinghuysen 


California St., Pasa- 


Insulation, Electric 


Actioncraft Products Co., 2 Yennicock Ave., Port 
Washington, N 

The Ame Wire Co., New Haven, Conn 

American Latex Products Corp., 3341 W. El Segundo 
Bivd., Hawthorne, Calif 

Auburn Mfg. Co., Middletown, Conn 

William Brand & Co., Inc 106 Valley St., 
mantic, Conn 

Connecticut Hard Rubber Co., The, 407 East St., New 
bn gs a 


Willi- 


Bristol, R. I 


7-21 Burnside St., 
Toledo 1, Ohio. SEE 


orp 
THE ELECTRIC AUTO-LITE CO., 
ADV. 0-158 
Electro-Technica! 
113 E. Centre St., 
Emerson Cuming, Inc 
Mass 
Emerson Plastics Corp., 
N.Y 


Prods. Div.. Sun Chemical Corp., 
Nutley, N. J 

869 Washington St., Canton, 
1383 Seabury Ave., Bronx 61, 


Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 
Akron 17, Ohio 

Gladding, McBean & Co., 
Angeles, Calif 

Glastic Corp., 4321 Glenridge Rd., Cleveland 21, Ohio 

Haveg Industries, Inc., 900 Greenbank Rd., Wilming- 
ton 8, Del 

Houghton Laboratories Inc., 
N.Y 

Joclin Mfg. Co., 30 Lufbery Ave., Wallingford, Conn 

Johns-Manville, 22 East 40 St., New York 16, N. Y 

M. Kirchberger & Co., Inc., 83-91 West Forest Avenue, 
Englewood, N. J 

C. D. LaMoree, 2433 Birkdale St., 
Calif 

Minnesota Rubber Company, 
Minneapolis 16, Minn 

National Vulcanized Fibre Co P. O 311, 
Wilmington 99, De! 

Natvar Corp., 211 Randolph Ave 

New Jersey Wood Finishing Co., 
bridge, N. J 

New Plastic Corp 
Angeles 38, Calif 

Owens Corning Fibergias Corp., Aircraft Div., 
Telegraph Rd., Los Angeles 22, Calif 

Plymouth Rubber Co., Inc., Revere St 

Polymer Corp., The, Reading, Pa 

Rogers Corp., Rogers, Conn 

Spauiding Fibre Co., Inc 
wanda, New York 

Stevens Products, Inc., 
N. J 

Superior Steatite & Ceramic Corp., 83-19 W. Forest 
Av., Englewood, N. J 

Synthane Corp., Oaks, Pa 

Taylor Fibre Co., Norristown, Pa 

Technical Information Service, Dow Corning Corp., Mid- 
land, Mich 

U. S. Gasket Co., Div., Garlock 
608 N. Tenth St., Camden 1, N 

Varflex Corp., 507 West Court St., Rome 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 

Wilmington Fibre Specialty Co., 

Zippertubing Co., The, 752 S. San 
Angeles 14, Calif 


2901 Los Feliz Bivd., Los 


322 Houghton Ave., Olean, 


Los Angeles 31, 


3630 Wooddale Ave., 


Woodbridge, N. J 
Amboy Ave., Wood- 


1026 North Sycamore Ave., Los 
5933 


Canton, Mass 


310 Wheeler St. Tona- 


86-88 Main St., East Orange, 


Packing Co., The, 
J 


New York 
P. 0. 


New Castle, Del 
Pedro St., Los 


insulators, Electric (Ceramic, 
Glass, Rubber, etc.) 


American Latex Products Corp., 3341 W 
Bivd., Hawthorne, Calif 
Armel Electronics, Inc., 840 Fifth Ave 
y 


El Segundo 


Brooklyn 32, 


Lancaster, Pa. 
Long Beach, 


Armstrong Cork Co., West Liberty St 


ARROWHEAD PRODUCTS, 2350 Curry St 
Calif. SEE ADV. 0-187 


Auburn Mfg. Co., Middletown, Conn 


Canadian Porcelain Co., Ltd., Paradise Road South, 
Box 428, Hamilton, Ontario, Candja 


Cannon Electric Canada Ltd 160 
Toronto 16, Ontario, Canada 

Connecticut Hard Rubber Co., The 
New Haven, Conn 

Copperweld Stee! Co., 

Dixon Corp., 7-21 Burnside St., 

THE ELECTRIC AUTO-LITE CO., 
ADV. 0-158 


Bartley Or 
407 East St 


Wire & Cable Div., Glassport, Pa 

Bristol, R. I 

Toledo 1, Ohio. SEE 

Emerson Cuming, Inc., 869 Washington St., Canton 
Mass 

Emerson Plastics Corp., 1383 Seabury Ave., Bronx 61 
a. ¥. j 

Firestone Tire & Rubber Co., 1200 Firestone Pkwy., 

Akron 17, Ohio 


Fusite Corp., The, 6000 Fernview Ave., Cincinnati 13, 
Ohio 


Garde Mfg. Co., 53 John St., Cumberland, R. 1. 
General Electric Co., Plastics Dept., Chemical & 
Metallurgical Div., 2200 N. 22 St., Decatur, I! 
Giannini Plasmadyne Corp., 3839 S. Main St., Santa 

Ana, Calif 
Gladdings, McBean & Co., 
Angeles, Calif 
Glastic Corp., 4321 Glenridge Rd., 
Griffiths, G. L. & Sons Ltd., 341 Erie St 
Ontario, Canada 
Hallett Mfg. Co 


2901 Los Feliz Bivd., Los 


Cleveland 21, Ohio 
Stratford, 
5910 Bowcroft St., Los Angeles 16, 
Inc., 900 Greenbank Rd., Wilming- 


Wallingford, Conn 
S. W., Waseca, 


30 Lufbery Ave 
224 Second Ave., 


Joclin Mfg 

E. F. Johnson Co 
Minn 

M. Kirchberger & Co 
Englewood, N. J 

Lucas-Rotax Ltd. Box 115, Station H 
Ontario, Canada 

Mechanical Rubber Products Co 

Minnesota Rubber Company, 3630 
Minneapolis 16, Minn 

National Fabricating Co 
S. Ozone Park, N. Y 

Polymer Corp., The, Reading, Pa 

Pennsylvania Fluorocarbon Co., Inc., 
St., Philadelphia 4, Penna 

Radar Relay, Inc., 2120 Pontius Ave., Los 
25, Calif 

Regal Plastic Co., 
Mo 

Rogers Corp., Rogers, Conn 
Seaman Products Div., Seaman 
Bradiey Ave., Sylmar, Calif 

Servicair Co., 1841 Flower St., Glendale, Calif. 

Stevens Products, Inc., 86-88 Main St., East Orange, 
N. J 

Stromberg-Carison Div Genera 
100 Carison Rd., Rochester 3, 

Superior Steatite & Ceramic Corp., 
Ave., Englewood, N. J 

Taylor Norristown, Pa 

Tri-Dex Co 0. Box 1207, Lindsay, Calif 

Tronex Inc., Ninth & G St., Millville, N. J 

U. S. Gasket Co. Div., Garlock Packing Co., The 
608 N. Tenth St., Camden 1, N 

Western Gold & Platinum Co., 525 Harbor Bivd., 
Beimont, Calif 


Inc., 83-91 West Forest Avenue, 
Toronto 13, 


Warwick, WN. Y. 
Wooddale Ave., 


129-01 WN. Conduit Ave., 


1115 North 38th 
Angeles 


2800 E. 14 St., Kansas City 27, 


Paper Co 13001 


Dynamics Corp., 
New York 


83-19 W. Forest 


Integrators, Electronic 


AC SPARK PLUG DIV. GENERAL MOTORS CORP. 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 
ADV. 0-167 

ACF Industries, Inc., 750 
N.Y 


Third Ave., New York 17, 


Aeroflex Corporation, The, 34-06 Skiliman Ave., Long 
Island City 1 

Airborne Instruments Lab Div., Cutler-Hammer, 
Inc., 160 Old Country Rd., Mineola, N 

Airborne Instruments Lab., |! 1345 New York 
Ave., Huntington Station, N. Y 

Allegany Instr. Co Inc 1091 
Cumberland, Md 

Bristo! Co., The, P 
20, Conn 

Chicago Aerial Industries 
Melrose Park, Ii! 

Cooper Development Corp 
Monrovia, Calif. 

Daven Co., The, Route 10, Livingston, WN. J 
Joe Davidson & Associates, P. 0. Box 108 
Gate, Calif 
Defense Products, 
Industries, Inc., 
Donner Scientific Co., 

Calif 
Electronic Associates, Inc 
Aves., Long Branch, N 
Globe Industries, Inc., Electronics Div 
St., Belleville, N. J 
Hydel, Inc. 99 First St 
— Contro! Co., 805 
Y 


KEARFOTT CO., INC., SUB. OF, GENERAL PRE- 
CISION EQUIPMENT CORP., 1378 Main Ave., 
Clifton, N. J. SEE ADV. C-83 

Longren Aircraft Co. Inc., 24751 
Torrence, Calif 

F. B. MacLaren & Co., Inc 
ington Station, N. Y 

Philco Corp., Government & Industrial Div 
Wissahickon Ave., Philadelphia 44, Pa 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden. N. J 
SEE ADV. C-76 

The Reflectone Corp., Post Rd., 

Rich Electronics, Inc., 212 N. W 
ami 36, Fla 

SERVO-TEK PRODUCTS CO., 1086 Goffe Rd., 
thorne 1, N. Y. SEE ADV. C-103 

Skiatron Electronics T. V. Corp 
New York 14, N.Y 

Stanley Aviation Corp., 2501 
Colo. 

Summers Gyroscope Co., 
Monica, Calif 

Telectro Industries Corp 
Island City 1, = 

Vitro Corp. of 
York 16, N. Y 

a wr ey ~ Electric Corp., 3 Gateway 

0. Box 868, Pittsburgh 30, Pa 


Wills Mountain, 
0. Box 1790-A. W., Waterbury 
Inc 1980 Hawthorne, 


2626 S Peck Rd., 


South 
Nuclear Products-Erco Div ACF 


Riverdale, Md 

888 Galindo St., Concord, 
Long Branch & WNaberal 
J 

525 Main 


Cambridge 41, Mass 
Albin Ave Lindhurst, 


Crenshaw Bivd., 
2 West 18 St., Hunt 


4700 


Stamford, Conn 
Eighth Ave., Mi- 


Haw- 
180 Varick St., 
St., Denver, 


Dallas 


2500 Broadway, Santa 
36-16 37th St Long 
America, 261 Madison Ave New 


Center, 
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Wright Engineering Co., 180 E. California St., Pasa- 


dena 1, Calif 


Intercommunications Systems 


Admiral Corp., 3800 Cortland St., Chicago 47 


Electronics & Impulse Recording Equip. Co 
Westboro, Mass 
Allied International Co 

17, N. Y 
Aimo Radio Co., 913 Arch St 
—— ay & Mfg. Corp., 
cK e 
APPARATUS DIV TEXAS Lame INC. 
Lemmon Ave., Dallas 9, Texas. SEE ADV cis. 


Bendix Aviation Corp Fisher wy Detroit 2 


Mich 
BENDIX RADIO DIV., BENDIX AVIATION CORP 
Joppa Rd., Baltimore 4, Md. SEE ADV. C-70 
Berkley Dexter Lab., Inc 50 Frankfort St Fitch 
burg, Mass 
halco Eng 
dena, Calif 


ollins 


230 Park Ave., New York 
phia, Pa 
Halpine Ave 


Philade 
920 


uth Broadway 2a 
Cedar Rapid 
34 Cambridge 
302 Oakland 
Windsor St 


Dare 


cipa A rpc rt 
INC., 4241 
E ADV. C-96 


I! linois 


DESIGNERS FoR 


, er 
9, Ohio SE 


10 Ninth 
Canada 
coy St., Panorama City 
Electronics, New Yor 

Bivd., Glendale, N. Y 

Ltd 331 Bartlett 
Canada 
Lexington Ave New Yor 


209 First Ave 


Inc Science 
jarvey-Wells North St 
bridge, Mass 
ndustrial Products Div 
Thames St., New 
ellogg Switchboz 
ane Electronics 
ywood, Calif 
ongren Aircraft 
Torrance, Calif 
Magnavox Co 
Div., 21312 
Marconi’s w 


Intelex Inc 

York 6, NW. Y 
6630 S. Cicero 
Corp 7254 Atoll 


Systems 


Chicago I 
Ave North 


ard 
Mfg 
Ho 


Co nc 24751 Crenshaw Bivd 


Defense Prods 


Ind 


Industrial & 
Bueter Rd. Ft. Wayne 
reless Telegraph Co Ltd 
New York 4, N. Y 

Military Electronics Div 2710 WN 
cago 14, Til 8201 € Mc 
Phoenix riz 8330 Indiana 
Calif 


The 


23-25 


Inc Guided Missile Div 61 
Maidon, Mass 

Co., 553 S. Market St 
m Products Co., 4101 San 

Glendale 4, Calif 
ico Corp Government & Industrial Div 
Wissahickon Ave Philadelphia 44, Pa 
Radiophone Co., Inc., 600 East Evergreen 

Calif 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 


Front & Cooper Sts., Camden, N. J 


Ohio 


Rd 


Galion 
Fernando 


4700 


Monrovia 


RADIO CORP. OF AMERICA, Princeton, N SEE 
ADV. C-76 

RCA V 
St Montrea 

Rheem Mfg. Co., Go uc 11711 
ruff Ave., Downey 

Rich Electronics Inc 1 1 Ww 
Miami 36, Fla 

THE SEEBURG CORP 
Dayton St., Chicago 
Simpson Mfg 

City 3, N. Y 

Corp., Sparton 


ctor Co 


Wood- 


Eighth Ave 
CONTRACT DIV., 1500 N 

22, 1 SEE ADV. C-71 

Mark Inc 32-28 49 St dong 
Island 

The Sparton 
son, Mith 


Electronics Div., Jack- 


Spivey, Inc., 4908 Hampden Lane, Wash- 
6 


ngton 14, D. C 


lames S 


Summers Gyroscope Co 2500 Broadway, Santa Mon 
ca, Calif 
Taffet Radio 
Expressway 
Telectro Industries Corp 
City 1, N 
Telephonics 
nN. Y 
THOMPSON PRODUCTS, . 
and 17, Ohio. SEE ADV. 0-170 
Western Design & Mfg. Corp. Div., U. S 
Bidg. 344, Santa Barbara Airport 


& Telivision Co., 27-05 Brooklyn-Queens 
Y 


W., Woodside 77, N 
36-16 37th St., Long 


Island 


Corp Park Ave Huntington 


General Offices, Cleve 


Industries 
Inc., Goleta 


a 
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Sperry Rand Corp., 


Corp., Sub 
Waterbury 20 


Electronic 
Aurora St., 


Wheeler 
150 E 


Interphone Communicating 
Systems 


Ailied Internationa New York 


" y 


0 913 A hia, Pa 
APPARATUS DIV TEXAS INSTRUMENTS INC 
Lemmon Ave., Dallas 9 SEE ADV. C-75 


Bendix Aviatior “Bidg 


RADIO CORP. OF AMERICA Cavense woe tage 
PRODS. DEPT & de 
SEE ADV. C-76 

RCA V o 
Quebec 

Rheer 
Ave 


tor 


Intervalometers 


INSTRUMENT CO., 600-62 
M SEE ADV. C-93 


so «Br 


Shiawassee 


ABRAMS 
Lansing 
The Advanced Products 


APPARATUS DIV., TEXAS INSTRUMENTS INC 
Lemmon Ave., Da Texas EE ADV. C-75 

A Biedern ar Cc Instruments Labs., 1 
Airway, G 

Borg 4 


North 


adway 


as 9 


Gate, Calif 


Pacific Div. of D 

Angeles 45 

Defense Products Div., Fair 
Robbins Lane, Syosset 

DESIGNERS FOR INDUSTRY. INC 
Pkway., Cleveland 9, Ohio. SEE ADV 


Div Eigin Nat 


Daystrom 


Bivd Los 


d Camera & Instr 
sset, N. Y 
ument 
Ave 

Enterprises 
ilywood, ¢ 
a .W HAYDON CO., THE 
ry, Conn. SEE ADV. C-91 


Instr 


232 
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INVERTERS 


Itek Cor Waltham Mass 

JORDAN ELECTRONICS, DIV. OF VICTOREEN INSTRU- 
MENT CO., 3025 West Mission Rd., Alhambra, Ca 
SEE ADV. C-95 

Walter Kidde & Co 

ea ' 3171 
ngren Aircraft 
Torrance a 
dy Mfg 


oRDCO DIV. 


REVERE core oF AMERICA 845 N 
d EE aan. B- 7. 


Ww gford 


ginee ’ & 


‘ 


Sher dar Ny 
“BERMITE POWDER. ‘to 11120 ¢ 
SEE ADV. B- ‘40 


CONTRACT DIV., 15 
SEE ADV. C-71 


THE SEEBURG coRP 


ag 


Inverters 
AIRBORNE 
Ave 


CORP 


ACCESSORIES | 
SEE _ C- 2 


e, Mad 

Magnet 
Angeles 16 
Arnoux Cort 
geles 66 

Aviaparts n 


AVION DIVISION, ACF INDUSTRIES 
: - . 
Pat St. Alon SEE ADV. C-100, €-101 


Pitt St., Alexandria 
Mfg 


ine 


INC 


te C 
DESIGNERS FOR INDUSTRY 624 
SEE ADV. C-96 


Phway eveiang 9 
( 59 W. N 
THE ELECTRIC AUTO-LITE C 

ADV. 0-158 





INVERTERS 


Gilfillat Brothers, Inc., 
Angeles 6, Calif. 
Globe Industries, er 525 Main 
St., Belleville 
HALLAMORE ELECTRONICS CO. DIV., SIEGLER 
CORP., THE, 8352 Brookhurst Ave., Anaheim, Calif 
SEE ADV. C-79 
Hertner Electric Co., 
and 11, Ohio 
HOOVER ELECTRIC CO., 
Los Angeles 25, Calif, 
Hangar 2, Port Columbus 
Ohio. SEE ADV. C-97 
HYDRO-AIRE, INC. 3000 Winona Ave., 
SEE ADV. D-175 
Industrial Prods. Div, 
Corp., 15191 Bledsoe St 
Instrument Associates, 351 
Neck, N. Y 
International Res 
Santa Monica 
~— My Heintz, Inc., 


JORDAN ELECTRONICS, DIV. OF VICTOREEN INSTRU- 
MENT CO., 3025 West Mission Rd., Alhambra, 

Calif. SEE ADV. C-95 

Kaiser Aircraft & Electronics, Div., 
tries Corp Toledo Electronics Plant, 
437, Toledo 1, Ohio 

Kenyon Transformer Co., Inc., 
59, N. Y 

Walter Kidde & Co., 
NJ 


1815 Venice Bivd, Los 


Electronics Div., 


12690 Elmwood Ave., Cleve- 
2100 South Stoner Ave., 
Eastern Sls. & Serv., 
Airport, Columbus 19, 
Burbank, Calif 
International Tel. & Tel 
San Fernando, Calif 
Great Neck Rd Great 
Associates, 2221 Warwick Ave 
California 


17600 Broadway, Cleveland 1, 


Kaiser Indus- 
P. 0. Box 


840 Barry St., Bronx 


Inc., 256 Main St. Belleville 9 
J 

Kurz & Root Co 

Leach Corp., 18435 Susana Rd., 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Leland Electric Co., P. 0. Box 1060, Dayton, Ohio 

—_ Rotax Ae Box 115, Station H., Toronto 13 


MAGNETIC aM MPL “IFIERS, INC., 632 Tinton Ave., New 
York 55, N. Y. WEST COAST DIV., 136 Washing- 
ton St., El Segundo, Calif. SEE ADV. C-94 


Controls Co., 6405 Cambridge St 


Appleton, Wisc 
Compton, Calif. 


Inc., 50 So 


urray St., New 
345 Kansas St., El Segundo, 
Div., Borg-Warner Corp., 24700 North 
Rd., Bedford, Ohio 


Co 4101 San Fernando Rd., 
Government & Industria! Div., 
Ave., Philadelphia 44 
Inc Burlington 
Development . 
Salle, Montreal bec 
RED BANK DIV — AVIATION “CORP. 
town, N. J. SEE AD c-89 
The Ramo-Woo . dge sal P.O 
Station, Los Angeles 45, Calif 
Redmond Co., Inc., Owosso, Mich 
Smal! Motors, Inc., 2076 Elston Ave., Chicago 14, |! 
Southwestern Industrial Electronics, Inc., 2831 Post 
Oak Rd., P Box 13058, Houston 19, Texas 
bia 3 Sparton Corp., Sparton Electronics Div., Jackson, 
V ch 
Spectro 
Gabrie 
Stair Instrument Co., The, 
North Hollywood, Calif 
Sundstrand Aviation Div 
Co., 2421 lith St 
TKM Electric Corp 
ter 7, N.Y 
Telectro Industries Corp., 
Isiand City 1, N. Y 
Temco Aircraft Corp 0. Box 6191, Dallas, Tex 
TEXAS INSTRUMENTS, INC., 3609 Buffalo Speedway 
Houston, Texas. SEE ADV. C-75 
Topp Industries, Inc., 5221 West 102 St., Los 
Angeles 45, Calif 
Transva! Engineering 
Bivd., Culver City, 
United Control! Corp., 


4700 


Clement 
Canada 
Eaton- 


Box 45215, Airport 


1704 South Del Mar, San 


P. O. Box 341, Station 1, 


Sundstrand Machine Tool 
Rockford, Ill 
1160 University Ave Roches- 


36-16 37th St., Long 


Corp., 10401 Jefferson 
Calif. 


4540 Union Bay PI., 


West 
Seattle 5, 


Transistor Products Corp., 17 Brooklyn Ave., 
Westbury, N 
Varo Mfg. Co., Inc., 
Vickers, Inc., Electric Products Div., 
St. Louis 3, Missouri 
Western Design & Mfg 
Inc Bidg. 344, 
Calif 
Western Gear Corp., Electro Products Div., 
Colorado Bivd., Pasadena 1, Calif 
Westinghouse Electric Corp., 3 Gateway Center, 
Sox 868, Pittsburgh 30, Pa. 
Wincharger Corp., E. 7th & Division St., 
2, lowa 


2201 Walnut St., Garland, Tex 


1815 Locust St., 


Corp. Div., 
Santa Barbara 


U. S. Industries, 
Airport, Goleta, 


132 W 
P. O. 


Sioux City 


Irdomes 


American Optical Co., Marlboro St., Keene H. 
APPARATUS DIV., TEXAS INSTRUMENTS, ‘int, 6000 
Lemmon Ave., Dallas 9, Texas. SEE A ¢-75 
Farrand Optical Co., Inc., East 238tb ? & Bronx 

Bivd., New York 70, N. Y 
J. a Fecker, Inc., 6592 Hailton Ave., Pittsburgh 6, 
a 
McMillan Industrial 
Nortronics Div., 


Corp., Ipswich, Mass. 
Northrop Aircraft Inc., 
Prairie Ave., Hawthorne, Calif 


Pacific Optical Corp., 120 South 
Inglewood 1, Calif 


222 North 


Glasgow Ave., 


C-38 


PRECISION LAPPING CO. INC., , Clinton Ave., 


Valley Stream, N. Y SEE ADV. B-39 


Jacks, Electric 


Aerovox Corp., 740 Belleville Ave., 

Almo Radio Co., 913 Arch St 

— — — 300 Campbell! Ave 
Ontario, Ca 

AMPH ENOL ELECTRONICS CORP., 1830 
Ave., Chicago 50, Ii. SEE ADV C-106 

Co., 53 Worth St., New York 13, 


New Bedford, Mass 
Philadelphia, Pa 
Toronto 9, 


South 54th 


Electronic 
Cambridge Thermionic Cort $7 Concord Ave., Cam- 
Mass 

Canada Bartley ODr., 
Ontario, Canada 

8439 Stelier DOr sliver City, Ca 
855 35 St., N. E Cedar Rapids 


‘ 


General Radio Co., 275 Massachusetts Ave., Cambridge 
Mass 
HOOVER ELECTRIC CO., Sout toner Ave., Los 
Angeles 25, Ca ter Hangar 2 
Port Columbus Airport mbus 1 Ohio SEE 
ADV. C-97 
Javex, P. 0. Box 646, Redlands 
E. F. Johnson Co., 224 Second Ave., S. W 
Minn 
Kings Electronic c Marbledale Rd 
chester County ucka New York 
Lucas- Rotax Ltd 115, Statio 
Canada 
ndy Corp 
Molded Insulation : adelphia, Pa 
orth Electric Co., 55 arket St., Galion, Ohio 
Mamaron- 


Waseca 


West- 


Gien Head, N 


neck 
Superes Yonkers 
N 
Sw tchcrafe Inc., 5555 N 
p., The, Newbury 


459 Watertown 
Corp. of 


ork 16, N.Y 


Landing Aids, Electronic 


A R F. Products, In 7 ake St River Forest, 
BELL ~~ 8 oe CORP., Niagara 
Falls SEE ADV. A-46 


Company, 855 35t 


Bivd 
HYDRO-AIRE, INC. rbank 
SEE ADV. D-175 
Kahn & Co., Inc., 541 Windsor St., Hartford 
Lear, Inc 171 S. Bundy Dr., Santa Monica 
Measurement Engineering, Ltd 232 John St 
prior, Ontario, Canada 
° Inc Military Electro 
Clybourn Ave., Chicago 14 
Dowel! Rd., Phoenix, Ariz., 833¢ 
side, Calif 
Raiph M. Parsons Co., The, Electron 
DeLacey Ave., Pasadena, Calif 
Philco Corp., Government & Industrial Div 
Wissahickon Ave., Philadelphia 44, Pa 
Radiaphone Co., Inc., 600 East Evergreen 
Calif 
Raytheon Mfg. Co., Government Equipment Div 
Washington St West Newton, Mass 
Reeves Instrument Corp., Roosevelt Field 
N.Y 
Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
Lakeville Rds., Great Neck, N. Y 
Summers Gyroscope Co., 2500 Br 
Monica, Calif 
Webcor, Inc.-Military Sal 816 North 
Chicago 51, I! 


3000 nona Ave., B 


Monrovia 
1089 
Garden City, 
oadway Santa 


Kedzie Ave., 


Lugs, Cable (Electric) 


913 Arch St 


Aimo Radio Co., 
AMP INCORPORATED, 
87 


Philadelphia 
Harrisburg, Pa Ste. “ADV 
Ampheno! Canada Ltd., 
Ontario, Canada 
—_ | vty Corp., 32 Industrial Ave., 


BURNDY CORP., 
ADV. D-159 
Hallett Mfg. Co., 5910 Bowcroft St 

Los Angeles 16, Calif 
Kolton Electric Mfg. Co., 123 
Ave., Newark 5, N. J 
Vaco Products Co., 
th 


300 Campbell Ave., Toronto 9, 
Little Ferry, 
Omaton Div., Norwalk, Conn SEE 
Los Angeles 16, 
New Jersey Railroad 


317 East Ontario St., Chicago 11, 


Magnetometers 


Allied Res. Associates, Inc., 43 Leon St., Boston 1° 
Mass 
Burroughs Corp., Defense 
Ave., Detroit 32, Mich 
Canadian Applied Research Lt 
Toronto 16, Ontario, 
Dalmo Victor Co. Div 
trial Way, Belmont, C 
A. W. HAYDON CO. 
Waterbury, Conn SEE A 
Magnafilux Corp., 7328 
31, mH 
Minneapolis-Honeywel! Regulator 
1400 Soldiers Field Rd., Boston 
Minneapolis-Honeywel' Regulator Co 
ucts Group, Wayne & Windrim Aves 
44, Pa 
National 
Sherman St 
Varian Associates 
Palo Alto, Calif 


Sales Div., 6071 Seco 


1500 O'Connor Or 
1515 Indus 


THE, 232 North Eim St., 
DV. C-91 


West Lawrence Ave 


Co Boston Div., 
Mass 

Industria! Prod 
Philadelphia 


Company, iInc., Guided Missile Div 61 
Maidon, Mass 


Tube Div 611 Hansen Way, 


Magnetos & Parts 


Advanced Electronics, Inc 94 «Silas 
way, Rocky Hi Conn 
Air Re on Div., Robert L 
Bivd., Burbank, Calif 
AIRWORK CORPORATION, Municipa 
New Jersey. SEE ADV. D-201 
American Bosch Arma Corp., 320 Fulton Ave 
stead, N. Y 
rican Bosch Div Bosch Arma 
3664 Main St Springfield Mass 

Amnor Aviation Corp 514 Halstead Ave 
neck, WN. Y 

Bendix Aviation Corp sher 
Sidney, N. Y. SEE kov. C-77 

BENDIX AVIATION CORP., 
Mich 

British Thompson 
King St.. W Canada 

CONTINENTAL MOTORS CORP., AIRCRAFT ENGINE 
DIV., Muskegon, Mich. SEE ADV. A-52 

Lucas-Rotax Ltd., Box 115, Station H 

Canada 

In 230 Park Ave New 


Deane High- 


Hall Co., 3318 W. Bur 


Airport, M 


American 


Bidg Detroit 


SCINTILLA DIV., 
Houston Co Canada) Ltd 766 


Toronto, Ontario 


Ontario 


nd Aviation 


Magnets (To Specifications) 


A.P.W.C 
Aerovox 
Mass 
Allvac 
Arnold 
Crucible Steel Co 


Rockaway, N. J 
New Bedford, 


Main St 


o., 72 West 
Cc Belleville Ave 


Corp 740 
Metals Co., Box 611, Monroe, N. C 
Engineering Co Box G, Marengo 
of America, Henry W. Olive 
Melion Sq., Pittsburgh 30, Pa 
General Electric Co Meta 
11107 E. Eight Mile Dr., Detroit 32, Mich 
HALLAMORE ELECTRONICS CO DIV SIEGLER 
CORP., THE, 8352 Brookhurst Ave. Anaheim, Calif 
SEE ADV. C-79 
The Indiana Stee 
Metallurgical Products 
Box 237, Roosevelt 
Permag Corp., 214 Taaffee P 
Electronic 


Bidg., 


urgical Products Dept., 


Products Valparaiso, Ind 
Dept General Electric Co., 
Park Annex, Detroit 32, Mich. 
Brooklyn 5, N. Y 

Stackpole Carbon Co Comp. Div., St 
Marys, Pa 
Westinghouse 
P. 0. Box 868, 


Electric Corp 3 Gateway Center, 


Pittsburgh 30, Pa 


Magnetic Systems 


ACF Industries, Inc 750 Third Ave., New York 17, 
Y 


N 
Airpax Lauderdale, Fila 


655 W. Washingtor 


Products Co., Fort 

American 
Los Angeles 15, Calif 

APPARATUS DIV., TEXAS msrauaers, bw 
Lemmon Ave., Dallas 9, Texas. SEE ¢ 

Daimo Victor Co. Div., Textron, Inc., 1515 
trial Way, Beimont, Calif 

DI-AN 
Mass 


Bivd., 


Electronics 
6000 
Indus- 


Controls, Inc 40 Leon St., Boston 15, 


Electrosolids Corp 13745 Saticoy St Panorama 
City, Calif 

Found Brothers Aviation Ltd 
ton, Ontario, Canada 

General Electric Co 
11107 E. Eight Mile Dr., Detroit 32, Mich 

General Riveters, Inc Electro-Mechanical Div., 785 
Hertel Ave., Buffalo 7, Y 

Librascope inc., 808 
Calif 

Magnetic Research 
Bivd., Hawthorne, 
Megnetic Research, 
N 
Telemeter 
Angeles 64, 


Malton Airport, Mal- 


, Metallurgical Products Dept., 


Western Ave., Glendale 1, 


Corp., 3160 West E! Segunds 


Calif 


255 Grove St., White Plains, 


Magnetics, Inc., 2245 Pontius Ave., Los 


Calif 
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MOTORS 


Topp Industries, Inc., 5221 West 102 St., Los WacLine, Inc., 3 th St air St., Dayton 2, 0 Bedford ” 

Angeles 45, Calif Waugh Engineer ng ‘ Bur J Power nerators r 600 Stokes 
Western Design & Mfg. Corp. Div., U. S. Industries, California 

Inc., Bidg. 344, Santa Barbara Airport, Goleta, Westberg Mfg. Company as St ap RED BANK DIV., BENDIX AVIATION CORP 

Calif Calif owr Jj. SEE ADN. C-89 
Westinghouse Electric Corp., 3 Gateway Center, P. 0 Westinghouse Electric Corp 3 Gateway Cent F Robb ns Py Myers 

Box 868, Pittsburgh 30, Pa Box 868, Pittsburgh 30, Ohio 
Wickes Engineering & Construction Co., 12 St. & Weston Electrical Instrument C : na Yi 

Ferry Ave., Camden 4, N. J Ave., Newark 12, N. J 

Wright Engineering Co., 180 
1, Calif 


Ave 


Magnetizing Equipment 
Aircraft Appliances & Equipment, Ltd. 585 Dixon Microphones 


Side Rd., Box 177, Toronto 15, Ontario, Canada 
Berndt-Bach, Inc., 6900 Romaine St., Hollywood 38, Aimo Radio Co., 913 Arch 
_ California Altec Lansing Corp 1515 
Canadian Research Institute, 46 St George St., Anaheim, Calif 

Toronto 5, Ontario, Canada Cadillac Electron 
General Electric Co Metaliurgical Products Dept., N. Y 

11107 E. Eight Mile Or., Detroit 32, Mich Cossor (Canada) Lt 91-303 Windsor St.. WRIGHT MACHINERY CO. DIV., SPERRY RAND CORP 
Kahn & Co., Inc., 541 Windsor St., Hartford, Conn N. S.. Canada : : ; Box 2211 N SEE ADV. C-104 
Librascope, Inc., 808 Western Ave., Glendale 1 Industrial Products Div., Intelex 2 


Calif Thames St., New York 6, N. Y 


Magnaflux Corp 7328 West Lawrence Ave., - Internation ) Associat 2221 ar ’ 
cago 31, | — ‘Mon oc > “gad , Motors, Electric (AC) 


“ - Santa ca 
Metallurgical Products Dept., General Electric Co., . board 40 
~ ° tcnSoarc 6050 
Box 237, Roosevelt Park Annex, Detroit 32 c o i } Bundy Or 
: ar, Inc u *) 
Permag Corp., 214 Taaffee Pi., Brooklyn 5 ~ £ e weed ; 
Radio Frequency Laboratories, Inc., Boont ° 


Meters, Frequency ctacon Research Products, 421 rete 6 AIRBORNE ACCESSORIES CORP 

: side 5, N SEE ADV. C-72 
Aerojet-General Cort 6352 North Irwiqdale Ave RADIO ‘CORP. “OF — DEFENSE RLECTROMIES r-Marine Mot o Bayview Ave 

Azusa, California PRODS. DEPT.. Front Cooper , 2221 Barry Ave wre 

Airpax Products Fort Lauderdale, Fla SEE ADV. C-76 Re rch Mfg. C The et 
Ailmo Radio ( 913 Arch. St., Philadeiphia, Pa Resitron Labs., 2908 Nebraska t nica, Ca 

Inc Dunham Rd. Beverly, Mass Roanwell Corp., 662 Pacifi 

Mfg., Inc 10409 Meech Ave., Cleveland 5, Shure Brothers, Inc 

Telephonics C 
New York 7 niversa 

aiif 


Box 


Motor-Generator Sets 


ent ~ 


AEROTEST. LABORATORIES INC 129 
¥. SEE ADV. 0-194 
The Garrett rp., 9851 
Angeles 4 t 


655 


CORNELIUS co. THE 99 Ave. WN 
‘ M SEE ADV. 0-188 


ap 


anada 


CLIFTON PRECISION “PRODUCTS. CO INC., 9014 W 
ter Pike pow Coty, Po. See oe C-66, C-67 
“ t Daimotor Div., Yuba Consolidated 0. Box 
Genera Massachusetts am 149. 1385 Clay St anta C 
bridge, Mass o¢ Davidson & Associates 
Gyrex Cor; L Pennsylvania mt Gat Ca 
Monica, Ca ren 
Harvey-We 
1 nderne Ave 
co W. North Ave 
Electrical Engineering & Mfg. Cort 
Bivd., Los Angeles 16, Calif 
THE ELECTRIC AUTO-LITE CO., T 
ADV. 0-158 


LYCOMING “ow AVCO MANUFACTURING CORP 
Stratford SEE ADV. 3RD COVER 
Narda Micr ort The, 118-1 ? 
Mint Los Angeles 4¢ f 
New Londor strumemt C Inc ». B 1 peneral Electr va c River Re A. W. HAYDON CO., THE, 23: 
ndon 8. Conr ” homentind oa ; 7 . bury SEE ADV. C-91 


HOOVER ELECTRIC CO 
SEE ADV. C-97 
HYDRO-AIRE, INC 
SEE ADV. D-175 
Angeles 25, Cs rst erv., H © Ideal Elect 
ADV Colum 
Mfg P oe 
Ave Downey 
SANBORN CO., 17 
SEE ADV. C-69 
“Tae a ome erceprtuan ack "& Heintz, Inc., 17600 Broadway, Cleveland KATO ENGINEERING CO 
rat P n. SEE ADV. C-103 


Sperry 


Wainut St., Garlan é MOTOR GENERATOR CORP (HOBART BROS. AFF 
Madison Ave t Jackson at Wate 4 . SEE ADV. F-1 


Q 


Pesco F ts Div., Borg-Warne 24700 N 
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MOTORS 


Minneapolis-Honeywel! Regulator Co., Aeronautica! Div., 
2600 Ridgway, Minneapolis 13, Minn. 

Motordyne, Inc., 2661 South Myrtie Ave., Monrovia, 
Calif 

Motoresearch Co., 1600 Junction Ave., Wisc 

JOHN OSTER MANUFACTURING avionic DIV. 
1 Main St., Racine, Wis EE ADV. C-84 

te Moo iv. ba Tt Corp., 24700 North 


Bedfor: 
RED ‘BANK’ DIV. BENDIX AVIATION CORP., 
town, N. J. SEE ADV. C-89 
Redmond Co., Inc., 
J. R. Robbins Co., 
46, Calif 
Robbins & Myers, Inc., 


Ohio 

SERVO-TEK PRODUCTS CO., 
thorne 1, N. J. SEE ADV. 

Small Motors, Inc., 2076 Elston Ave., Chicago 14, I/! 

Stair Instrument Co., The, P. 0. Box 341, Station 1, 
North Hollywood, Calif. 

Talley Corp., The, Newbury Park, Calif. 

Task Corp., 1009 E. Vermont Ave., Anaheim, Calif 

U. S. Electrical Motors, Inc., Box 2058, Terminal 
Annex, Los Angeles 54, Calif. 

Universal! Electric Co., 300 East 
Mich 

Western 
Industries, Inc., 
Calif 

Western Gear Corp., P. 0. Box 192, 2600 E. 
Hwy., Lynwood, Oalif. 

Western Gear Corp., Electro Products Div., 
Colorado Bivd., Pasadena 1, Calif. 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa. 


Eaton- 


Owosso, Mich. 


9046 Sunset Bivd., Los Angeles 


1345 Lagonda Ave., Springfield, 


1086 Goffe Rd., Haw- 
C-103 


Main St., Owosso, 
Design & Mfg. Corp. Div., United States 
Santa Barbara Airport, Goleta, 


Imperia! 
132 W. 
P. 0. 


Motors, Electric (DC) 


Ade! Precision Products Div., General Metals Corp., 
10777 Vanowen St., Burbank, Calif. 

AIRBORNE ACCESSORIES he 1414 Chestnut Ave., 
Hillside 5, N. J. SEE ADV. C-72 

AiResearch Mfg Div., The Garrett Corp 
veda Bivd., Los Angeles 45, Calif 

R. C. Allen Aircraft Instrument Div., 
Business Machines, Inc., 333 Commerce, 
Grand Rapids, Mica 

Allied International Co. 
N.Y 

American Bosch Arma Corp 
stead, N. Y. 

American Electronics, Inc 
Los Angeles 15, Calif. 

B & B Distributors, 221 Greenwich St., 
N.Y 

Barber-Coiman Co., Rockford, Il! 

Bogue Electric Mfg. Co., 52 lowa Ave., 
N. J. 

British Thompson Houston Co. (Canada) Ltd., 
St., W., Toronto, Ontario, Canada 

Cadre Industries Corp., P. 0. Box 150, Endicott, New 
York 

Chicago Pneumatic Too! Co., 
York 17 Y 

ar — THE, 550 39 Ave 

Minn. SEE ADV. D-188" 

CLIFTON ” PRECISION PROD., Marple at Broadway, 
Clifton Heights, Pa. SEE ADV. C-66, C-67 

Cramer Controls Corp., Centerbrook, Conn 

Dalmotor Div. Yuba Consolidated Ind., Inc., 
Box 149, 1385 Clay St., Santa Clara, Calif 

Joe Davidson & Associates, P. 0. Box 108, South Gate 
Calif 

Delco Products Div., General Motors Corp 
First St., Dayton 1, Ohio 

Diehi Mfg. Co., 1203 Finderne Ave., 
N. J 

Dumore Co.,*1300 17 St., Racine, Wisc 

Eicor Div. 4059 W. North Ave. Chicago 39, Ill. 

= hey & Mfg. Corp., 4612 W. Jeffer- 
son Los Angeles 16, Calif 

THE “ELectRic AUTO-LITE CO., Toledo 1, Ohio. SEE 


Inc., P. 0. Box 666, Stamford 


9851 Sepul- 


R. C. Allen 
N. W,, 


230 Park Ave. New York 17, 


320 Fulton Ave., Hemp- 


655 W. Washington Bivd., 


New York 7, 


Paterson 3, 


766 King 


8 East 44th St.. New 


E., Minne- 


P. Oo 


329 East 


Somerville, 


Electric Indicator Co., 
Conn 

The Electric Prods. Co., 
land 12, Ohio 

General Electric Co., Apparatus Sis. Div., 
Schenectady 5, N. Y. 

Gladden Products Corp., 
Glendale, Calif 

Globe Industries, Inc., 
Ohio 

Gray & Huleguard, Inc., 
Los Angeles 46, Cali 

Grimes Manufacturing Co., 
Urbana, Ohio 

A. W. HAYDON CO. ha *. North Elim St., 
Waterbury, Conn. SEE . C91 

Hertner Electric Co., mae oan Ave., 
11, Ohio 

Holtrer-Cabot Divisions, National Pneumatic Co., Inc., 
125 Amory St., Boston 19, Mass 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
Los Angeles 25, Calif., Eastern Sis. & Serv., Hangar 
2, Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 

Howard Industries, Inc., Racine, Wisc. 

Hughes Tool Co., Aircraft Div., Florence & Teale 
Sts., Culver City, Calif. 

HYDRO-AIRE, INC., 3000 Winona Ave., 
Calif. SEE ADV. D-175 


1725 Clarkstone Rd., Cleve- 
1 River Rd., 
635 West Colorado Bivd., 
1784 Stanley Ave. Dayton 4, 


930 North Hancock Ave., 


515 Worth Russel! St., 


Cleveland 


Burbank, 


C-40 


The Ideal Electric & Mfg. Co. First & Oak Sts., 
Mansfield, Ohio 

Induction Motors 
N.Y 


Corp., 570 Main St., Westbury, 


Motors Div., PM Industries, Inc., 375 
Irvington, N. J 
17600 Broadway, 


Instrument 
Coit St., 
Jack & Heintz, Inc., 
Ohio 
Lear, Inc., 
Lear, Romeo Div., Lear, Inc., 
Leece-Neville Co., 1374 E. Silst St., 
Ohio 
Leland Electric Co., P. 0. Box 1060 
Lucas-Rotax Ltd., Box 115, Station H., 
Ontario, Canada 
Lundy Mfg. Corp., Glen Head, N. Y 
ag is-Honeywei! Regulator He 
Div., 2600 Ridgway, Minnea 
MONTROSE DIV., BENDIX AVIATION CORP, 
Montrose, Pa. SEE ADV. C-96 
Motordyne, Inc., 2661 South Myrtle Ave 
f 


Cali 

JOHN OSTER MANUFACTURING CO., Avionic Div 
1 Main St., Racine, Wis. SEE ADV. C-84 

Pesco Prods. Div —. ~ gage Corp., 24700 Worth 
Miles Rd., Bedford 

RED BANK DIV. BENDIX fmarion CORP., 
town, N. J EE A c-89 

Redmond Co., Inc., 

The Reflectone Corp., 

Robbins & Myers, Inc., 
field, Ohio 

SERVO- TEK PRODUCTS CO., 1086 Goffle Rd 
thorme 1, N. J. SEE ADV. C-103 

Smal! Motors, Inc., 2076 Elston Ave 
ll 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif 

Talley Corp., The, Newbury Park, Calif 

Task Corp., 1009 E. Vermont Ave., Anaheim, Calif 

Universal Electric Co., 300 East Main St.. Owosso 
Mich 

Western Design & Mfg. Corp. Div.. U. S 
Inc Bidg. 344, Santa Barbara Airport 
Calif 

Western Gear Corp., P. 0. Box 192, 2600 E. Im- 
perial Hwy., Lynwood, Calif 

Western Gear Corp., Electro Products Div., 
Colorado Bivd., Pasadena 1, Calif 

Westinghouse Electric Corp., 3 Gateway Center 
Box 868, Pittsburgh 30, Pa 

Wincharger C 


Cleveland 1, 


3171 S. Bundy Or., Santa Monica, Calif 
Elyria, Ohio 
Cleveland 3, 


Dayton, Ohio 
Toronto 13, 


—e tical 
South 


Monrovia 


Eaton- 


a Mich 
Post Rd., Stamford, Conn 
1345 Lagonda Ave Spring 


Haw- 
Chicago 14 


Station 1 


Industries 
Goleta, 


132 W 
P. 0 


Corp., Sioux City 2, lowa 


Motors, Fractional HP 


The Advanced Products Co 59 Broadway, North 
Haven, Conn 

- — Motors 369 Bayview Ave Amityville 

2221 Barry Ave., Los Angeles, Calif 

Aingoniie ACCESSORIES CORP 1414 Chestnut 
Ave Niside 5, N. J. SEE ADV. C-72 

AiResearch Mfg. Div The Garrett Corp 
Sepulveda Bivd., Los Angeles 45, Calif 

Allied International Co., 230 Park Ave 
17, Y 

American Bosch Arma Corp 
stead, N. Y 

American Electronics, Inc 
Los Angeles 15, Calif 

B & 8 Distributors, 221 Greenwich St 
N. Y 

Barber-Colman Co., Rockford, I/! 

Bendix-Pacific Div Bendix Aviation Corp 
Sherman Way, N. Hollywood, Calif 

Borg Equip. Div., George W. Borg C 
South Main St., Janesville, Wisc 

British Thompson Houston Co 
King St., W., Toronto, Ontario 

Cadre Industries Corp » © 
New York 

Chicago Pneumatic Tool Co., 8 East 
York 17, N. Y 

Columbia Commerce & Credit Corp., 1 East 53 St., 
New York 22, N. Y 

CORNELIUS CO., THE, 550 39 Ave. N. E 
apolis 21, Minn. SEE ADV. D-188 

Dale Products, Inc., Columbus, Neb 

Daimotor Div., Yuba Consolidated Ind., Inc., P. 0 
Box 149, 1385 Clay St., Santa Clara, Calif 

Joe Davidson & Associates, P. 0. Box 108 
Gate, Calif 

Deico Products Div., General Motors Corp 
First St., Dayton 1, Ohio 

Diehi Mfg. Co., 1203 Finderne Ave., Somerville, N. J 

Dumore Co., 1300 17 St., Racine, Wisc 


Eastern Air Devices, Inc., 385 Centra! Ave., 
N. H 


9851 
New York 


320 Fulton Ave., Hemp- 


655 W. Washington Bivd 


New York 7, 


11600 
orp The, 120 


Canada) Ltd., 766 
Canada 


Box 150, Endicott, 


44th St.. New 


Minne- 


South 


329 East 


Dover, 


Eicor Div., 4059 W. North Ave 

Electrical Engineering & Mfg. Corp 
son Bivd., Los Angeles 16, Calif 

Electric Indicator Co., Inc., P. 0. Box 666, Stamford 
Conn 

Electronic Communications, Inc 1501 
North, St. Petersburg, Florida 

Emerson Electric Mfg. Co., 8100 Florissant Ave., St 
Louis, Mo 

Friden, Inc., San Leandro, Calif 

G-M Laboratories Inc., 4300 
Chicago 41, Iil 

General Electric Co., Apparatus Sis. Div., 1 
Rd., Schenectady 5, N 

Gladden Products Corp., 
Glendale, Calif 


Chicago 39, Ill 
4612 W. Jeffer- 


72nd Street, 


North Knox Ave., 
River 


635 West Colorado Bivd., 


Globe Industries, Inc., 1784 Stanley Ave., Dayton 4, 


10 

Globe Industries, Inc., Electronics Div., 525 Main St., 
Belleville, N. J 

Gordon Enterprises, 5362 North Cahuenga Bivd 
Hollywood, Calif 

Gray & Huleguard, inc., 
Los Angeles 46, Calif 

A. W. HAYDON CO., THE, 232 North Elm St., 
bury, Conn. SEE ADV. C-91 

Hertmer Electric Co., 12690 Elmwood Ave., 
11, Ohio 

Holtzer-Cabot 


North 
930 North Hancock Ave., 
Water- 
Cleveland 


Divisions National Pneumatic Co., 
Inc., 125 Amory St., Boston 19, Mass 

HOOVER ELECTRIC CO., 2100 South Stoner Ave., 
Los Angeles 25, Calif., Eastern Sis. & Serv., Hangar 
2, Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 

Howard Industries, Inc., Racine, Wisc 

HYDRO-AIRE, INC., 3000 Winona Ave., Burbank, Calif. 
SEE ADV. 0-175 

Induction Motors Corp., 

Y 

Instrument Motors Div., PM Industries, Inc., 375 Coit 

St. Irvington, N. J 
Heintz, Inc., 


570 Main St., Westbury, 


17600 Broadway, Cleveland 1, 
Subsidiary of Standard 
Eimhurst 73, 


Instrument Corp 
80-08 45 Ave., 


Kolilsman 
Coil Prods. Co., Inc 
> - 

Lear, Inc., 3171 S. Bundy Or. Santa Monica, Calif 

Lear, Romeo Div., Lear, Inc Elyria, Ohio 

Leece-Neville Co., 1374 E. Sist St., Cleveland 3, Ohio 

Leland Electric Co., P. 0. Box 1060, Dayton, Ohie 

Lundy Mfg. Corp., Glen Head, N. Y 

Minneapolis-Honeywe Regulator Co Aeronautical 
Div., 2600 Ridgway, Minneapolis 13, Minn 

Motordyne, Inc., 2661 South Myrtie Ave., 
Ca if 

Motoresearch Co 1600 Junction Ave., Racine i 

JOHN OSTER “MANUFACTURING co., "AVIONIC DIV, 
1 Main St., Racine, Wis. SEE ADV. C-84 

“— ay oa oe a Corp 24700 North 

Bedford 

RED BANK DIV., BENDIX AVIATION CORP 
town, N. J. SEE A c-89 

Redmond Co., Inc me Mich 

Reynolds Electric Co., 3000 River Rd., 

J. R. Robbins Co., 9046 Sunset Bivd., Los 
46, Calif 

Robbins & Myers, Inc 
field, Ohio 

Sangamo Electric Co 

Servomechanisms, Inc 12500 


thorne, Calif 
SERVO-TEK PRODUCTS CO., 1086 Goffle Rd 
thorne 1, N. J. SEE ADV. C-103 
Small Motors, Inc., 2076 Elston Ave 
Talley Corp., The, Newbury Park, Calif 
Task Corp., 1009 E. Vermont Ave., Anaheim, Calif 
U. S. Electrical Motors, Inc Box 2058 Terminal 
Annex, Los Angeles 54, Calif 
Electric Co., 300 East 


Monrovia, 


Eaton- 
River Grove, Il. 
Angeles 
1345 Lagonda Ave., Spring- 


Springfield, Ii! 
Aviation Bivd Haw- 
Haw. 


Chicago 14, Ii. 


Main St., Owosse, 


Industries, 
Goleta, 


Western Design & Mfg. Corp. Div vu. S$ 
Bidg. 344, Santa Barbara Airport 

Calif 

Western Gear Corp., P. 0. Box 192, 2600 E 
Hwy., Lynwood, Calif 

Western Gear Corp., Electro Products Div. 132 W 
Colorado Bivd., —— 1, Calif 

Westinghouse Electric Corp., 3 Gateway Center 
Box 868, Pittsburgh "30 Pa 

WRIGHT MACHINERY CO. DIV. SPERRY RAND 
CORP., P. 0. Box 2211, Durham, N.C. SEE ADV 
c-104 


Imperial 


P. O. 


Motors, Instrument 


The Advanced Products Co 59 Broadway 
Haven, Conn 

AiResearch Mfg. Div., The Gar Corp., 9851 
veda Bivd., Los Angeles 45 Calif 

R. C. Alien Aircraft knstrument Div e 
Business Machines, Inc 333 Commerce 
Grand Rapids, Mich 

Angio Corp., 4333 Ravenswood Ave., Chicago 13 

B & B Distributors, 221 Greenwich St., New York 
N. Y 

Barber-Colman Co., Rockford 

A. Biederman, Inc., Precision Instr 
Airway, Glendale 1, Calif 

Borg Equip. Div —— w be rg Corp The, 120 
South Main St., Janes 

CLIFTON PRECISION PRODUCTS co INC., 9014 W 
Chester Pike, Upper Darby, Pa. SEE ADV C-66, 
C-67 

Columbia Commerce & Credit Corp ast 53 St., 
New York 22, N. Y 

Dalmotor Div., Yuba Consolidated Ind Inc P. O 
Box 149, 1385 Clay St., Santa Clara, Calif 

Joe Davidson & Associates, P. 0. Box 108 
Gate, Calif 

Daysirom Transicoil, Div., 
Montgomery County, Pa 

Diehi Mfg. Co., 1203 Finderne Ave., Somerville, N. J 

Thomas A. Edison Industries, Instrument Div., 49 Lake- 
side Ave., West Orange, N. J 

Electrical Engineering & Mfg. Corp., 
Bivd., Los Angeles 16, Calif 

Electric Indicator Co., Inc., 
ford, Conn. 

G-M Laboratories Inc., 
Chicago 41, Il! 
General Electric Co., 

Mass. 


uments Labs., 1045 


South 


Daystrom, Inc., Worcester, 


4612 W. Jefferson 


P. 0. Box 666, Stam- 


4300 North Knox Ave., 


Clock & Timer Dept., Ashiand, 
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ts Corp., 635 West Colorado Bivd., 0 Industries, Inc., 1784 Stanley £ ya n 4, tr nt re bsidiary of tandard 
: if ) 3 45 Ave : hurst 
Gordon Enterprises, 5362 North Cahuenga Bivd., ray & Huleguard, inc 930 th Hancoc 73 
North Hollywood, Calif Los Angeles 46, C Motordyne r 2 l th Miyrtie Ave Mon- 
Gray & Huleguard, In 930 North Hancock Ave., reenieaf Mfg. Co., 1 Maplewo In trig urt 
Las Angeles 46, Calif St. Louis 17, Mo JOHN OSTER MANUFACTURING CO., AVIONIC DIV., 
A. W. HAYDON CO., THE, 232 N. Elm St., Water- t ot ’ Instruments, | rton, 1 Ma t., Racine, W SEE ADV. C-84 
bury, Conn. SEE ADV. C-91 anga E r zfie 
Hertner Electric 12690 Elmwood Ave., Cleveland 
11, Ohio 
Holtzer-Cabot Divisions, National Pneumatic Co., | 
125 Amory St Boston 19, Mass 
Induction Motors Corp., 570 Main St., Westbury, N. Y HOOVER ‘ELECTRIC £0, 


D 37 es 25 CO 


strument Motors Div PM Industries, Inc 75 l s Ange 5 aste ‘ er Hanga l 
rport, Columbus 1 0 1 ADV. C-103 


oit St., Irvingtor 
KEARFOTT CO., INC “sus OF, GENERAL PRECI- ADV C- 7 
SION EQUIPMENT CORP., 1378 Main Ave Howard J 
N. J. SEE ADV. C- 83 : 
e & Hughes 2 


ver 
py 


% t ire r t a, N.J 
ge ees KEARFOTT CO. INC. SUB. OF GENERAL PRE- 
indy Mfg Cors Glen Hea craton ee CORP Main Ave 
Minneapolis-Honeywe Regulator eronaut ic C SEE ADV. A $3 
Div., 2600 Ridgway, Minnea M Kelv e 
MONTROSE DIV., BENDIX AVIATION CORP., 
Montrose, Pa. SEE ADV. C-96 
Mot raya In 2661 th Myrtle Ave Monrovia 
JOHN ‘OSTER ye neg gaa CO., AVIONIC DIV., v 3 0 ine 50-C , 
1 Main St., Re Wis ? ’ rado Siva : be " ay 
he inten re a Post s Le - Lear, | 3171 S. Bun ta Monic Calf WRIGHT MACHINERY CO DIV SPERRY RAND 
angamo Electric Co., Springfeld, | “ Lear ' ear, Inc., Elyria, Ohic CORP., F Box 2211, Durham, N SEE ADV 
ervomechanism . 125 Aviation Bivd., Graw-Edis . E I C-104 


thorne, Ca : 
Y s-Honeywe Regulator 


ny 120 


woene sms, Ir Mechatro! Div., 1200 Prospect “ — ~ . mautica . 
~~ _Pidguay, Minneapolis 13, Minn. =, Mounts & Mixers, Crystal, 


SERVO. TEK PRODUCTS CO., 1086 Goffe 2661 South Myrtle 
horre 1, N ADV La ; 
By td Ble F . e-103,* ~picage 1a JOHN OSTER MANUFACTORING CO. AVIONIC DIV Microwave 
- an § Racine, Wis EE Vv. C-84 


mechanism Me 
. oie . Westb 
Design & Mfg a | a 5. | io SERVO: TEK PRODUCTS CO., 1086 
eg Rigg ag Be we! Day 2 1, N. J. SEE ADV. C-103 
alif +f y G cor * Canad 
Western Gear Corg 1 00 E. Imper . . agi = 
Hwy.. Lynwood ; ~~ PUMORS AL... 
Western Gear Corp. Electra sem og, Call 
Colorado Bivd., Pasadena 1, Calif 
ae MACHINERY cO., DIV., SPERRY RAND 
OR Box 2211, Durham, WN. C. SEE ADV. 


bee 


C104 


Motors, Servo 


AIRBORNE ACCESSORIES CORP. 1414 C 
Hillside 5, N _SE E ADV. C-72 


AiResearch “Mfg. Div., The Garrett Corp ‘ Motors, Timing (Regulated, 


Sepulveda Bivd l Angeles 4s 


America gous raphengteatgen , Constant Speed) 


Navigation Devices, 
Specialized 


AC Lig do al DIV GENERAL MOTORS CORP 


ada 
: waukee 1, W SEE 


th St New Y 13 le F Jucts mt > 
" t c Yuba ted 2 F ADV D-167 
A justrie 


culFTON PRECISION PRODUCTS CO., INC. 9013 Box 149, 13 ay St ta Ch - 
hester Pike arby, Pa. SEE ADV. C-66 e David ssociates, Box 108 tt mS 


tead y 
APPARATUS DIV., TEXAS INSTRUMENTS INC 
e Ave ha > Texa SEE ADV 


AVION DIVISION, AcF INDUSTRIES, INC 
‘SEE ADV 


A. W ‘HAYOON CO., THE, 232 } “101 
ratert an. SEE ADV. C-91 


HOOVER ELECTRIC CO 


ADV. C-97_ 
duct Mot Ma 
N 
KEARFOTT CO., INC. SUB. OF GENERAL PRE- 
CISION EQUIPMENT CORP., 1378 Main Ave 

fton, \ SEE ADV. C-83 


Ss Stat 


al Electric 
Schenectady 
Globe Industries 
\ 


Belleville N 
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Ave., Montreal 16, P. Q., Ca 

Collins Radio Co., 855 35 St., 
lowa 

Columbia Commerce & Credit Corp., 
New York 22, N. Y 

Computing Devices of Canada, Ltd., Bells Corners, 
P. 0. Box 508, Ottawa 4, Ontario, Canada 

CRAIG SYSTEMS, INC., 360 Merrimack St., Lawrence, 
Mass. SEE ADV. D-193 

Dom Research Corp., Stoddard Bidg., P. 0. Box 521, 
Cocoa Beach, Fia 

Daystrom Transicoil, Div. 
Montgomery County, Pa. 

Dayton Aviation Radio & Equip. Corp., Dare, Inc., 
Hangar No. 2, Dayton Municipal Airport, Van- 
dalia, Ohio 

Defense Products Div., 
Corp., Robbins Lane, 

DETROIT CONTROLS PS ey 
100 Morse St., Norwood, Mass 

Donner Scientific Co., 888 Galindo St., 

Fairchild Camera & Instrument Corp., 
Syosset, N. Y 

Fairchild Guided Missile Div., 
Airplane Corp., Wyandanch, N. 

Farrand Optical Co., Inc., —_ 238th St. 
Bivd., New York 70, 

J. W. Fecker, Inc., 6592 taaitten Ave., 
6, Pa 

Federal Telephone & Radio Co. Div., International 
Tel. & Tel. Corp., 100 Kingsland Rd., Clifton, 

J 

Ford Instrument Div Sperry Rand Corp., 
Thomson Ave., Long Island City 1, N. Y. 

G. W. Galloway Co., 220 South First Ave., Ar- 
cadia, Calif. 

General Electric Co., Apparatus Sls. Div., 
Rd., Schenectady 5, WN. Y. 

Genera Electric Co., Heavy Military 
Equip. Dept., Syracuse, N. Y 

General Electric Co Missile & Ordnance Systems 
Dept., 3198 Chestnut St., Philadelphia, Pa. 

Genera! Precision Lab., Inc., 63 Bedford Rd., Pleasant- 
ville N.Y 

Gilfillan Brothers, Inc., 1815 Venice Bivd., Los An- 
geles 6, Calif 

Haller, Raymond & Brown, Inc., 
College, Pa 

Hastinas-Raydist, Inc 
Road, Hampton, Va. 

Hoffman Electronics Corp., 
3740 South Grand Ave 

ITT Laboratories, 
Callf 


nada 
N. E., Cedar Rapids, 


1 East 53 St., 


Daystrom, Inc., Worcester, 


— 23 : met ky Inst 


AMERICAN-STANDARD, 
SEE ADV. C-92 

Concord, Calif. 
Robbins Lane, 


Fairchild Engine & 
& Bronx 


Pittsburgh 


31-10 


1 River 


Electronic 


Science Park, State 


Newcomb Ave. Off Ivy Home 
Hoffman Laboratories Div. 
Los Angeles 7, Calif 

15151 Bledsoe St., San Fernando 


Instrument Development Labs. Inc., Sub. of Royal 
McBee Corp., 67 Mechanic St., Attleboro, Mass 
Itek Corp., 1606 Trapelo Rd., Waltham 54, Mass 
Jardur Aviation Co., 874 Broadway, New York 3, 

N. Y. 


— ELECTRONICS, DIV. OF VICTOREEN INSTRU- 
ENT CO., 3025 West Mission Rd, Alhambra, Calif. 


See ADV. C- 

KEARFOTT CO., INC., SUB. OF, GENERAL PRE- 
CISION EQUIPMENT CORP., 1378 Main Ave., 
Clifton, N. J DV. C-84 

Kollsman Instrument Corp., Subsidiary of Standard 
hy Co., Inc., 80-08 45th Ave., Elmhurst 


KOLLMORGEN OPTICAL CORP., 347 King St., 
Northampton, Mass. SEE ADV. ‘D-194, D-195 
Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 
Link Aviation, Inc., Hillcrest, Binghamton, WN. Y. 
Mast Development Company, Inc., 2212 E. 12th St., 

Davenport, lowa 
W. L. Maxson Corp., 
18, NW. Y 
Mechanics Res. Div., American Machine & Foundry Co 
1104 S. Wabash Ave., Chicago 5, Il! 
Minneapolis-Honeywell Regquiator Co., Aeronautical 
Div., 2600 Ridgway, Minneapolis 13, Minn 
National Company, Inc., Guided Missile Div., 61 
Sherman St., Malden, Mass. 
Nortronics Div., Northrop Aircraft Inc., 
Prairie Ave., Hawthorne, Calif. 
Ralph M. Parsons Co., The, Electronics Div., 151 
S. DeLacey Ave., Pasadena, Calif. 
Philco Corp., Government & Industrial Div., 
Wissahickon Ave., Philadelphia 44, Pa. 
Piasecki Aircraft Corp., Island Rd., International Air- 
port, Philadelphia 42, Pa 

Radiophone Co., Inc., 600 East Evergreen, 
Calif 

—_ CORP. OF AMERICA, DEFENSE ELECTRONICS 

PRODS. DEPT., Front & Cooper Sts, Camden, WN. J 

SEE ADV. C-76 

RADIO CORP. OF AMERICA, Princeton, 
ADV. C-76 

Rahm Instruments Div., 
Inc., 65 Rushmore St., Westbury, N 

Raytheon Mfg. Co., Government Equipment Div 
1089 Washington St., West Newton, Mass 

Ryan Aeronautical Co., Lindbergh Field, San Diego 
12, Calif 

Sanders Associates, Inc., 95 Canal St., Nashua, N. H 

Santa Barbara Research Center, Santa Barbara Air- 
port, Goleta, Calif. 

Schaevitz Engr. Co., P. 0 
N. J ‘ 

Schaevitz Engineering, 
Pennsauken, N. J 

THE SEEBURG CORP., 
Dayton St., Chicago 22, Il! 


The, 475 10 Ave., New York 


222 North 


4700 


Monrovia 


N. J. SEE 


American Machine & Metals 


Box 505, Camden 1 
Route 130 & Schaevitz Blvd 


CONTRACT DIV., 1500 N 
SEE ADV. C-71 


C-42 


Servomechanisms, Inc., 12500 Aviation Bivd, Haw- 
thorne, Calif. 
Skiatron Electronics T. V. 
New York 14, N. Y. 
Sperry Gyroscope Co. of Canada Ltd. 6011 Cote de 
Liesse Road, Montreal, Quebec, Cana 

Sperry Gyroscope Co. Div., Sperry Rand Corp. Mar- 
cus & Lakeville Rds., Great Neck, WN. 

Stavid Engineering Inc., U. S. Highway 22, " plainkeld, 
N 


Corp., 180 Varick St., 


J. 
Stromberg-Carison Div., General Dynamics Corp., 100 
Carison Rd., Rochester 3, New York 
Summers Gyroscope Co., 2500 Broadway, 
Monica, Calif 
Telectro Industries Corp., 


Island City 1, N. Y 

THOMPSON PRODUCTS, INC., General Offices, Cleve- 
land 17, Ohio. SEE ADV. D-170 

Vitro Corp. of America, 261 Madison Ave., New 
York 16, N. Y 

Waldorf Instrument Co 
ton Station, N. Y. 

Wallace & Tiernan, Inc., 25 Main St., 
N. J. 

Washington Technological! 
lins Ave., Rockville, Md 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa 

Wilcox Electric Co., 1400 
City 27, Mo. 


Santa 


36-16 37th St., Long 


Electronics Div., Hunting- 


Belleville 9, 


Associates, Inc., 979 Rol- 


Chestnut St., Kansas 


Navigation Systems, 
Airborne 


AC SPARK PLUG DIV., GENERAL MOTORS CORP., 
1925 Kenilworth Place, Milwaukee 1, Wis. SEE 
ADV. D-167 

ACF Industries, Inc 
N.Y 

Admiral Corp., 
Illinois 

Aero Service Corp., 
phia 20, Pa 

Airborne Instruments Lab. Div., Cutler-Hammer, Inc 
160 Old Country Rd., Mineola, N. Y 

Allied International Co., 230 Park Ave., 
17, N 

American 


750 Third Ave., New York 17, 


3800 Cortland St Chicago 47, 


210 E. Courtland St., Philadel- 


New York 


Bosch 


Hempstead, N. Y 

APPARATUS DIV., TEXAS INSTRUMENTS, INC., 6000 
Lemmon Ave. Dallas 9, Texas. SEE ADV. C-75 

Atlas Precision tong ~ Co., Castor & Kensington 
Aves., Philadelphia, Pa 

AUTONETICS, DIV. OF NORTH AMERICAN AVIATION, 
INC., 9150 E. Imperial Hwy., Downey, Calif. SEE 


Arma Corp., 320 Fulton Ave., 


Place, Paramus 
Bendix 
Mich 


ADV. C-100 
AVION DIVISION, ACF ee INC., 


11 Park 
N. J 101 
Corp 9 


E ADV. C-100, 

Aviation Fisher Bidg., Detroit 2, 

Bendix-Pacific Div Bendix 
Sherman Wa N. Hollywood 

BENDIX RADIO DIV., BENDIX AVIATION CORP, E. 
Joppa Rd., Baltimore 4, Md. SEE ADV. C-70 

A. Biederman, inc Precision Instruments Labs., 
045 Airway, Glendale 1, Calif 

Brubaker Electronics, Inc 3652 
Culver City, Calif 

Canadian Applied Research Ltd., 1500 
Toronto 16, Ontario, Canada 

Canadian Marconi Co., Aviation Dept 
Ave., Montreal 16, P. Q., Canada 

Collins Radio Co. of Canada, Ltd., 11 
Toronto 16, Ontario, Canada 

Collins Radio Company, 855 35th St., N. E., 
Rapids, lowa 

Columbia Commerce & Credit Corp., 
New York 22, N. Y 

Computing Devices of Canada, Ltd., Bells Corners, P. 0 
Box 508, Ottawa 4, Ontario, Canada 

Daystrom Transicoi! Div., Daystrom, Inc., 
Pa 

Dayton 
Hangar No. 2, Dayton Municipal Airport, 
Ohio 

Decca Navigator System, Inc., 
York 16, N.Y 

Decca Radar (Canada) Ltd., 23 Six Points Rd, 
18, Ontario, Canada 

DETROIT CONTROLS DIV., AMERICAN-STANDARD 
100 Morse St., Norwood, Mass. SEE ADV. C-92 

DI-AN Controls, Inc., 40 Leon St., Boston 15, Mass 

Bendix Aviation Corp Teterboro 
N. J 

Electronic Communications, In 1501 
North, St. Petersburg, Florida 

Electronic Specialty Co., 5121 San Fernando Rd., Los 
Angeles 39, Calif 

Federal Telephone & Radio Co. Div., International Tel 
& Tel. Corp., 100 Kingsland Rd., Clifton, N. J 

Ford Instrument Div., Sperry Rand Corp., 31-10 Thom- 
son Ave., Long Island City 1, N. Y 

G. W. Galloway Co., 220 South First Ave., 
Calif 


Aviation Corp., 


11600 


Eastham Drive, 
O'Connor Dr., 
2442 Trenton 
Bermondsey Rd 
Cedar 
1 East 53 S& 


Worcester 


Aviation Radio & Equip. Corp., Dare, Inc., 
Vandalia, 


386 Fourth Ave., New 


Toronto 


Eclipse-Pioneer Div 


72nd Street 


Arcadia 

Genera! Communication Co., 681 Beacon St., Boston 15 
Mass. 

General Electric Co., Apparatus Sis. Div., 1 River Rd 
Schenectady 5, N. Y 

General Electric Co., Light Military Electronics Dept 
French Rd., Utica, N. Y 

Electric Co., Missile & Ordannee Systems Dept., 

Philadelphia, Pa. 


Genera 
3198 Chestnut St., 


INC., MECHANICAL DIV., 1620 
Minneapolis, Minn. SE fE ADV 


MILLS, 
N. E, 


GENERAL 
Central Ave., 
c-90 

General Precision Lab., 
ville, N. Y 

Gilfillan Brothers, Inc., 
6, Calif. 

Hastings-Raydist, Inc., 
Road, Hampton, Va 

Hoffman Electronics Corp., Hoffman Laboratories Div 
3740 South Grand Ave., Los Angeles 7, Calif 

Hughes Aircraft Co., Culver City, Calif 

ITT Labs. Div., International Tel. & Tel 
Washington Ave., Nutley, N. J 

Itek Corp., 1606 Trapelo Rd., Waltham 54, 

KEARFOTT CO., INC., SUB. OF, GENERAL PRECISION 
EQUIPMENT CORP., 1378 Main Ave., Clifton, N. J 
SEE ADV. C-83 

Librascope, inc., 808 
Calif 

Kolisman 
Coil Prods. Co., Inc 
N.Y 

Lear, Inc., 3171 S 


Inc., 63 Bedford Rd., Pleasant 
1815 Venice Bivd., Los Angeles 


Newcomb Ave. Off Ivy Home 


Corp., 50 


Western Ave Glendale 


Subsidiary, of Standard 


Etmhurst 75 


Instrument Corp 
80-08 45 Ave., 


Bundy Or., Santa Monica, Calif 
Magnavox Co., The, Industrial & Defense Prods. Div 
2131 Bueter Rd., Ft. Wayne, Ind. 
Marconi’s Wireless Telegraph Co., Ltd. 
St.. New York 4, N. Y 

W. L. Maxson Corp., The, 475 10 Ave., 
N. Y 

Mechanics Res. Div., American Machine & Foundry Co 
1104 S. Wabash Ave., Chicago 5, Il! 

Minneapolis-Honeywel! Reguiator Co., Aeronautical Div 
2600 Ridgway, Minneapolis 13, Minn 

Nationa! Aeronautica! Corp., Commerce Drive, Ft 
ington, Pa 

National Company, Inc., Guided Missile Div., 61 Sher- 
man St., Maiden, Mass 

— Division, United a Corporation, Wiley 
Street, Milford, Connec 

PACKARD- BELL ELECTRONICS CORP., TECHNICAL 
PRODUCTS DIV., 12333 West Olympic Bivd., Los 
Angeles 64, Calif. SEE ADV. C-73 

Philco Corp., Government & Industria! Div 
sahickon Ave., Philadelphia 44, Pa 

— Aircraft Corp., Island Rd., 

A 42, Pa 
RADIATION, INC., 0. Box 37 
C- 


05 

RADIO “CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts, Camden, WN. J 
SEE ADV. C-76 

Rahm Instruments Div., American Machine & Metals 
Inc., 65 Rushmore St., Westbury, N. Y 

Raytheon Mfg. Co., Government Equipment Div 
Washington St., West Newton, Mass 

Republic Aviation Corp., Farmingdale, N. Y 

Resde! Engineering, 330 S. Fair Oaks Ave. Pasadena, 
Calif 

Ryan Aeronautica! Co., 
Calif 

Sanders in «~ Inc “ Canal St., Nashua, N. 

Schaevitz P Box 505, Camden 1, N. J 

THE SEEBURG CORP., CONTRACT DIV., 1500 N. Day- 
ton St., Chicago 22, Ill. SEE ADV ¢-71 

Servomechanisms, Inc., 12500 Aviation Blvd, Haw- 
thorne, Calif 

Skiatron Electronics T. V. Corp 
York 14, N. Y 

The Sparton Corp., 
Mich 

Sperry Gyroscope Co. 


23-25 Beaver 


New York 158 


Wash 


4700 Wis- 
International Air- 


Melbourne, Fla. SEE 


1089 


Lindbergh Field, San Diego 12, 


180 Varick St., New 


rn 


Sparton Electronics Div., Jackson 


of Canada Ltd., 6011 Cote de 
Liesse Road, Montreal, Quebec, Canada 

Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
& Lakeville Rds., Great Neck, N. Y 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif 

Stavid Engineering Inc., U 
N. J. 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carlson Rd., Rochester 3, New York 

Summers Gyroscope Co., 2500 Broadway 
Calif 


Station 1 


S. Highway 22, Plainfield 


Santa Wonica 


Telectro Industries Corp., 36-16 37th St., Long Island 
City 1, Y 

Waldorf Instrument Co 
Station, N. Y 

Webdcor, Inc., M 
Chicago 51, II! 

Westinghouse Electric Corp., 3 Gateway 
Box 868, Pittsburgh 30, Pa 

Wilcox Electric Co., 1400 Chestnut St., 
27, Mo 


Oscillators 


Almo Radio Co., 913 Arch St., 
Airborne Instruments Lab., Inc 
Huntington Station, N. Y 
Amerac, Inc., Dunham Rd 
American Missile Products Co 
Lawndale, Calif 
American Time Products, Inc., 580 Fifth Ave. New 
York 36, N. Y 
Arenberg Ultrasonic 
Boston, Mass 
Bach-Simpson Limited, 1255 Brydges St., P 
484, London, Ontario, Canada 
BEHLMAN ENGINEERING CO., 2911 
Burbank, Calif. SEE ADV. C-92 
Bell & Gosset Co 8200 WN, Austir 
Grove, II! 
Bendix-Pacific Div 
man Way, N. Hol 


Electronics Div., Huntington 
tary Sales, 816 North Kedzie Ave., 
Center, P. 0 


Kansas City 


Philadelphia, Pa 
1345 New York Ave., 


Beverly, Mass 


15233 Grevillea Ave 


Laboratory, Inc 94 Green St., 
Winona Ave., 
Morton 


Bendix Aviation Corp 
ywood, Calif 
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PHASEMETERS 


Bulova Res. & Devel. Labs., 62-10 Woodside Ave Century Electronics & Instruments, | 614 Frelinghuysen 
Woodside 77, N. Y Tulsa, Okla 
C. G. Electronics Corp., P Box 8345, 15000 Centra Consolidated Pasa 
S. E., Albuquerque, N. M a a 
Cadillac Electror 53 Worth St.. New York 1 Canada 
N.Y Canada 
Sanadian Research tute, 46 St. George St., Toront e E DuMont 
5, Ontario, Canada 
J Instrumentat Cor 4201 Redwood Ave 


Inc 
Electrodynamics Corp 
Pasadena 


Ltd 


11a ‘ 
s Angeles 66, Calif 
tronix, Inc., 34 eander St 


haven Co., The, Route 1 Livingston 

DESIGNERS FOR INDUSTRY, INC., 4241 

eveland 9 t SEE ADV. C- 

Dymec, Inc 395 Page M Rd., Pa 4 

norg. & Prod. Div Dynar Electronics-New 

In 73-39 Woodhaven Bivd slendale, N 
ontrols O 1 Allen Ave slendale 


. 


Box 253, Princeton, N 

275 Massachusetts Ave 

Ave Los Angeles 
ectronics Div 2 Main St 27, N. Y 

SANBORN CO., 1 

SEE ADV. C-69 


Cambridge Pkwy mdr ic 
k e 


2233 Federa 


Mass 

INDUSTRIAL TEST EQUIPMENT CO., 55 1 
New York 3, N. Y. SEE ADV. 0-206 t é d 

TEXAS INSTRUMENTS, INC ? edway er-Har 15 North 

Houston, Texas, SEE ADV. C-75 W 

Juct i 244 THE ELECTRIC AUTO-LITE 

eiphia 25, Pa ADV. 0-158 


Oscilloscopes 


ELECTRICAL INSTRUMENT CC 
eveiand SEE ADV. C-82 


Phasemeters 


AL TEST EQUIPMENT C 
¥. SEE ADV. O 


New 


George 
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PHASEMETERS 


Ave.. Newark 12, W. J A Pd at Electric Co., A atus 
Wright Seanten Co., 180 E. California St., Pasa- Platforms, Gyro-Stabilized a 5,  Y a 
GENERAL MILLS, INC., MECHANICAL DIV. 1620 


dena 1. Calif 
AC SPARK PLUG DIV., GENERAL MOTORS CORP. Central Ave., N. E., Minneapolis, Minn. SEE ADV. 
1925 E. Kenilworth Place, Milwaukee 1, Wis. SEE 


2 ADV. 0-167 Greenleaf Mfg. Co., 7814 Maplewood Industrial Court, 
Photoelectric Cells Aerofiex Corporation, The, 34-06 Skillman Ave., Long St. Lovis 17, Mo 
Island City 1, N. Y ITT Laboratories, 15151 Bledsoe St San Fernando, 


Almo Radio Co., 913 Arch St. Philadelphia, Pa A ad = Associates, Inc., 43 Leon St., Boston 15, Calif 
DATA INSTRUMENTS DIV., TELECOMPUTING CORP. KEARFOTT CO., INC., SUB. OF GENERAL PRECI- 
2838 Saticoy St., North Ho itywood, Calif SEE AUTONETICS, DIV. OF NORTH AMERICAN AVIATION SION EQUIPMENT ‘CORP., 1378 Main Ave., Clif 
ADV. 8-41 INC., 9150 E. Imperial Hwy., Downey, Calif. SEE ton, N. J. SEE ADV. C-83 
Epico, Inc., 154 Nassau St.. New York, N. Y ADV. C- 100 Lear, Inc., 3171 S Bundy 
Farnsworth Electronics Co. D Internationa! Tele- BELL AIRCRAFT CORP., Niagara Falls Bivd., Niagara F. B. Maclaren & Inc 
phone & Te Corp., 3700 E. Pontiac St Ft Falls, N. Y. SEE ADV. A-46 ington Station, 
Wayne, Ind Bendix Aviation Corp Eclipse-Pioneer Div Teter Minneapolis-Honeywe! Regulator 
Genera! Electric Co., Apparatus Sis. Div., 1 River Rd boro, N. J Div., 2600 Ridgway 
Schenectady 5, N. Y COC Control Services, Inc 400 S. Warminster Rd Nortronics Div Northrop A 
Hoffman Electronics Corp., Semiconductor Div., 930 Hatboro, Pa Prairie Ave., Hawthorne, Cal 
Pitner Ave., Evanston, | Chicago Aerial Industries, |! 1980 Hawthorne PTOmechanisms, Inc 26 
= ared ~ a es, inc 163 Highland Ave., Need- Melrose Park, |! un. Y 
am He 94 Daimo Victor Co. Div Textron, Inc., 1515 Indus- RADIO CORP. OF AMERICA 
INTERNATIONAL RECTIFIER CORPORATION, 1521 E tria b~ Belmont, Calif ADV. C-76 
Grand Avenue, E! Segundo. Calif. SEE ADV. C-78 Donner jentific Co . Ga 9 t Soncord, Sperry Farragut Company 
JEM Electronics Corp., 743 Circle Ave., Forest Park Cc Corp., Bristol, Tennessee 
I tr Co., 8100 rissant Ave t Sperry Gyroscope Co., Div., Sperry 
Calif ut & Lakeville Rds. Great Neck 
restone Pkwy Sterling Precision Corp 17 
y 


Sis. Div., 1 River 


Librascope, Inc., 808 Western Ave., Glendale 1, N 
Resitron Labs., 2908 Nebraska, Santa Monica, Calif \ . : 
Vickers, Inc., Electric Products Div., 1815 Locust ron 0 Washington, N 
St., St. Lowis 3, Missouri F Ra Sore 3 Summers Gyroscope 
Waldorf Instrument Co., Electronics Div., Huntington Monica, C 
Station, N. Y G Ss 
Weston Electrical Instrument Corp., 614 Frelinghuysen Rd Schenectady 5, N Irvington 
Ave.. Newark 12, N. J GENERAL MILLS, INC., MECHANICAL DIV 1620 Universal Match 
entral Ave., N. & ane apo \ SEE ADV 5841, St. t 
30. Washington 


Mat'r 
nn 2500 


© + * M. Giannin Co., I 918 East Green St., more 29, Md 
Pickups (Vibration, Pressure Pn Pag es ay = 
° Greenleaf Mf Co 7814 Mag ood 6 Industria P. 0. Bo 8 Pitts rgh 

& Displacement) Court, St. Couls 17, We SS 
tT Laborator es, 15151 Bledsoe St San Fernando 
Bendix-Pacific Div., Bendix Aviation Corp., 11600 ; ; 
Sherman Way, N. Hollywood, Calif KEARFOTT CO., INC. SUB. OF GENERAL PRECI- Potentiometers, Linear 
Berley Dexter Lab., Inc., 50 Frankfort St., Fitch- ange EQUIPMENT CORP. 1378 M Ave 
burg, Mass N. 4. SEE ADV. C-83 Aerovox 
Bristo! Co Box 1790-A. W., Waterbury Lear, Inc 3171 S. Bundy Dr Santa Monica, Ca uM 
20 or F. B. Maclaren & Cc In 2 West 18 St dunt- ‘ Electror 
Colorado Ave., Santa Monica ngton 
Maxson Cor t, 475 10 Ave., New York 18 Aimo Radio 
Analogue 
Meta Products N. Y 
ton Electronic Labs 


Statior somerville 4 


y 


Canadian Research Institute, 46 St. George St., Toronto 
5, 0 Canada Miller Research er t 
ollins Corp., 2820 Hullett St., Long Beach Inc 2215 Russe!! St Bait re 30, Md Ant 
Calif Minneapolis-Honeywel! Regulator ‘ N. Y 
Consolidated Electrodynamics Corp., 300 North Sierra Div., 2600 Ridgway, Minneapolis 13, Minn B & H INSTRUMENT CO., INC 3479 W 
Madre Villa, Pasadena, Calif Norden Division, United Aircraft Corpora ' Bivd., Fort Worth 7, Tex SEE ADV. A- a. 
Crescent Engrg. & Res. Co., 5440 N. Peck Rd, El Street, Milford, Connect Borg Equip. Div., George W 
Monte, Calif Northrop Aircraft 222 r rairie ve., South Main St., Janesville Wis 
The Decker Corp., 45 Monument Rd., Bala-Cynwyd Hawthorne, Calif Bourns Laboratories, Inc Pp D 
Pa wPTOmechanisms, Inc., 216 East ond St., Mineola, side, Calif 
Dynametr cs Corp., Northwest Industrial Park, Burl- » Cadillac Electronic Co., 53 Worth St., New York 
ngton, Mass Sanders Associates Inc., 95 Can t., Nashua N. 
Electro Products Laboratories, Inc., 4501 North Ravens- N. H Chicago Aerial Industries, Inc 1980 Hawthorne 
wood Ave., Chicago 40, tT Sperry Farragut Company, Division of Sperry Rand Melrose Park, Ili 
— Corp., 161 East California St., Pasadena 1, Corp., Bristol, Tennessee Chicago Telephone Supply Co., 1142 W. Beardsley 
Sperry Gyroscope Co. of Canada, Ltd., 6011 Cote Ave., Elkhart, Ind 
FAIRCHILD CONTROLS CORP., Se DIV., de Liesse Road, Montreal, Quebec Circuit Instruments, Inc., 2801 
225 Park Ave., Hicksville, N. Y. SEE . C-68 Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus Box 11628, St. Petersburg 
Ferranti Electric, Ltd., Industry — ‘on Den- & Lakeville Rds., Great Neck, N. Y Clarostat Mfg. Co., Inc., Do 
nis, Toronto 15, Ontario, Canada Sterling Precision Corp., 17 Matinecock Ave., Port G. L. Collins Corp., 2820 H 
Genera! Radio Co., 275 Massachusetts Ave., Cambridge, Washington, N. Y Calif 
Mass Summers Gyroscope Co., 2500 Broadway, Santa Computer ay pane Corp 
G. M. Giannini & Co., Inc., 918 East Green St., Monica, Calif stead 
Pasadena, Calif Telectro Industries Corp., 6-16 37th St., Long COLVIN LAgS., “inc, 364 G 
Guiton Industries, 212 Durham Ave., Metuchen, N. J Island City 1, N N. J. SEE ADV. 8-39 
Corp The, 3003 Pennsylvania Ave., Santa Townsend Engineered Prods Inc 805 S. McClay oe Ds on & Associates 
Monica, Calif St., Santa Ana, Calif 32 
Products Corp., 7832 Balboa Bivd., Van Nuys, U. S. Time Corp., Gyro Div., 76 N. Broadway, Irving- aystrom ct of, Daystre 
f ton, N. Y nm 45, Calif 
Engineering, 322 East Beach Ave., Englewood, Universal Match Corp., Armament Div., P. 0. Box aystrom Transic Daystror 
lif 5841, St. Louis 21, Mo n count 
Kistler Instrument Corp., 15 Webster St., N. Tona- Washington Aluminum Co., Inc Dept. 175, Balti- efen se Product c 
wanda, N. Y more 29, Md “Robb ms Lane L 
Kollsman Instrument C . Westinghouse Electric Corp 3 ben 2 Center, JeJur-Amsco -01 
ry Corp., Subsidiary, of Standard P. 0. Box 868, Pittsburgh 30 Island City 


~~ Co., Inc., 80-08 45 Ave., Elmhurst 73, WHITTAKER GYRO DIV., TeLécowPuTiNG CORP., Edcliff Instruments, 1711 S 
16217 Lindbergh St., Van Nuys, Calif. SEE ADV. rovia, Calif 
Land-Air, Inc., 7444 West Wilson Ave., Chicago 31, 8-41 FAIRCHILD CONTROLS CORP., apenas DIV 
rt 225 Park Ave., Hicksville, N. Y SEE ADV. C-68 
- Mfg oa, P. 0. Box 1825, New Haven 8, Conn PI fe - — Controls Co., 801 A Ave te 
andre! d 
4g mcustries, Inc., 5134 Glenment, Heusten, a rms, inertia Genera! Radio Co., 275 Massachusetts , Cambridge 
Mas 
Massa Div., Cohu Electronics, Inc., Hingham, Mass AC SPARK PLUG DIV., GENERAL MOTORS CORP., ‘ a as <a he fe an’ 
G. M ini Co., c., 918 Eas reen St 
Meco Inc., 1401 S. Marshall, Paris, Ill. pay 5. Steere Place, Milwaukee 1, Wis. SEE Pasadena, Calif . 
Potter Aeronautical Corp., Route 22, Union, N. J. Aerofiex Corporation, The 34-06 Skillman Ave., Long Helco Products Corp., 7832 Balboa & Van Nuys 
Propulsion Development Labs., 1120 E! Segundo Island City 1, N. Calif 
Bivd., E! Segundo, Calif American Bosch arms Corp., 320 Fulton Ave Helipot Div., Beckman Instrument Inc 
SANBORN ha 175 Wyman St., Waltham 54, Mass Hempstead, N. Points Rd., Toronto 18, Ontario, Canada 
SEE ADV ¢69—O ; AUTONETICS, DIV. OF NORTH AMERICAN AVIATION, E 
INC., 9150 E. Imperial Hw Downey, Calif. SE ‘3 Helipot Div., Beckman Instruments, Inc., Fullerton 
senvense. INSTRUMENT, 640 Terminal Way, " ” Calif 
Costa Mesa, Calif. SEE ADV. C-105 pent AIRCRAFT CORP., Niagara Falls Bivd., Niagara Hoffman Electronics Corp., Hoffman Laboratories Div 
Southwestern Industrial Electronics, Inc., 2831 Post Falls, N. Y. SEE ADV. A-46 3740 South Grand Ave., Los Angeles 7, Calif 
Oak Rd., P. 0. Box 13058, Houston 19, Texas Bendix Aviation Corp., Eclipse-Pioneer Div., Teter- Howell Instrument [o., 3101 Trinity, Fort Worth 
Telectro Industries Corp., 36-16 37th St., Long boro, WN. J Texas 
Island City 1, N. CDC Contro! Services, Inc., 400 S. Warminster Rd., HUMPHREY, INC., 2805 Canon St., San Diego, Calif 
Ultradyne, Inc., P. ; Box 3308, 2624 San Mateo, Hatboro, Pa SEE ADV. C-74 
E., Albuquerque, N. M. Chicago Aerial Industries, Inc., 1980 Hawthorne, Instrumem Div., American Electronics, Inc., 9503 West 
WacLine, Inc., 35 South St. Clair St., Dayton 2, Melrose Park, Ii! Jefferson Ave., Culver City, Calif 
Ohio Donner Scientific Co., 888 Galindo St., Concord, Calif Ketay Dept., Norden Div., United Aircraft Corp., 
Waugh Engineering Co., 7842 Burnet Ave., Van Nuys, Emerson Electric Mfg. Co., 8100 Florissant Ave., Commack, N. Y. 
California St. Louis, Mo Litton Industries, 336 North Foothill Rd. Beverly 
WIANCKO ENGINEERING CO., 255 N. Halstead Ave., Firestone Tire & Rubber Co., 1200 Firestone Pkwy., Hills, Calif 
Pasadena, Calif. SEE ADV. ¢-103 Akron 17, Ohio P. R. Mallory & Co., Inc., 50 South Gray St., 
(Wright Engineering Co., 180 E. California St., Pasa- Ford Instrument Div., Sperry Rand Corp., 31-10 Indianapolis 6, Ind 
Calif. Thomson Ave., Long. Island City 1, N. Markite Corp., 155 Waverly Pl., New York, N. Y 


+> 
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POWER SUPPLIES 


Servemechanis 12500 
thorne, Calif 

SERVONIC INSTRUMENT, 64 
Mesa, Calif. SEE ADV. C-105 


Ww a 


Power Supplies, AC & DC 


AMP INCORPORATED 
C-86, C-87 


RIES 


AIRBORNE ACCESSO 
“ J N SEE ADV 


RP 


A 


& H INSTRUMENT CO., INC. 3479 Ww. V 
Bivd.. Fort Worth 7, Tex. SEE ADV. A-51 
» Equig Div george W. 8B rt Th 


Sorg 


BEHLMAN ENGINEERING C 
ene . SEE AD 
179 


ADV 


FAIRCHILD CONTROLS CORP., COMPONENTS DIV 
22° k Ave, Hicksville, N. Y. SEE ADV. C-68 
t and 1 ) ; < ae 
Me S 
FAIRCHILD CONTROLS CORP., COMPONENTS DIV 
225 Park Ave., Hicksville, N. Y. SEE ADV. C-68 


THE ELECTRIC AUTO-LITE 
ADV. 0-158 
Calif ; = ae Pores 
fiman § 
3740 
Howe 
Texas 
HUMPHREY, INC 
SEE ADV. C-74 
Instrument 0D 


viv 
West Jeffersor 
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City, Calif. 

Emerson Electric Mfg. Co., 
St. Lovis, Mo 

Empire Devices Products Corp., 37 Prospect St., Am- 
sterdam N Y 

Engineered Electronics Co., 
Ana, Ca 

Engrg. & Prod. Div., Dynamic 
Inc 73-39 Woodhaven Bivd., 

Espey Manufacturing Co Inc 
New York 19, New York 

Farnsworth Electronics Co., Div. of International Te 

3700 E. Pontiac St., Fort Wayne, Ind. 

Ferranti Electr Ltd.. Industry Street, Mount Dennis, 
Toronto 15, Ontario, Canada 

Flite Tronics, Inc 3312 Burton Ave., Burbank 

Genera ations Co., 681 Beacon St 


8100 Florissant Ave., 


506 East First St., Santa 


Electronics-New York 
Glendale, N. Y 
200 West 57 St 


+ 


Te “orp 


Apparatus Sis. Div., 1 River Rd 
y 


Rectifier Plant, Mountain View 


275 Massachusetts Ave Cam- 


ctronics Div., 525 Main St., 
7814 Maplewood Industrial Court, 

Mo 
ransformer Co 
therford, N. J 
Industries, Inc 


301-303 Hackensack St., 

J Durham Ave., Metuchen 
N. J 

Hamner Electron 
N. J 
Harvey-Wells 
Mass 
Hertner 
11, Ohio 

Hewson Co Inc The, 443 
N. J 

Home! ite 


N.Y 
HOOVER ELECTRIC CO., 2100 South Stoner Ave., Los 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 2 
Port Columbus Airport, Columbus 19, Ohio SEE 
ADV. C-97 
HYDRO-AIRE, INC. 
SEE ADV. D-175 
1. Oo. E. A Inc 
26, Ind 
Industria 
15191 
Internat 


ics Co., 0. Box 531, Princeton, 


Electronic North St., Southbridge 


12690 Elmwood Ave., Cleveland 


ciectric 


Broad St Newark 2, 


Division of Textron Inc Port Chester, 


3000 Winona Ave., Burbank, Calif 


7900 Pendleton Pike, Indianapolis 
Prods. Div., International Tel. 
Bledsoe St., San Fernando, Cal 

ona! Res. Associates, 2221 Warwick Ave 

California 
1606 Trapelo Rd., Waltham 54, Mass 

17600 Broadway, Cleveland 1, 


& Tel. Corp., 
f 


Santa 


Monica, Ca 
Itek Corp 
a & Heintz, Inc., 


JORDAN ELECTRONICS, DIV. OF VICTOREEN INSTRU- 
MENT 


CO., 3025 West Mission Rd., Alhambra, Calif 
SEE ADV. C-95 

Kahn & Co., Inc., 541 Windsor St., Hartford, Conn 

craft & Electronics, Div., Kaiser Industries 

Toledo Electronics Plant, P. O. Box 437 


4 Church St., Wethersfield 


131-38 Sanford Ave., Flushing 


256 Main St., Belleville 9 


Krohn-Hite Cor 580 Massachusetts Ave., Cambridge 
39, Mass 

Kurz & Root Co Wisc 

Wilson Ave 


Appleton, 


7444 West Chicago 31 


nics Mfg. Corp., 7254 Atoll Ave., North 
Calif 
18435 Susana Rd., Compton, Calif 
3171 S. Bundy Dr., Santa Monica, Calif 
Levinthal Electronic Prods., Stanford Industrial Pk., 
Palo Alto, Calif. 
Ling Electronics, Inc., 
Culver City, Cali 
Litton Industries 
Hills, Calif 
Longren Aircraft Co., Inc., 
Torrance, Calif. 
Lucas-Rotax Ltd., 
Ontario, Canada 
Lundy Mfg. Corp., Glen Head, N. Y. 
Magnetic Controls Co., 6405 Cambridge St., 
apolis 16, Minn 
MAGNETIC AMPLIFIERS, INC., 632 Tinton Ave., New 
York 55, N. Y. WEST COAST DIV., 136 Washington 
St., El Segundo, SEE ADV. C-94 
Magnetic Research Corp., 3160 West E! Segundo Bivd., 
Hawthorne, Calif. 
P. R. Mallory & Co., Inc., 
dianapolis 6, Ind 
Mandre! Industries, Inc., 
Tex 
Manson Laboratories, Inc., 
ford, Conn 
J. A. Maurer, Inc., 
N.Y 


9937 West Jefferson Bivd 


336 North Foothill Rd Beverly 


24751 Crenshaw Bivd., 


Box 115, Station H, Toronto 13, 


Minne- 


Calif 


50 South Gray St., In- 


5134 Glenmont, Houston, 


375 Fairfield Ave., Stam- 


37-01 31 St., Long Island City 1, 
Minneapolis-Honeywell Regulator Co., Aeronautical Div., 
2600 Ridgway, Minneapolis 13, Minn. 


Moloney Electric Co., 5390 Bircher St., St. Louis 20, 
Mo. 


(HOBART BROS. AFF.), 
SEE ADV. F-1 


Racine, Wisc 
Islip, N. Y 


MOTOR GENERATOR CORP. 
Jackson at Water St., Troy, Ohio. 


Motoresearch Co., 1600 Junction Ave., 
Munston Mfg. & Service Inc., Beech St., 


C-46 


Kenilworth, N. J 
Ontario St., Burbank, 


negie Ave 
2979 N 


NJE Corp., 345 Car 
NYT Electronics, Inc 
Calif 
Nationa 
man St 
Neff Instrument Corp 

dena, Calif 
Neutronic Associates, 93-14 l0lst Ave Ozone Park, 
N.Y 
North Electric Co., 553 S. Ma 
Northeastern Engineering, Inc 
ford St — ~ N.H 
Opad Electr ork 7, N.Y 
PACKARD- BELL. ELECTRONICS con TECHNICAL 
PRODUCTS DIV., 12333 West mpic Bivd., Los 
Ca ‘SEE ADV. C-7 


5 Kansas 


Company, Inc., Guided Missile Div., 61 Sher- 
Maiden, Mass 
2211 E. Footh Bivd., 


Pasa- 


ket St Galion, Ohio 


P. 0. Box 150, Bed- 


Segundo 
Fernando Rd 
1, Patterson 


s Div Borg-War Corp 24700 North 
Miles Rd., Bedford 
Polytechnic Res. & Dev. Co D2 
Brooklyn 1, WN. Y 
Polytron Engrg., Inc 
1, Md 
Power Sources, Inc., Burlington 
Pylon Electronic Development C td., 161 Clement 
St., Ville LaSalle, Montreal 32, Quebec, Canada 
Radio Frequency Laboratories Boonton, N. J 
=~ mn ey dge —?. P. 0. Box 45215, Airport 
Angeles 
RED “BANK DIV. BENoI AVIATION corp 
town, N. J. SEE A 
Reed Research, Inc St N. W 
Washington, D. C 
Reiner Electronics 
Easton, Pa 
Rheem roducts [ 11711 Wood- 


ve Ca 
SANBORN co., 175 Wyman St 
SEE ADV. C-69 
Sangamo Electric Springfield 
Schaevitz — 0. Box 505 Camden 1 
Seaview Ele Co., 406 Main St., Avon, WN 
THE SEEBURG LORP CONTRACT DIV., 1500 N 
cago 22, | SEE ADV. C-71 
nicondu aap Devices Summit, N. J 
oia Wire & Cat *) 295 Ontario St 
ank Ca 
Servomechanisms 
K iP ng Ave 
Servomechanisms, In 
thorne Ca ‘ 
Servomechanisms 


Tillary St 


32 West Biddle St., Baltimore 


Eaton- 


Glendale Sts., 


Waltham 54, Mass 


ton St 


‘ 
Rexdale Blvd. & 
Canada 


Canada) 
Toronto 1 
12 haw 


1200 Prospect 


Norwalk 


Conn 


Ave WestDury 
SORENSEN & CO 
EE A - 
Southwestern | trial E n c., 2831 Post 
Dak Rd ox 1 on 19, Texas 
The Sparton S ctron Div., Jackson 


Del Mar, San 
Marcus 
Wash- 


Denver, 


Sundstrand Aviat on 

Co 2421 llth 

ndstrand Turbo 

Calif 

undstrand Turbo 

Taffet Radio & Television Co 

Expressway W., Woodside 77 

Talley Corp., The, Newbury Park, Calif 

Task Corp., 1009 E. Vermont Ave., Anaheim, Calif 

Telectro Industries Corp., 36-16 37th St., Long 
City 1 N. Y 

THOMPSON PRODUCTS INC., 

Cleveland 17, Ohio. SEE ADV 

Topp Industries, inc 
Angeles 45, Calif 

Townsend Engineered Prods., Inc., 805 S 
Santa Ana, Calif 

Trans Electronics, Inc 7349 Canoga Ave., 
Park, Calif 

Transval Engineering Corp 
Bivd., Culver City, Calif 

Ultradyne, Inc., P. 0. Box 
N. E.. Albuquerque, N 

United Electrodynamics Div., United Geophysical Corp., 
1200 S. Marengo St., Pasadena, Calif 
S. Dynamics Corporation, 1250 
Boston 20, Massachusetts 

Universal! Transistor Products Corp 
Westbury, N. Y 

Varo Mfg. Co., Inc., 2201 Walnut St., 

Vickers, Inc., Electric Products Div., 
St. Louis 3, Missouri 

Vitro Corp. of America, 261 
York 16, N. Y. 

Webcor, Inc.-Military Sales, 816 North Kedzie Ave., 
Chicago 51, Ill. 

Western Design & Mfg 
Industries, Inc., Santa Barbara 
Calif. 

Western Gear Corp., Electro Products Div., 
Colorado Bivd., Pasadena 1, Calif 


Isiand 
GENERAL OFFICES, 
D-170 = 

5221 West 102 St Los 
McClay St 
Canoga 
10401 West Jefferson 
3308, 2624 San Mateo, 
Columbus Ave 


17 Brooklyn Ave., 


Garland, Tex 
1815 Locust St 


Madison Ave., New 


United States 
Goleta, 


Corp. Div., 
Airport, 


132 W 


Westinghouse Electric Corp., 3 
Box 868, Pittsburgh 350, Pa 
Wickes Engineering & Constructio 

Ave., Camden 4, N. J 
Wincharger Corp., E. 7th & Division 
lowa 


Probes, Microwave 


354 Main St 


City 1, N 
Canoga Corp 955 Sepulveda 
Daven Co., The, Route 10, Livingsto 
Dayton Aviation Radio & quip 
Hangar No. 2, Dayton 
DeMo yrnay- Bonard 
Pasadena, Calif 
Diamond Antenna 
Wakefield, Mass 
Douglas ay ge 
Mt. Vernon, N 
Electronics & X-Ray Dts F-R Vv 
26-12 Borough P Woodside 77, N. Y 
Gabriel Electronics Div., Gabriel Co., The 
cent Rd.. Needham Hogts., 94, Mass 
G. W. Galloway Co 220 South First Ave 
Calif 
Gulton Indu es. 212 Durham Ave.. Metuchen 
KEARFOTT CO. INC SUB OF —. PRECISION 
EQUIPMENT CORP., 1378 Mz N. J 
SEE ADV. C-83 
Lieco Inc., 3610 
Meridan Metalcraft, Inc 
Calif 
71 Okner Pky Livingston, N 
Associates, Inc., No 
ngton, Mass 
Narda Microwave Corp., The 
Mineola, N. Y 
Philco Corp Government & 
Wissahickon Ave.. Ph ladelph 
Polytechnic Res. & Dev 
Brooklyn 1, N.Y 
Prodelin, Inc 307 Bergen Ave 
Sperry Gyroscope Co. Div., Sperry 
& Lakeville Rds., Great Neck 
Topp Industries, Inc., 5221 West 
geles 45. Calif 
WacLine, Inc., 35 South St. C 
Wave ne Inc Pp 9 Box 
Jersey 


& M 


rowave 


Oceanside Rd., Oceanside, N. Y 


8739 South Millergrove Drive 


rthwest 


Radar, Airborne 
— aetestrten Int. 0 r e k 17 


ac. SPARK PLUG otv.. GENERAL MOTORS CORP 
925 E. Kenilworth Place, M SEE 
ADV 0-167 
Admiral Corp., 3800 Cort 
Airborne Instruments Lab. 
160 Old Country Rd 
Albano Co., Inc., 555 
American Bosch Arma 
stead N. Y 
A —_ og” ly» r Corp 5 S 
01 30th St ia 
APPARATUS. DIV., TEXAS INSTRUMENTS. "ie 60 
Lemmon Ave., Dallas 9, Texas. SEE ADV. C-75 
Atlas Precision age Co Castor & Kensington 
Aves.. Philadelohia 
AUTONETICS, OV. OF NORTH AMERICAN AVIATION 
INC., 9150 E. Imperial Hwy., Downey, Ca SEE 


waukee 1, Wis 


ADV. C-100 
AVCO MANUFACTURING CORPORATION 
DIVISION, a4 Arlington Street 
Ohio. SEE B-2 
Bendix R.t, ‘cons Fisher Bidg 
Bendix-Pacific Div Bendix Av ~ 0 
Sherman Way, N. Hollywood 
BENDIX RADIO DIV., BENDIX AVIATION CorP 
Joppa Rd., Baltimore 4, Md. SEE ADV. C-70 
Brach Mfg Corp., 200 Central Ave., Newark 4 
Bristol Aircraft Western) Ltd P Box 
Stevenson Field, Winnipeg Manitoba, Canada 
Brubaker Electronics, Inc., 3652 Eastham Drive 
City, Calif 
Cadiliac Electronic Co., 53 Worth 
N.Y 
Canadian Applied Research Ltd 
Toronto 16, Ontario, Canada 
Canadian Aviation Electronics, Ltd 
Station 0, Montreal 9, Quebec, Canada 
Canoga Corp., 5955 Sepulveda Bivd., Van Nuys 
Collins Radio Company, 855 35th St. N 
Rapids, lowa 
Cossor (Canada) Ltd 
N. S., Canada 
Daystrom Instrument Div., 


Pa 
= _.., yr LABORATORIES, Internationa! 
Angeles 45, Calif. SEE ADV. 8-42 
pet Mak ‘TaBoraTorits. AEROPLASTICS CORP 
6901 Imperial Highway, Los Angeles, Calif see 


ADV. B-42 
DESIGNERS FOR INDUSTRY, IWC., 4241 
Pkway, Cleveland 9, Ohio EE ADV. C-% 
Allen 8. DuMont Lab., Inc., 760 Bloomfield Ave, 
Clifton, N. J. 


CROSLEY 


301-303 Windsor St., Halifax 


Daystrom, in Archbald 


Fulton 
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MECHANICAL DIV 


GENERAL MILLS, INC. 
tral Ave., N SEE ADV 


C-90 


NORTH AMERICAN AVIATION, INC te 
Airt Ange + lif. SEE ADV. C-100 
D-166 

PACKARD-BELL ELECTRONICS CORP 
PRODUCTS DIV., 12333 West y 
Angeles 64 f. SEE ADV. C-73 


ythe vitg ve 


TECHNICAL 


RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT. F 4 er St ’ , 
SEE ADV. C-76 


RADIO CORP. OF AMERICA, F et N SEE 
ADV. C-76 


R 


ginee > Route 3 & 


ayt 
kiat 


Pennsauke N 
THE SEEBERG CORP. CONTRACT DIV 
Dayton St hicago 22 


SEE ADV 


, Mo 


Radar, Precision Approach 


‘ira Corp 32 tland 
borne Instr 
160 Old Country 


“mS Lad viv 

Rd., Mineola, 

Andrew California Corg 941 
Calif 


Cutler-Hamn 
N.Y 
Marylind 


Atias Precision Products Co 
Aves., Philadelphia, Pa 
Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 
BENDIX RADIO DIV., BENDIX AVIATION CORP., £ 
Joppa Rd., Baltimore 4, Md. SEE ADV. C-70 


Castor & Kensington 


1959 AVIATION WEEK/SPACE TECHNOLOGY 


RADIO EQUIPMENT 


CORP. OF AMERICA, DEFENSE ELECTRONIC 


EE 


é 


PACKARD-BELL ELECTRONICS CORP., TECHNICAL 
PRODUCTS DIV., 12333 W 
Angeles 64 f SEE ADV. C-73 


Radar, Surveillance 


AC SPARK PLUG DIV. GENERAL MOTORS CORP 
sens © Mitenstes Nis. SEE 


ADV. D-167 
ACF " vet 


ALY 


BENDIX RADIO DIV., BENDIX AVIATION CO 
ppa Rd., Bait SEE A 


TEXAS INSTRUMEN 


x SEE A 


APPARATUS DIV 


AVCO MANUFACTURING CORPORATION, CROSLEY 
IVISION 2 Arlingt tree , 
° SEE ADV. B-2 CRAIG SYSTEMS, INC 
‘ >. 112-03 fase se Point SEE ADV. D-19 
BENDIX AVIATION CORP 
$ Md. SEE ADV. C-7 


BENDIX RADIO DIV 


DESIGNERS FOR 


THE HALLICRAFTERS COMPANY 
A e ) 3 SEE ADV 


a r ff 


ept yra ¢ N 


enera!l Elect ght 


Fre Rd tica, N. Y 
GENERAL MILLS, INC., MECHANICAL DIV. 162 
tral A N M inneag SEE ADV 


C-90 


jughes A 


elsey-Mayes 
hich 


n Ind st es 

Hills, Calif 
Magnovox Research Laborator 

Los Angeles 64, Calif 
Marconi’s Wireless Telegraph 

St New York 4, WN. Y 
W. L. Maxson Corp., The, 475 10 Ave 
N. Y 
otorola, Inc., 
Clybourn Ave., 


rv) n 


Military Electronics Div 
Chicago 14, I! 8201 
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RADIO EQUIPMENT 


Iil,, 8201 E 
Indiana Ave., 


McDowe!! 
Riverside 


Clybourn Ave., 
Rd. Phoenix, Ariz., 
Calif 

Munston Mfg. & Service Inc., Beech St., Islip, N. Y 

National Company, inc., Guided Missile Div., 61 
Sherman St., Maiden, Mass 

Nems-Clarke Co., 919 Jesup Biair Dr., 
Ma 

Phiico Corp., 
Wissahickon Ave., 

Radi ae Co., Inc 


RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
ae Ah ry 81 Fromt & Cooper Sts., Camden, N. J 


SEE C-7 

RADIO tone OF AMERICA, Princeton, N. J. SEE 
ADV. C-76 

RCA Victor Co., Ltd 
Quebec, Canada 

Raytheon Mfg. Co 
1089 Washington St., 

Reiner Electronics Co., Inc 
Easton, Pa 

Schaevitz Engr. Co P. 0. Box 505, 


N. J 

THE SEEBURG CORP., CONTRACT DIV., 1500 N 
Dayton St., Chicago 22, |! SEE ADV. C-71 

Servo Corp. of America, 2020 Jericho Turnpike 
New Hyde Park, N. Y 

Skiatron Electronics T. V. Corp., 
New York 14. N.Y 

The Sparton Corp., Sparton Electronics Div., 
Mich 

James S. Spivey, Inc 
ington 14, D. C 
Stewart Warner Electronics Div.. Stewart Warner 
Corp., 1300 N. Kostner Ave., Chicago 51, Il! 
Stromberg-Carison Div., General Dynamics Corp., 100 
Carison Rd., Rochester 3, New York 

Taffet Radio & Television Co., 27-05 Brooklyn- 
Queens Expressway W., Woodside 77, N. Y 
Telectro Industries Corp 36-16 37th St.. Long 
Island City 1, N. Y 

Tele-Dynamics, Inc 
phia 31, Pa 

Topp Industries 
Angeles 45, Calif 

Varo Mfg. Co., Inc.. 2201 

Webcor Inc Military 
Ave., Chicago 51, Ill 

Wells Gardner & Co 
Chicago 39, I! 

Western Design & Mfg. Corp., Div., U. S. Industries 
Inc., Bidg. 344, Santa Barabra Airport, Goleta 
Calif 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburg 30, Pa 

Westrex Corvoration, 2¢ Martincock Ave., 
ington, N 

Wilcox Electric Co 1400 
City 27 


Radiosondes 


3800 


Chicago 14, 
8330 


Silver Spring 
Government & Industrial Div 4700 


Philadelphia 44, Pa 
600 East Evergreen, Monrovia, 


1001 Lenoir St., Montrea 


Government Equipment Div 
West Newton, Mass 
Centre & Glendale Sts 


Camden 1, 


180 Varick St 
Jackson, 


4908 Hampden Lane, Wash- 


5000 Parkside Ave., Philadel- 
5221 West 102 St Los 


Garland, Tex 
Kedzie 


Walnut St., 
Sales, 816 North 
Kildare St 


2701 North 


P. 0 
Port Wash 


Chestnut St., Kansas 


Admiral Corp 
Illinois 

Automatic Mfg. Div., General 
Gouverneur St.. Newark 4, N 
BJ Electronics Borg-Warner Corp., 
Ave. P. 0. Box 
Bendix 
Mich 
Cooper 


Cortland St., Chicago 47, 


Instrument Corp., 65 


3300 Newport 
1679, Santa Ana, Calif 
Aviation Corp Fisher Bidg., Detroit 2, 


Development Corp., 2626 S. Peck Rd., Mon- 
calif 
The cute 10, Livingston, N. J 
& Prod. Div. Dynamic Electronics—New York, 
Inc 73-39 Woodhaven Bivd.. Glendale, N. Y 
General Electric Co., Li _  ecterie Electronics Dept 


French Rd., Utica 
GENERAL —_ ‘ine. ‘WECHANICAL DIV., 1620 
Minneapolis, Minn. SEE ADV 


Central Ave 
C-90 
LaPointe Industries, Inc., 155 W. Main St., Rock- 
ville, Conn 
Mast Development Company, Inc 
Davenport, lowa 
Molded Insulation, 335 €E 
Pa 


2212 E. 12th St 


Price St., Philadelphia 

Motorola, Inc., Military Electronics Div., 2710 N 
Clybourn Ave., Chicago 14, | 8201 E. McDowe 
Rd Phoenix, Ariz 8330 Indiana Ave., River- 
side, Calif 

Munston Mfg. & Service Inc 
National Company, Inc Guided Missile Div., 61 
Sherman St., Maldon, Mass 

oe Co., Inc., 600 East Evergreen, 
Cal 


Beech St., Islip, N. Y 


Monrovia 


Skiatron Electronics T. V. Corp., 180 Varick St., 
New York 14. N. Y 
SPACE CORP. P. 0. Box 
SEE ADV. 6-161 
The Sparton Corp., 

son, Mich 
Telectro Industries Corp., 
Island City 1, N. Y 
Topp Industries, Inc., 
geles 45, Cal 


5175, Dallas 22, Texas 


Sparton Electronics Div., Jack- 


36-16 37th St., Long 


5221 West 102 St., Los An- 
nited Electrodynamics Div., United Geophysical Corp., 
1200 S. Marengo St., Pasadena, Calif 

Vitro Corp. of America, 261 Madison Ave., New 
York 16, N. Y 

Western Design & Mfg. Corp. Div., U. S. Industries, 
Inc Bidg. 344, Santa Barbara Airport, Goleta, 
Calif 


C-48 


Radomes 


Aerophysics Development Corp., P Box 689, Santa 
Barbara, Calif 
Air Cruisers Div The Garrett Corp., Monmouth 
County Airport, Hwy. 34, Box 180, Belmar, N. J 
Albano Co Inc 555 W 34 «St New York 19, 
N y 
Andrew 
mon 
ARROWHEAD. PRODUCTS, Curry St., 
Calif. SEE ADV D-187 
Berger Srothers Co The, 135 
Haven, Conn 
— — <9 ke Collender G of 
enue, Toronto 
THE. BRUNSWICK- BALKE-COLLENDER. "C0. DEFENSE 
PRODUCTS BIV., 1700 Messier St 
SEE ADV. B-46 
C. T. L. Inc, 316 W. 4th St 
Chamberlain Aviation, Inc., Akr c 
Continental Can Co., Honeycomb Products 
42 St., New York 17, N. Y 
Cooper Development Corp 2626 S$ Peck Rd 
Monrovia. Ca 
Corning Glass 
N. Y 
Dom Research Corp., Stoddard 
Cocoa Beach, Fia 
© Victor Co. Div., Textron, Inc 1515 Industria! 
Way, Beimont, Calif 
C. R. Daniels, Inc., Daniels, Md 
Diamond Antenna & Microwave -Corp 
Wakefield, Mass 
Emerson Cuming, Inc., 
Mass 
Emerson Plastics Corp., 
N.Y 
Eubanks Industries Inc Fiberglass 
E. 11 Ave., Hialeah, Fila 
Firestone Tire & Rubber Co 
Akron 17, Ohio 
Fleet Mfg. Ltd., Gilmore Road, Fort Erie 
Canada 
Gabriel Electronics Div., Gabriel Co., The 
cent Rd.. Needham Hghts. 94, Mass 
Garrett Corp., The, Air Cruisers Div Monmouth 
County Airport, Hwy. 34, Box 180, Belmar, N. J 
Glaceramic Products Div Industrial Corp., 
P. 0. Box 150 
Gladding, McBean & C 1 Le Bivd., Los 
Angeles, Calif 
Goodyear Aircraft Corp 
Ohio 
Haveg Industries, Inc., 900 
ton 8, De 
Honeycomb Co. of America, Inc 
Avenue Bridgeport Conn 
Hughes Aircraft Co Culver City, Calif 
Irving Air Chute Co 1315 Versailles Rd., 
ton, Ky 
Kidde, Walter & Co. of Canada, Ltd., 5500 Royal- 
mount Ave., Montreal 9, Quebec, Canada 
Walter Kidde & Co., Inc., 256 Main St., Belleville 9, 
N 


Ca _ Corp., 941 € Marylind, Clare- 


Long Beach 


Derby Ave New 


— Ltd 38 


100 East 


Works, Tech. Products Div., Corning, 


Bidg P. 0. Box 


7 North Ave 


869 Washington St., Canton 


1383 Seabury Ave., Bronx 61 


Prods 2855 


1200 


Firestone Pkwy., 
Ontario, 


135 Cres- 


Akron 15 


Greenbank Rd., Wilming- 


1225 Connecticut 


Lexing- 


H. Koch & Sons, Box 125, Corte Madera, Calif 
Lockheed Aircraft Corp., California Div., P. 0. Box 
551, Burbank, Calif 
Lockheed Aircraft Corp 
Branch, Marietta, Ga 
Long Sault Limited, St 

Canada 
Lunn Laminates, Inc., Oakwood Rd 
Huntington Station, N. Y 
McMillan Industrial Corp., Ipswich, Mass 
Narmco Industries, Inc Research & Develooment 
Division, 8125 Aero Drive, San Diego 11, California 
Narme@o Mfg. Co., 5159 Baltimore Dr Calif 
NORTH AMERICAN AVIATION, INC Internationa 
Los Angeles 45, Calif. SEE ADV. C-100, 


Georgia Div., Special Products 


Andrews East, P. Quebec 


& West 11 St 


La Mesa 


D-166 

Plast Age Co 14301 Davenpor Rd 
California 

PRECISION LAPPING Co., 34 Clinton Ave., Val- 
ey Stream, N SEE MAW B-89 

Raymond De-Icer & Eng 5300 
Huntington Park, Calif 


Saugus 


Pacific Bivd., 


Waltham 54 
Vineyard Haven, Mass 
12827 East 


Raytheon Mfg. Co., Ceramic Sales Mass 
Reinforced Plastics 
Reinhold 

Norwalk 


Eng & Plastics Corp Imperia 
Calif 

Rio Grande 
Staniey Aviation Corp 


N. J 
501 Dallas St., Denver, Colo 
2 Aerial Way, Syosset, 


Resde! Corp 

Technical Research Group, Inc 
N.Y 

Telectro Industries Corp., 
City 1, 

Aircraft Corp., P. 0. Box 


36-16 37th St., Long Island 


Temco 6191, Dallas 22, 


Texas 
H. I 1733 
8-37 


Rosecrans Ave., 


THOMPSON FIBER GLASS CO., THE, 

Cordova St., Los Angeles 7, Calif. SEE ADV 

U. S. Chemical Milling Corp 1700 
Manhattan Beach, California 

U. S. Propellers Inc., Subsidiary of Turbo Products, 
Inc., 12177 Montague St., Pacoima, Calif 

Vitro Corp. of America, 261 Madison Ave., 
16, N. Y 

Young Development Laboratories, Inc., 
Rocky Hill, N. J 

Zenith Plastics Co., Sub., 
Co., 1600 West 135 St., 


New York 
P. 0. Box A, 


Minnesota Mining & Mfg 
Gardena, Calif 


Receivers (Radio), Hand 
Powered-Emergency 


3800 Cortland St., Chicago 47, Illinois 
Allied International Co., 230 Park Ave., New York 17, 


N. Y. 

AVCO MANUFACTURING CORPORATION, CROSLEY 
DIVISION, 1329 Arlington Street, Cincinnati 25, 
Ohio. SEE ADV. B-2 

Bolton Laborator'es, Inc., Bolton, Mass 

Cadillac Electronic Co., 53 Worth St., 
N.Y 

Daven Co., The, Route 10, 

Engrg. & Prod. Div., Dynamic Electronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 

General Electric Co., Light Military Electronics Dept 
French Road, Utica, N. Y 

Globe Industries, Inc., Electronics Div., 525 Main St., 
Belleville, N. J 

Harvey-Wells Electronics, 
Mass 

Hofffman Electronics Corp., Hoffman Laboratories Div., 
3740 South Grand Ave., Los Angeles 7, Calif 

Jansky & Bailey, Inc., 1339 Wisconsin Ave 
ington 7, 0. C 

Marconi’s Wireless Tel ewaph Co., Ltd., 

St., New York 4, N 

National Company, a 
Sherman St Maldon, 

— = a Co., 
dale 

— Core “OF AMERICA, DEFENSE ELECTRONICS 

ODS. DEPT., Front & Cooper Sts., Camden, N. J 
See ADV. C-76 

THE SEEBURG ‘CoRP., CONTRACT DIV., 1500 N. 
Dayton St., Chicago $2, 1 SEE ADV. C-71 

The Sparton Corp., Sparton Electronics Div., Jackson, 
Mich 

Telectro 
Isiand City 1 

Webcor, Inc.—M™M 
Chicago 51, Il! 


Receivers (Radio 
Communication), High 
Frequency 


ACF Industries, Inc.. 750 Third Ave., New 

N.Y 

Admiral Corp., 3800 Cortland St 

Aeronautical Commu nications Equip., Inc 
37 Ave., Miami 33, Fila 

Allied Internationa! Co., 23 
N.Y 

Almo Radio Co 

Alvaradio Industries 
wood, Calif 

American Missile Products Co., 15233 Greviliea Ave., 
Lawndale, Calif 

Applied =~" h, ont, 
Washingto 

AVCO MANUFACTURING CORPORATION 
DIVISION, 1329 Arlington Street, C 
Ohio. SEE ADV. 8-2 

BELL AIRCRAFT CORP., Niagara Falls Bivd 
Falls, NW. Y. SEE ADV. A-46 

Bendix Aviation Corp., Fisher Bidg 

Berkley Dexter Lab., Inc., 50 Frankfort St 
Mass 

Brubaker Electrosics 
City, Calif 

Cadillac Electronic Co., 53 Worth St., New York 13 
N.Y 

Canadian Marconi Co., Aviation Dept., 2442 
Ave ontreal 16, P. Q., Canada 

Collins Radio Co. of Canada, Ltd., 11 Bermondsey Rd 
Toronto 16, Ontario, Canada 

Collins Radio Company, 855 
Rapids, lowa 

Communications Co., Inc 300 
Gables, Fla 

Convair Div 
Tex 

Crosby Laboratories, Inc., 
New York 

Data-Controls 
Lonn 

Daven Co., The, Route 10, Livingston, N. J 

Dayton Aviation Radio & Equip, Corp Dare, Inc., 
Hangar No. 2, Dayton Municipal Airport, Vandalia 


Ohio 
DEL MAR LABORATORIES, AEROPLASTICS CORP. 
6901 Imperial Highway, Los Angeles, Calif SEE 


Admiral Corp., 


New York 13, 


Livingston, N. J 


Inc., North St., Southbridge, 


Wash- 
23-25 Beaver 
Guided Missile Div., 61 
Mass 


4141 San Fernando Rd., Glen- 


Industries Corp., 36-16 37th St., Long 
N.Y 


tary Sales, 816 North Kedzie Ave., 


York 17, 


hicago 47, Illinois 
3090 S. W 


O Park Ave., New York 17, 


Philadelphia, Pa 
orth Holly- 


913 Arch. St 
5523 Satsuma Ave 


76 South Bayles Ave Port 


CROSLEY 


ncinnati 25 
Nragara 


Detroit 2, Mich 
Fitchburg. 


Inc., 3652 Eastham Drive, Culver 


Trenton 


35th St Cedar 


General Dynamics Corp Worth 


299 Robbins Lane, Syosset 


1 


Systems, Inc., 39 Rose St., Danbury, 


4241 Fu 
Ohio. SEE ADV. C-96 
760 Bloc 


ton Pkwy., 


B-42 
DESIGNERS FOR INDUSTRY, INC., 


Cleveland 9 

Allen B. DuMont Lab., Inc 
Clifton, N. J 

Electronic Communications, In 1501 72nd 
North, St. Petersburg, Florida 

Electronic Research & Devel. Co. Ltd., 210 Ninth Ave 
E., Calgary Alta., Canada 

Engrg. & Prod. Div., Dynamic 
Inc., 73-39 Woodhaven Bivd., 

Federal Telephone & Radio Co. Div 
& Tel. Corp., 100 Kingsland Rd 

Flite Tronics, Inc., 3312 Burton Ave., 

G. W. Galloway Co., 220 South First 
Calif 

General Communication Ce., 681 Beacon St 
Mass 

General Electric Co., 
Dept., Syracuse, N. Y 

General Electric Co., Light Military Electronics Dept., 
French Road, Utica, N 


mfield Ave., 


Street 


Electronics-New York 
Glendale, N. Y 
Internationa! Tel 
Clifton, N. J 
Burbank, Calif 
Ave., Arcadia, 


Boston 15, 


Heavy Military Electronic Equip 
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Globe - ~~ Fe Electronics Div., 525 Main St., 
Belleville, 

THE WALLICRAFTERS COMPANY, 4401 W. Fifth 
Avenue, Chicago 24, Illinois. SEE ADV. C-101 
Harvey-Wells Electronics, In North St Southbridge 

Mass 
Hoffman Electronics Corp Hoffman Laborat es 
3740 South and Ave., Los Angeles 7 
I E Ir 7900 Pendleton Pike 
International Te 
San Fernando, Calif 
. Intelex Systems 
rk 6 N.Y 
International Tel. & Te 
Ave Nutley, N. J 
1339 Wiscensin Ave 
Santa Mor 
Defense Pr 


Ind 


22>« th 
2255 S 


dustr 


Emerson Electric Mfg 
Louis, Mo 

Engrg. & Prod. Div c 
Inc., 73-39 Woodhaver 

Farnsworth Electronics 
hone & Te Core 
Wayne, Ind 

ederal Telephone & R 


be 
Be 
; ody ear 


THE HALLICRAFTERS Company 
SE 


Avenue, Chicago 24 
. We Electr 


Lo‘ wair 
Tex 


RECEIVERS, VHF 


DEL MAR ENGINEERING LABORATORIES Inter 


Angele SEE ADV 


8-42 
eet MAR aw gonna AEROPLASTICS CORP 
f SEE 


ADV B- 42 
DESIGNERS 


E ADV. C-101 


FOR INDUSTRY, INC 


SEE ADV. C-% 


fre 


THE HALLICRAFTERS 


1 


RADIO CORP OF “AMERIC A DEFENSE "ELecrnowics 
PRODS. DEPT & Cooper Sts J 
SEE ADV. C-76 Si . :  F 

RADIO TORP. OF AMERICA, Princetor SEE Polarad Elect ; , a Ss . _ 
ws C-76 

R t td 1001 Lenoir Vontre RADIO core OF — GEFENSE EL ECTRONICS 
Quebe 1 PRODS. DEPT... F 

Reiner Elect ntre endale St SEE ADV. C-76 
East F RADIO CORP. OF AMERICA N SEE 

ADV. C-7 


Raytheon Mfg 20ve ent é v ? 


"CONTRACT DIV. 


THE SEEBURG CORP 
t t SEE ADV C-71 


RADIO corP oF AMERICA DEFENSE ELECTRONICS 
PRODS. DEPT., § & den, N 
SEE ADV. C-76 

RADIO CORP. OF AMERICA t ‘ SEE 
ADV. C-76 


THE SEEBURG corP CONTRACT DIV 
. ° t t 9 SEE ADV 
Receivers, Microwave ’ 


750 Third Ave., New 


Receivers (Radio 
or Soe, | Communication), Ultra High 


ag 
’ 9 Frequency 
1345 New 
AC ame PLUG DIV GENERAL MOTORS CORP 
Winthrop, Mass h Place, Milwaukee 1 
zabeth Ave 4 
Park Ave New Y 


SEE ADV D- 167 


h. St Ph hia Pa 


A Geir 
AVION. DIVISION “ner INDUSTRIES ae Plant #1 
Park Pla 5 fo) 


Pitt St Alexand 


‘ "set ADV. c 500, *C. 101 
Babcock Rad Engineering 164 nrovia Ave 
ta Mesa 
BELL AIRCRAFT ‘CORP Niaga 
Falls, N. Y SEE ADV A- 46 


Berkley Dexter 
bur 


Niagara 


a Philadelo . Pa 
BELL AIRCRAFT CORP., Niagara 
Falls, N. Y. SEE ADV. A-46 
Aviat 


Petersburg, Florida 
& X-Ray Div F-R Machine 
Woodside 77, N. Y 


ectror 


s 
26-12 Borough P 
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Ro A VHF 


Wichita 1, Kansas 

BELL AINCRAFT ORP., Niagara Falls Bivd., Niagara 
Falls, N. Y. SEE ADV. A-46 

Bendix Aviation Corp., Fisher Bidg., Detroit "4 

BENDIX RADIO DIV., BENDIX AVIATION CORP. 
Joppa Rd, Baltimore 4, Md. SEE ADV. C-70 

Brubaker Electronics, Inc., 3652 Eastham Drive, Culver 
City, Calif 

C. G. Electronics 
Central, S. E., 

Cadillac Electronic Co., 
N.Y 

Collins Radio 
Rapids, lowa 

Communications Co Inc., 
Gables, Fla 

Convair Div., 

Data-Controls 
vonn 

Daven Co., The, Route 10, Livingston, N. J 

Dayton Aviation Radio Equip. Corp., Dare, Inc., 
Hangar No. 2, Dayton Municipal Airport, Vandalia, 


Ohio 
DEL MAR ENGINEERING LABORATORIES, Interna- 
tional Airport, Los Angeles 45, Calif. SEE ADV 


8-42 

DESIGNERS FOR INDUSTRY, INC. 4241 
Pkway., Cleveland 9, Ohio. SEE ADV. C-96 

Allen B. OuMont Lab., Inc., 760 Bloomfield Ave., 
Clifton, N. J 

Electronic Communications, Inc., 
North, St. Petersburg. Florida 

Electronic Research & Devel. Co. Ltd. 
E., Calgary Alta., Canada 

Electronics Division, Van Norman Industries, Inc., 186 
Granite St., Manchester, N 

Engrg. & Prod. Div., Dynamic Electronics-New York 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 

Federal Telephone & Radio Co. Div., International Te! 
& Tel. Corp., 100 Kingsiand Rd., Clifton, N. J 

Ferranti Electric, Ltd., Industry Street, Mount Dennis 
Toronto 15, Ontario, Canada 

Flite Tronics, Inc., 3312 Burton Ave., Burbank, Calif 

G Ww. Galloway Co., 220 South First Ave. Arcadia, 
Cal 

General Communication Co., 681 
15, Mass 

Genera! Electric Co 
Deot., Syracuse 

Genera! Electric Co 
French Road, Utica 

Globe Industries, Inc 
Belleville, N. J 

Goodyear Aircraft Corp 


15, Ohio 

THE HALLICRAFTERS COMPANY, 4401 W. Fifth Ave- 
nue, Chicago 24, Iilinois. SEE ADV. C-101 

Harvey-Wells Electronics, Inc., North St., Southbridge 
Mass 

Hoffman Electronics Corp., Hoffman Laboratories Div 
3740 South Grand ~ Los Angeles 7, Calif 

I. D. E. A. Inc., 7900 Pendleton Pike, Indianapolis 
26, Ind 

Industria! Prods. Div., Internationa! Tel. & Tel 
15191 Bledsoe St., San Fernando, Calif 

Industrial Products Div Intelex Systems Inc., 22 
Thames St., New York 6 WN. Y 

ITT Labs. Div., International Tel 
Washington Ave., Nutley, N. J 

Land-Air, Inc., 74444 West Wilson Ave 
mW 

Lear, Inc., 3171 S. Bundy Or., Santa Monica, Calif 

Magnavox Co., The, Industrial & Defense Products 
Div., 2131 Bueter Rd, Fort Wayne, Ind 

Marconi’s Wireless Telegraph Co., Ltd., 23-25 Beaver 
St., New York 4, N. Y 

Mitchell Industries, Inc., 
Mineral Wells, Texas 

Motorola Communications & Elec. Inc., 
Augusta Bivd., Chicago 51, II! 

Motorola, Inc Military Electronics Div 
Clybourn Ave. Chicago 14, Ill. 8201 E 
Rd., Phoenix, Aiiz. 8330 Indiana Ave., 
Calif 

Munston Mfg. & Service Inc., 

National Aeronautical Corp 
Washington, Pa 

National Company, Inc., Guided Missile Div., 61 
Sherman St., Maiden, Mass 

National Electronics Labs., Inc., 

W., Washington 9, D. C 

Nems-Clarke Co., 919 Jesup Blair Dr., 
Md 

Phiico Corp., 


Corp., P. 0. Box 15000 
Albuquerque, N 


53 Worth St., 


8345, 
New York 13, 
N. E., Cedar 


Company, 855 35th Ct., 


300 Greco Ave., Coral 


General Dynamics Corp., Fort Worth, Tex 
Systems, Inc 39 Rose St., Danbury 


Fulton 
1501 72nd Street, 


210 Ninth Ave 


Beacon St., Boston 


Heavy Military Electronic Equip 
N.Y 
Light Military Electronics Dept., 
N.Y 
Electronics Div., 525 Main St., 


1210 Massilon Rd., Akron 


Corp 
& Tel. Corp., 500 


Chicago 31 


Municipal Airport, Box 17, 


4501 W 
2710 WN 
McDowell! 
Riverside 


Beech St., 
Commerce 


Istip, N. Y 
Drive, Fort 


1713 Kalorama Rd. 
Silver Spring, 


Government & ee Div., 4700 
Wissahickon Ave Philadelphia 44 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT... Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 

RADIO CORP. OF AMERICA, Princeton, N. J. SEE 
ADV. C-76 

RCA Victor Co., Ltd., Lenoir St., Montreal, 
Quebec, Canada 

Raymond De-Icer & Eng. Co., 
Huntington Park, Calif 

Reiner Electronics Co., Inc., 
Easton, Pa 

Resde! Engineering, 
Calif 

THE SEEBURG CORP., CONTRACT DIV., 1500 N 
Dayton St., Chicago 22, Ii!. SEE ADV. C-71 

Servo Corp. of America, 2020 Jericho Turnpike, New 
Hyde Park, N. Y. 

The Sparton Corp., 
Mich 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carlson Rd., Rochester 3, New York 


1001 
5300 Pacific Bivd., 
Centre & Glendale Sts., 


330 S. Fair Oaks Ave., Pasadena, 


Sparton Electronics Div., Jackson, 


C-50 


Summers Gyroscope Co., 2500 Broadway, Santa Monica, 
Calif 

Telectro 
Isiand City 1, 

Tele-Dynamics, Inc., 
31, Pa 

Telephonics Corp., Park Ave 

THIOKOL CHEMICAL CORP. 
7, N. J. SEE ADV. 0-181 

Topp Industries, Inc., 5221 West 
45, Calif 

Varo Mfg. Co., Inc., 2201 Walnut St 

Vitro Corp. of America, 261 Madison Ave., 
16, N. Y 

Webcor, Inc.—WMilitary Sales 
Chicago 51. I!! 

Wells Gardner & Co., 
39, I 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 

Westrex Corporation, 20 Martincock Ave., Port Wash- 
ington, N.Y 

Wilcox Electric Co., 
27, Mo 

Wright Airborne Electronics Co., 
City, Mo 

Zenith Radio Corp., 6001 W. Dickens, 


Industries Corp., 36-16 37th St., Long 


N.Y 
5000 Parkside Ave., Philadelphia 


Hurtington, L. I, N. Y. 
780 WN. Clinton, Trenton 
102 St., Los Angeles 


Garland, Tex 
New York 


816 North Kedzie Ave., 
2701 North Kildare St., Chicago 
P.O 
1400 Chestnut St., Kansas City 
1620 McGee, Kansas 


Chicago 39, Il! 


Receivers (Radio Navigation), 
Direction Finder 
3800 Cortland St.. Chicago 47 


Boonton, N. J 
230 Park Ave 


Illinois 


Admiral Corp 

Aircraft Radio Corp., 

Allied International Co 
N.Y 

Andrea Radio Corp., 
N.Y 


New York 17, 


Bridge Plaza N., Long Isiand City, 


Applied Research, Inc., 76 South Bayles Ave., Port 
Washington, N. Y 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

BENDIX RADIO DIV., BENDIX AVIATION CORP., E 
Joppa Rd., Baltimore 4, Md E ADV. C-70 

Cadillac Electronic Co., 53 Worth St.. New York 13 
N.Y 

Collins Radio Co. of Canada, Ltd., 11 Bermondsey Rd., 
Toronto 16, Ontario, Canada 

Collins Radio Company, 855 35th St 
Rapids, lowa 

Communications Co 
Fla 

Daven Co., The ngston, N. J 

Dayton Aviation p. C Dare, Inc., 
Hangar No. 2, Dayton Mun icipa rport, Vandalia 
Ohio 

Allen B. DuMont 
Clifton, N. J 

Communications, Inc 

North, St. Petersburg, Florida 

Engrg. & Prod. Div Dynam Electronics-New York 
Inc., 73-39 Woodhaven Bivd jlendale, N. Y 

Federal Telephone & Radio Co. Div., Internationa! Tel 
& Tel. Corp., 100 Kingsland Rd., Clifton, N. J 

G. W. Galloway Co., 220 South First Ave., Arcadia, 
Calif 

General Electric Co., Heavy Military 
Dept., Syracuse, N. Y 

Globe Industries, Inc., Electronics Div 
Belleville, N. J 

Hoffman Electronics Corp 
3740 South Grand Ave 

ITT Labs. Div., International Te 
Wasnington Ave., Nutley, N 

Jansky & Bailey inc., 1339 Wis onsin Ave 
ton 7 Cc 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Magnovox Co, The, Industrial & Defense Prods. Div., 
2131 Bueter Wd., Ft. Wayne, Ind 

Marconi’s Wideless Telegraph Co., Ltd 
St., New York 4. N. Y 

Motorola, Inc Military Electronics Div 2710 N 
Clybourn Ave., Chicago 14, I 8201 E. McDowell 
Rd., Phoenix, Ariz. 8330 Indiana Ave., Riverside 

Munston Mfg. & Service Inc., Beech St., Islip 

National Company, Inc Guided Missile D 
Sherman St., Maiden, Mass 

Philco Corp Government & Industrial Div 
Wissahickon Ave., Philadelphia 44, Pa 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT. Front & Cooper Sts., Camden, WN. J 
SEE ADV. C-76 

Reiner Etectronics Co., Inc., 
Easton, Pa 

Servo Corp. of America 
Hyde Park, N. Y 

The Sparton Corp., 
Mich 

Sperry Gyroscope Co. Div., Sperry Rand Corp 
& Lakeville Rds., Great Neck, N. Y 

Stavid Engineering Inc., U. S. Highway 22, Plainfield 
N. J 


N. E., Cedar 


300 Greco Ave., Coral Gables, 


Lab Inc 760 Bloomfield Ave., 


1501 72nd Street 


Electronic Equip. 


525 Main St., 


Hoffman Laboratories Div 


Los Angeles 7, Calif 
& Tel. Corp., 500 


Washing- 


23-25 Beaver 


N.Y 
v 61 


4700 


Centre & Glendale Sts., 


2020 Jericho Turnpike, New 


Sparton Electronics Div., Jackson 


Marcus 


Stewart Warner Electronics Div., Stewart Warner Corp., 
1300 N. Kostner Ave., Chicago 51 ! 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carlson Rd., Rochester 3, New York 

Summers Gyroscope Co., 2500 Broadway, 
Calif 

Telectro 
Island City 1, 

Topp Industries, Inc., 
45, Calif 


Santa Monica, 


Industries Corp., 36-16 37th St 
N.Y 


5221 West 102 St., 


Long 


Los Angeles 


Webcor, Inc.—Military Sales, 816 North Kedzie Ave., 
Chicago 51, Ii! 
Wilcox Electric Co., 

27, Mo. 


1400 Chestnut St., Kansas City 


Receivers (Radio Navigation), 
Glide Slope 


A. R. F. Products, Inc., 
li 
Admiral Corp., 


7627 Lake St., River Forest, 
Chicago 47, I!linois 
Allied Internationa! Co., New York 17, 


N.Y 
AVCO MANUFACTURING CORPORATION, CROSLEY 
DIVISION, pray Arlington Street, Cincinnati 25, 
Ohio. SEE ADV. B-2 
Bendix Aviation ; orp., Fisher Bidg., Detroit 2, Mich 
BENDIX RADIO DIV., BENDIX AVIATION CORP., E 
Joppa Rd., Baltimore 4, Md. SEE ADV c-70 
Cadillac Electronic Co., 53 Worth St., New York 13, 
N.Y 


3800 Cortland St., 
230 Park Ave 


Collins Radio Company, 855 35th St. N. E., Cedar 
Rapids, lowa 
Daven Co., The, Route 10, Livingston, N. J 
Dayton Aviation Radio & Equip. Corp 
No. 2, Dayton Municipal Airport 


Dare, Inc., 
Vandalia 
Lab., Inc 760 Bloomfield Ave 
Clifton 
Electronic 
North, St 


N. J 

Communications, Inc 1501 

Petersburg, Florida 

Engrg. & Prod. Div., Dynamic Electronics-New York 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 

G. W. Galloway Co., 220 South First Ave., Arcadia 
Calif 

General Electric Co., Heavy Military Electronic Equip 
Dept., Syracuse, N. Y 

ITT Labs. Div., International Tel 
Washington Ave., Nutley, N. J 

Lear, Inc., 3171 S. Bundy Dr., Santa Monica, Calif 

Marconi’s Wireless Telegraph Co., Ltd., 23-25 Beaver 
St., New York 4, N. Y 

Motorola, Inc Military Electronics 0 
Clybourn Ave., Chicago 14, ! 8201 £ 
Rd., Phoenix, Ariz., 8330 Indiana Ave 
Calif 

Nationa 
man St 


72nd Street, 


& Tel. Corp., 500 


2710 WN 
McDowell 
Riverside 


Company, Inc., Guided Missile Div., 61 Sher- 
Ma'idon Mass 

Pacific Mercury Television Mfg. Corp. 8345 
murat Ave., Sepulveda, Calif 

Phiico Corp yo & Industr - Div 
sahi ckon Ave., Philadelphia 

RADIO CORP. OF AMERICA DEFENSE ELECTRONICS 
PRODS. DEPT. Front & Cooper Sts. Camden, N. J 
SEE ADV. C-76 

Schaevitz Engineering 
Pennsauken, N. J 

Summers Gyroscope Co., 2500 

Calif 

Telectro Industries Corp 
City 1, N.Y 

Topp Industries 
geles 45, Calif 

Webcor, Inc.-Military 
Chicago 51, Ill 

Wilcox Electric Co 
Mo 


Haven- 


00 Wis- 


Route 130 & Schaevitz Bivd., 


Broadway, Santa Monica, 


36-16 37th St., Long Island 


5221 West 102 St.. Los An- 


Sales, 816 North Kedzie Ave 


1400 Chestnut St.. Kansas City 27, 


Receivers (Radio Navigation), 
Loran 
3800 Cortland St 


Admiral Corp 

Allied Internationa! Co., 230 Park Ave 
N. Y 

American Miss 
Lawndale, Ca! 

Cadiilac Electronic 
N.Y 

Allen B. DuMont Lab., Inc 
Clifton, N. J 

o Corp., 13-10 111 St 
ectronic Communications, Inc 
North, St. Petersburg, Florida 

Engrg. & Prod. Div., Dynamic 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 

Federal Telephone & Radio Co. Div., International Te! 
& Tel. Corp., 100 Kingsland Rd., Clifton, N 

G. W. Galloway Co., 220 South First Ave 

Calif 

General Electric Co., Heavy Mi 
Dept., Syracuse, N. Y 

Globe Industries, Inc 
St., Belleville, N. J 

ITT Labs. Div International Te & Te Corp., 
500 Washington Ave.. Nutley, N. J 

Motorola, Inc Military Electronics Div., 2710 WN 
Clybourn Ave., Chicago 14, Il!., 8201 E. McDowell 
Rd Phoenix, Ariz., 8330 Indiana Ave Riverside, 
Calif 

National Company, Inc Guided Missile Div 61 
Sherman St., Malden, Mass 

Philco Corp., Government & Industrial Div 
sahickon Ave., Philadelphia 44, Pa 

43-20 34 St 


Chicago 47, Illinois 
New York 17, 
e Products Co 15233 Grevillea Ave 
‘ 


Co., 53 Worth St.. New York 13, 
760 Bloomfield Ave., 


College Point, N. Y 
1501 72nd Street, 


Electronics-New York 


tary Electronic Equip 


Electronics Div 525 Main 


4700 Wis- 

Polarad Electronics Corp., Long Island 
City 1, yY 

— CORP. OF AMERICA, DEFENSE ELECTRONICS 

ODS. DEPT. Front & Cooper Sts., Camden, N. J 

See ADV. C-76 . 

Schaevitz Engineering, Route 130 & Schaevitz Bivd., 
Pennsauken, N. J 
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Sperry Gyroscope Co. Div., Sperry Rand Corp., Marcus 
Lakev e Rds., Great Neck, N. Y 
Inde ustries Corp., 36-16 37th St., Long 
N. Y 


-Military Sales, 816 North Kedzie Ave., 


Receivers (Radio Navigation), 
Distance Measuring Equip. 


Admiral! Cor 00 Cortiand St., Chicago 4 
Aircraft Radio Co onton, N. J 
230 Park Ave., New 


Apr rc Inc outh Bayles Ave 


Bendix Aviation Cort sher Bidg., Detroit 
ror ° 53 Worth St., New 


855 35th St 


cations. Inc 


Pet er sburg, Florid 
¥ Dynam c 
odhaven Bivd., Glendale, N 
Radio Co. Div Inter 
100 Kingsland Rd., Cliftor 
Hoffman Laborator 
Los Angeles 7, Ca 
South First Ave 


Electronics-New 


HALLAMORE E ECTRONICS co 8352 
SEE ADV C- vw 
nternationa 4 
Nutley 
tary 


aheim alif 


mpany l G 
Sherman St., Malden, Mass 
Ph orp vernment & 
Wissahick ade!phia 
Schaevitz Engineering te 
sauken, N. . 
Engineering 


Receivers (Radio Navigation), 
Marker Beacon 


merican M . 


AVCO. MANUFACTURING CORPORATION 
DIVISION 3 Street 
0 R.. ADV 'B. 2 
Bendix her Detroit 2. Mich 
BENDIX RADIO IV BENDIX AVIATION corp 
ppa Ba re 4, Md. SEE ADV C-70 


New York 


CROSLEY 


A 
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RADIO CORP. OF AMERICA, DEFENSE gg 
PRODS. DEPT. Front & Cooper St amden, WN 
SEE ADV c- 76 

RCA age 4 Co Ltd 1001 Le t Mont 


SIMMONDS AEROCESSORIES INC., 1 
Rd., Tarrytown, N. Y. SEE ADV 
The Sparton Corp Sparton t 
M n 
Sperry Gyroscope Co 
& Lakeville Rds 


Receivers (Radio 
Omnirange 


BENDIX. RADIO. Dv 
yppa Rd r 


E 0 ne 


BENDIX AVIATION CORP 
4, Md. SEE ADV. C-70 


eth ‘ New 


Recorders, Flight 


Aide Electronics & 


AUTONETICS, DIV. OF NORTH AMER AN AVIATION 
INC., 9150 £ pe Hw f. SEE 


ADV. C-100 
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RECORDERS 


abor atories f 155 Perry St New 


Kaiser 


ne ywe 
4oneywe 
Ridgwa 
$-Honeywe Reg 
up, Wayne & W 


watories 128 


RADIQTION, INC., P 
SEE ADV. C-105 

RADIO CORP. OF AMERICA 
ADV. C-76 
haevitz gir 
New 

SPACE 
ADV 


ne Jing 


934 arte 


Re 
AUTONETICS ‘bv ‘OF NORTH 7 ae 


Hwy 


ADV: c. 100 


RADIATION, INC 
SEE ADV C 
RADIO CORP 
ADV C-76 
SANBORN CO 
SEE ADV. C-69 


105 
OF AMERICA 





RECORDERS 


Schaevitz Engr. Co., 0. Box 505, Camden 1, WN. J. 

THE SEEBURG cone,” CONTRACT pte 1500 N. Day- 
ton St., Chicago 22, Iii. SEE ADV. C-71 

Skiatron Electronics T. V. Corp., 180 Varick St., New 
York 14, N. Y. 

SPACE CORP., P 
SEE ADV. 0-161 

Space Corp., P. 0. Box 5175, Dallas, Texas 

Stanley Aviation Corp., 2501 Dallas St., Denver, Colo. 

ag Gyroscope Co., 2500 Broadway, Santa Monica, 
Cali 

Telectro a Corp., 36-16 37th St., 
City Y. 

Vitro Corp 
16, N.Y 

Waldorf Instrument Co., 
Station, N. Y 

Webcor, Inc., Military 
Chicago 51, Il! 

Wollensak Optical Co., 
N.Y 


0. Box 5175, Dalias 22, Texas 


. Long Island 


" America, 261 Madison Ave., New York 


Electronics Div., Huntington 


Sales, 816 North Kedzie Ave., 


850 Hudson Ave., Rochester, 


Recorders, Oscillograph 


Acton Lab., Inc., 533 Main St. 

Alden Electronics & Impulse 
Westboro, Mass 

Allegany Instr. Co., Inc., 
berland, Md 

Berndt-Bach, Inc., 
California 

Brush Instruments Div., Clevite 
Ave., Cleveland 14, Ohio 

Burroughs Corp., Defense Sales Div., 
Detroit 32, Mich 

Camerafiex Corp., 1947 Broadway 

Century Electronics & Instruments, Inc., 
Tulsa, Okla 

Chicago Aerial Industries, Inc 
rose Park, It! 

Consolidated Electrodynamics Corp., 
Madre Villa, Pasadena, Calif 

Inc 760 


Acton, Mass 
Recording Equip. Co., 


1091 Wills Mountain, Cum- 


6900 Romaine St., Hollywood 38, 


Corp., 3405 Perkins 


6071 Second Ave., 


New York 23, N. Y 
1333 N. Utica 


1980 Hawthorne, Mel- 
300 North Sierra 


- Bloomfield Ave., 
A Di Epsco, Incorporated, 207 Main St., 
Worcester 8, Mass 

Epic, Inc., 154 Nassau St., New York, 

Epsco, Inc., 588 Commonwealth Ave 

Genera! Electric Co.., Apparatus Sis. Div 
Schenectady 5, N. Y 

Genera! Electric Co., Heavy Mi 
9 Syracuse, N. Y 

Gordon Enterprises, 5362 North Cahuenga Bivd 
Hollywood, Calif 

Hami'ton Watch Co Al 
Ave Lancaster, Pa 

Heiland Div., Minneapolis-Honeywell 
5200 E. Evans Ave., Denver 22, Colo 

Mandrei Industries, Inc., 5134 Glenmont, 
Tex 

Massa Div., Cohu 


N.Y 
Boston, Mass 
1 River Rd., 


litary Electronic Equip 
North 


ied Products Div., Columbia 


Regulator Co., 
Houston 


Electronics, Inc., Hingham, Mass 

Midwestern Instrumests, 41 & Sheridan, Tulsa, Okla 

Minneapolis-Hone~well Regulator Co., Industrial Products 
Group, Wayne & Windrim Aves., Philadelphia 44, Pa 

Photron Instrument Co., 6516 Detr ** Ave., Cleveland 
2, Ohio 

Reeves Instrument Corp., 
N. Y. 

SANBORN CO.. 175 Wyman St. 
SEE ADV. C-69 

Skiatron Electronics T. V. Corp., 
York 14, N.Y 

Technology Instrument 
Mass 

Texas Instruments, Inc 
Houston, Texas 

Waldorf Instrument Co., 
Station, N. Y 

Wollensak Optical Co., 
N.Y 


Roosevelt Field, Garden City 


Waltham 54, Mass 


180 Varick St., New 


Corp., 531 Main St., Acton 


3609 Buffalo Speedway, 


Electronics Div Huntington 


850 Hudson Ave., Rochester, 


Recorders, Pen-Motor (Visual) 


Aetna Engineering Co., 14106 Aetma St., Van 
Calif 

Airborne Instruments 
160 Old Country Rd 

Alden Electronics & 
Westboro, Mass 

Atlas Precision Products Co., 
Philadelphia, Pa 

AVION DIVISION, ACF a a INC., 11 Park 
Place, Paramus, N. J. SEE ADV. C-100, C-101 

B & B Distributors, New York 7 
N.Y 


Nuys 


Lab. Div., Cutler-Hammer, Inc 
Mineola, N. Y 
Impulse Recording Equip. Co., 


Castor & Kensington Aves., 


221 Greenwich St 


Bristo! Co., The, P. 0. Box 1790-A. W., Waterbury 20 


Om 

Brush Instruments Div., Clevite Corp., 3405 Perkins 
Ave., Clevelard 14, Ohio 

Canedian Aviation Electronics, Ltd., P. 0. Box 2030, 
Station 0, Montreal 9, Quebec, Canada 

Centronix, Inc., 34 Oleander St., P. 0. Box 
Cocoa, Fla 

Daimo Victor Co. Div 
Way, Belmont, Calif 

Edin, A Division of Epsco 
Worcester 8, Mass 

Electro Instruments, Inc., 
11, Calif 

Electronic 
Aves., 

Epsco, Inc. 

Fischer & Porter Co., 


1306, 
Textron, Inc., 1515 Industria! 
Incorporated, 207 Main St., 
3540 Aero Court, San Diego 
& Naberal 


Associates, Inc., Long Branch 
N. J 


Long Branch, 
588 Commonwealth Ave., Boston, Mass. 
790 Warminster Rd., Hatboro, Pa. 


C-52 


ee Test Equipment Co., 55 E. 11 St., New York 
3, N 


a ta Corp., The, 4 N. Central Ave., Baltimore 2, 
Ma 


Leeds & Northrup, 4970 Stenton Ave., Philadelphia 44, 
Pa 

Glendaie 1, Calif 

Houston, Tex 
Long Beach, 


Librascope, Inc., 808 Western Ave., 

Mandre! Industries, Inc., 5134 Glenmont, 

Martin-Decker Corp., 3431 Cherry Ave 
Calif. 

Massa Div., Cohu Electronics, Inc., 

Mast Development Company, Inc., 
Davenport, lowa 

Minneapolis-Honeywell Regulator Co. 
ucts Group, Wayne & Windrim Aves 
Pa 


Hingham, Mass 
2212 E. 12th St., 


Industrial Prod- 

Philadelphia 44, 

F. L. Moseley Co., 409 North Fair Oaks Ave., Pasadena 
Calif 

Photron Instrument Co., 


2, Ohio 

SANBukN CO., 175 Wyman St., Waltham 54 
SEE ADV. C-69 

Schaevitz Engr. Co., P. 0. Box 505 

Schaevitz Engineering, Route 130 & 
Pennsauken, N. J 

Scientific-Atlanta, 
Atlanta, Ga 

Skiatron Electronics T. V 
York 14, N. Y 

Tally Register Co., 5300 14th, N. W., Seattle, Wash 

TEXAS INSTRUMENTS, INC., 3609 Buffalo Speedway, 
Houston, Texas. SEE ADV. C-75 

Townsend Engineered Prods., Inc., 805 S 
Santa Ana, Calif 

Varian Associates, Tube Div., 611 
Alto, Calif 

Waldorf Instrument Co., 
Station, N. Y 

Weston Electrical Instrument Corp 
Ave., Newark 12, N. J 


6516 Detroit Ave., Cleveland 


Mass 


Camden 1, N. J 
Schaevitz Blvd., 


2162 Piedmont Rd., N. E., 


Corp., 180 Varick St., New 


McClay St., 


Hansen Way, Palo 


Electronics Div., Huntington 


614 Frelinghuysen 


Recorders, Tape & Access 


913 Arch. St., Philadelphia, Pa 


Almo Radio Co., 
655 W. Washington Bivd., 


American Electronics, Inc 
Los Angeles 15, Calif 

American Electronics, Inc 1025 West 
Los Angeles 17, Calif 

Ampex Corp. Instrumentation Div., 934 
Redwood City, Calif 

Am Corp. of America 
13, N. Y 

BJ Electronics, Borg-Warner Corp 
P. 0. Box 1679, Santa Ana, Calif 

Berndt-Bach, Inc., 6900 Romaine St., 
California 

Consolidated Electrodynamics Corp 
Madre Villa, Pasadena, Calif 

Cook Electric Co., 2700 Southport Ave., 
tL 

Cook Electric Co., 
640° W. Oakton St 

Cossor (Canada) Ltd., 
N. S, Canada 

Data-Controls Systems, Inc., 
Conn 

ElectroData Div., Burroughs Corp 
Villa, Pasadena, Calif 

Electronic Associates, Inc., 

Elgin-Micronics Div Elgin 
Elgin, 1 

Ferranti Electric, Ltd., Industry 
Toronto 15, Ontario, Canada 

Gordon Enterprises, 5362 North Cahuenga Bivd 
Hollywood, Calif 

Librascope, Inc., 808 Western Ave., Glerdale 1, Calif 

Magnasync Manufacturing Co 5546 Satsuma Ave 
North Hollywood, Calif 

Metropolitan Electronics & Instr 
New York, N. Y 

Midwestern Instruments, 41 

Miles °eproducer Co., Inc 
N.Y 

Mincom Div 
rington Ave 

Minneapo!is-Honeywel! 


Seventh St., 
Charter St., 
398 Broadway, New York 
3300 Newport Ave., 
Hollywood 38, 
300 North Sierra 
Chicago 14, 
Iniand Testirg 


Morton Grove 
301-303 Windsor St., 


Laboratories Div., 
Halifax 


39 Rose St., Danbury, 


460 Sierra Madre 


Long Branch, N. J 
National Watch Co 
Dennis, 


Street, Mount 


North 


106 Fifth Ave., 


& Sheridan, Tulsa, Okla 
812 Broadway, New York 3, 
Minnesota Mining & Mfg. Co., 2049 Bar- 
Los Angeles 25, Calif 
Regulator Co Davies 

tories Div., 10721 Hanna St., Beltsville, Md 
Minneapolis-Honevwell Regulator Co., Industrial Prod- 

ucts Group, Wayne & Windrim Aves., Philadelphia 44, 

Pa 
Mohawk Business 

Brooklyn 33, N 
Norris Thermador Corp., 

58, Calif 
Northam Electronics, Inc., 

Altadena, Calif 
NORTH AMERICAN AVIATION 

Airvort, Los Angeles 45, Calif 

D-166 
PACKARD-BELL ELECTRONICS CORP 

PRODUCTS DIV., 12333 West Olvmpic 

Angeles 64, Calif. SEE ADV. C-73 
Peirce Dictation Systems, Inc., 5900 North Northwest 

Highway, Chicago 31, IIlinois 
Potter Instrument Co., Inc., Sunnyside Bivd., 

N.Y 
THE SEEBURG CORP., CONTRACT DIV., 

ton St., Chicago 22, Ili. SEE ADV. C 
Skiatron Electronics T. V. Corp., 180 Varick St., 

York 14 Y 
Soroban Engineering, Inc., 
Telectro Industries Corp., 

City 1, N 


Labora- 


Machines Corp., 944 Halsey St., 
5215 S. Boyle, Los Angeles 
Lake Ave., 


2420 North 


INC., Internationa! 
SEE ADV. C-100, 


TECHNICAL 
Bivd., Los 


Plainview, 
1500 N. Day- 
-71 

New 


Melbourne, Fia 
Long Island 


Box 1717 
36-16 37th St., 


THOMPSON PRODUCTS, INC., GENERAL OFFICES, 
Cleveland 17, Ohio. SEE ADV. D-170 
Webcor, Inc., Military Sales, 816 North Kedzie Ave., 


Chicago 51, Ill. 


Recorders, Wire 


913 Arch. St., Philadelphia, Pa. 
Inc., 812 Broadway, New York 3, 


Almo Radio Co., 

Miles Reproducer Co., 
N.Y 

— Dictation Systems, Inc., 

ghway, Chicago 31, Illinois 

THE SEEBURG C RP, CONTRACT ~, 1509 N. Day- 
ton St., Chicago 22, lil. SEE ADV. C-71 

Telectro Industries Corp., 36-16 37th = Long Isiand 
City 1, N. Y. 


5900 North Northwest 


Rectifiers, Germanium 


913 Arch. St., Philadelphia, Pa 

Co., Semiconductor Products Oept., 
1224 W. Genesee St., Syracuse, N. Y 

General Instrument Corp., Automatic Manufacturing 
Div., 65 Gouverneur St., Newark 4, N. J 

Hanson-Van Winkie-Munning Co., Church St., 
N. J 

Hughes Aircr Culver City 

IN ERNATIONAL RECTIFIER CORPORATION 1521 E 
Grand Avenue, Ei Segundo, Calif. SEE ADV. C- 5 

Opad Electric Co., 69 Murray St., New York 7, N 

Rapid —— Co., 2881 Middletown Rd., New ost 
61, N 

vu. S eemaies Corporation, 
Boston 20, Massachusetts 

Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


Aimo Radio Co., 
General Electric 


Matawan, 


1250 Columbus Ave., 


Rectifiers, Metallic Oxide 


Almo Radio Co., 913 Arch. St 
Bradiey Laboratories, Inc., 275 


Philadelphia, Pa 
Welton St., Hamden, 


Conn 
General Electric Co., Semiconductor Products Dept., 
1224 W. Genesee St., Syracuse, N. Y 
Hanson-Van Winkie-Munning Co., Church St., 

8. J. 

P. R. Mallory & Co., Inc., 
dianapolis 6, Ind 
Sarkes Tarzian, Inc., 
Bloomington, Ind 
Westinghouse Electric Corp., 
Box 868, Pittsburgh 30, 


Rectifiers, Mag Cu S. 


Philadelphia, Pa. 
New York 13, 


Matawan, 
50 South Gray St., In- 
415 College Ave., 
P. 0. 


Rectifier Div., 


3 Gateway Center, 


Aimo Radio Co., 913 Arch. St., 
Cadillac Electronic Co., 53 Worth St., 
N.Y 


Rectifiers, Selenium 


Almo Radio Co., 913 Arch. St., Philadelphia, Pa 
Automatic Mfg. Div., General Instrument Corp., 65 
Gouverneur St., Newark 4, N. J 
B & B Distributors, 221 Greenwich St 

N.Y 
Eogue Electric Mfg. Co., 52 
N 


New York 7, 


lowa Ave., Paterson 3, 


J 

Bradiey Laboratories, Inc., 275 Welton St., Hamden, 
Conn 

Cadillac 
N.Y 

Electro-Tech Equipment Co 
13, N 

—_ ee! Metallurgical Corp., 
Chicago, Illinois 

General Electric Co., Semiconductor 
1224 W. Genesee St., Syracuse, N. Y 

Hanson-Van Winkle-Munning Co., Church St 
N. J 

INTEP NATIONAL RECTIFIER CORPORATION, 1521 E 
Grand Avenue, E! Segundo, Calif. SEE ADV. C-78 

International Resistance Co., 401 North Broad St., 
Philadelphia 8, Pa 

ITT Components Div., 
100 Xingsiand Rd 

G. H. Leland, Inc 

Meteor Production Engrg., Inc., 
St. Louis, Mo 

Opad Electric Co 

Rapid Electric Co., 2881 
61, N. Y 

Sarkes Tarzian, Inc., 
Bloomington, Ind 

Vickers, Inc., Electric Products Div., 
St. Louis 3, Missouri 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa. 


Electronic Co., 53 Worth St., New York 13 


308 Canal St., New York 


2200 Sheridan Rd., North 


Products Dept 


Matawan, 


International Tel. & Tel. Corp., 


Clifton, N. J. 
Box 978, Dayton 2, Ohio 
1465 S. Vandevanter, 


New York 7, N. Y. 
New York 


69 Murray St 
Middletown Rd 
Rectifier Div., 415 College Ave., 
1815 Locust St., 


P. 0. 


Rectifiers, Silicon 


Actioncraft Products Co., 
Washington, N. Y 


2 Yennicock Ave., Port 
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Aimo Radio C 1 ‘rch. St.. Ph 
Aud Devices, 444 Ma 
Automat Mfg. Div 
Gouverneur St 
ctric Mfg 


ladelphia, Pa 
| Ave., New York 22 
General Instrument 
Newark 4, N. J 

52 lowa Ave. 


275 Welton St 


Worth St., New 


Pioneer Rd., Box 
Camera & Inst 


versity Way 


Wash ingtor 
. Genesee t racu Y 

megt Corp., Automatic Manufactur 
Newark 4, N. J 
funning Co., Church St., Mat 
emiconductor Div 
tvarnstor 

‘ 


INTERNATIONAL RECTIFIER CORPORATION, 1521 
ne EE 


ADV 


Avenue, € 
f nts D & Te 


eg ndc a 
nternational Tel 
fton, N. J 


5 Prince P Newbury 


Ww 
umbus 
W Osborn 
West 


ray St., New York 


345 Kansas St 


Pesc rod ts Div Ror 

Bedford 

Power Sources, ! Mas 

RED BANK DIV BENDIX "AVIATION CORP 
town, N SEE ADV. C-89 


ereemachos sms 5 


9-Warner 


a * > 
Miles Rd 


Aviation Bivd 
SORENSEN . CO.. INC. Rich 

walk SEE ADV. C- 9 
Talley Corg Newbur 


electro | 


EITEL-McCULLOUGH, INC., 301 
f. SEE ADV. C- 
1465 


New York 7, N. Y 


3 & Cathode Ray 


58, Mass 
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Corp., 


ake- 


Ave 


2908 Nebr 
Product 


aska 
N.Y 
65 


Paterson 3 


Hamder 


York 13 


165 


Nat 


Dar 
9 


Mas 

THE BRUNSWICK- BALKE- COLLENDER co 
PRODUCTS IV 

SEE ADV B- 46 


Mich 


awar 


930 


C-78 


port 


LAVELLE AIRCRAFT CORP 
SEE ADV. A-44 


(AC Generators) 


Rd 


HOOVER ELECTRIC CO., 21 


ADV. C-97 
HYDRO-AIPE, INC 3 
f SEE ADV. O- 


RED BANK DIV. BENDIX AVIATION CORP 

town, SEE ADV. C-89 

SORENSEN & CO. INC. 
‘ SEE AD 


Co., 1 River Road 


Tube 
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REGULATORS 


Regulators, Electric Frequency 
(Inverters) 


DEFENSE 


THE ELECTRIC AUTO-LITE CO 
ADV. D-158 
ect Reg 


HALLAMORE ELECTRONICS co 
f SEE ADV 
HOOVER ELECTRIC co., 2 

ae es 2 te & 

ADV. C-97 
HYDRO-AIPE INC 
f SEE anv 
INDUSTRIAL .% 

New Y 3 


nm 17" 


EQUIPMENT 
SEE ANY 


JORDAN SL SerneInes Div OF VI CTOREEN INSTRU- 
MENT 
See ADV. C- 95 


Regulators, Electric Frequency 


Miles Rd. Bedford, Oh 

is wer ources v 

RED BANK DIV core 
town, WN 


BENDIX AVIATION 
FE AnV ¢.89° 


Servomechanisms In 125 Aviat Bivd 


INC. ® 
c-99 


thorne alif 
SORENSEN & CO 
f SEE AD 


Regulators, Electric Voltage 
(AC Generators) 


AVION DIVISION, ACF INDUSTRIES 
Place, | N SEE 


¢ 


INC 
ADV. C-1 


oe 


CONTINENTAL MOTORS CORP 
DIV., Muskegon, Mict SE 


AIRCRAFT 
E ADV. A-52 


ENGINE 





REGULATORS 
THE ELECTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. 0-158 


Regulator Corp., Norwalk, Conn. 
Lewis St., 


Electric 
Electronic Measurements Co., Inc., 
Ave., Eatontown, N 
Controls Co., 


& Maple 

J 

801 Allen Ave., Glendale 1, 
Calif 

Genera! Electric Co., 
Schenectady 5, N 

Genera! Electric Co., P. 0. Box 812, Waynesboro, Va 

General Radic Co., 275 Massachusetts Ave., Cambridge, 
Mass 

Gray & Huleguard, Inc., 
Los Angeles 46, Calif. 

Gulton Industries, Inc., 


N. J 

HOOVER ELECTRIC CO., 
Los Angeles 25, Calif 
Hangar 2, Port Columbus 
Ohio. SEE ADV. C-97 

HYDRO-AIRE, INC. 3000 Winona Ave., Burbank, Calif 
SEE ADV. 0-17: 

International Res 
Santa Monica, 

Jack & Heintz, Inc., 
Ohio 

Kenyon Transformer Co., Inc., 840 Barry St., 
59, N.Y 

Kepco Laboratories, Inc., 
ing 55, N.Y 

Walter Kidde & Co., 
N. J 


Apparatus Sis. Div., 1 River Rd., 


930 North Hancock Ave., 
212 Durham Ave., Metuchen, 


2100 South Stoner Ave., 
Eastern Sis. & Serv., 
Airport, Columbus 19, 


Associates, 2221 Warwick Ave., 
California 

17600 Broadway, Cleveland 1, 
Bronx 


131-38 Sanford Ave., Flush- 


Inc., 256 Main St., Belleville 9, 

Kurz & Root Co., Appleton, Wisc 

Leach Corp., 18435 Susana Rd., Compton, Calif 

Leland Electric Co., P. 0. Box 1060, Dayton, Ohio 

Lu _ Rotax a, Box 115, Station H., Toronto 13, 

Ontario 

MAGNETIC ‘AMPLIFIERS, INC., 632 Tinton Ave., New 
York 55, N. Y., WEST COAST DIV., 136 Washing- 
ton St., El ‘Segundo Calif. SEE ADV. C-94 

Ohmite Mfg. Co., 3601 Howard St., Skokie, 1! 

= Engrg Corp 345 Kansas St., E! Segundo, 


RED BANK DIV., BENDIX AVIATION CORP., 
town, N. J. SEE ADV. C-89 

S. M. S. Instrument & Accessories, Inc 
national Airport, Jamaica 30, N. Y 

SORENSEN & CO., INC., Richards Ave 
Conn. SEE ADV. C-99 

Stair Instrument Co., The, P. 0. Box 341, Station 1, 
North Hollywood, Calif 

Stewart & Stevens Services, Inc., 
Bivd., Houston 11, Texas 

Talley Corp., The, Newbury Park, Calif 

Telectro Industries Corp., 36-16 37th St. 
City 1, N. Y 

Transitron Electronic Corp., 
Wakefield, Mass 

United Transformer Corp., 
13, N. Y 

Vickers, Inc., Electric Products Div., 
St. Louis 3, Missouri 

WacLine, Inc., 35 South St. 
Ohio 

Western Design & Mfg. Corp. Div., U. S. Industries, 
Inc Bidg. 344, Santa Barbara Airport, Goleta, 


Calif 
Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
12 St. & 


Eaton- 


N. Y. Inter- 


South Norwalk 


4516 Harrisburg 


Long Island 


168-182 Albion St., 


150 Varick St., New York 


1815 Locust St., 


Clair St., Dayton 2, 


Box 868, Pittsburgh 30, Pa 
Wickes Engineering & —— uction Co., 
Ferry Ave., Camden 4, J 


Regulators, Electric Voltage 
(DC Generators) 


Aimo Radio Co., 913 Arch. St., 

American Research & Mfg. Corp 
Rockville, Md 

Bendix Aviation Corp., Fisher Bidg., 

Bogue Electric Mfg. Co., 52 lowa Ave., 
N. J 

British Thompson Houston Co. (Canada) Ltd. 766 
King St., W., Toronto, Ontario, Canada 

Columbia Commerce & Credit Corp., 1 East 53 St., 
New York 22, N 3 
Curtiss-Wright Corp ood-Ridge, 

THE ELECTRIC AUTO- ite Cco., 
ADV. 0-158 


Philadelphia, Pa. 
920 Halpine Ave., 


Detroit 2, Mich 
Paterson 3, 


J. 
Toledo 1, Ohio. SEE 


Conn 
Lewis St 


Electric Regulator Corp., Norwalk, 

Electronic Measurements Co., Inc., 
Ave., Eatontown, N. J 

Mfg. Co 


& Maple 
Emerson Electric 8100 Florissant Ave., 
St. Louis, Mo 
Essex Wire Corp 
Genera! Controls Co., 801 
Calif 
General Electric Co 
Schenectady 5, N 
Genera! Electric Co., P. 0. Box 812, Waynesboro, Va 
Gray & Huleguard, Inc., 930 North Hancock Ave, Los 
Angeles 46, Calif 
Gulton 
N. J 
HOOVER ELECTRIC CO. 
Los a 25, Calif., 
Hangar Port Columbus 
Ohio. SEE ADV. C-97 
HYDRO-AIRE, INC., 3000 Winona Ave., Burbank, Calif. 
SEE ADV. D-175 
Instrument 
Neck 
International Res. Associates, 
Santa Monica, California 
Jack & Heintz, 17600 Broadway, 


R. B. M. Div., Logansport, Ind 
Allen Ave., Glendale 1, 


Apparatus Sis. Div., 1 River Rd., 


Industries, Inc., 212 Durham Ave., Metuchen, 


2100 South Stoner Ave 


Eastern Sis. & Serv., 
Airport, Columbus 19, 


Associates, 351 Great Neck Rd., Great 
Y 


2221 Warwick Ave., 


Cleveland 1, Ohio 


C-54 


Kaiser Industries 


Kaiser Aircraft & Electronics, Div., 
0. Box 437, 


Corp., Toledo Electronics Plant, P 
Toledo 1, Ohio 

Kepco Laboratories, Inc., 131-38 Sanford Ave., 
ing 55, N. Y. 

Walter Kidde & Co., Inc., 
N. J 

Leach Corp., 

Leece-Neville Co., 
Ohio 

Leland Electric Co., P. 0. Box 1060, Dayton, Ohio 

Lucas-Rotax a Box 115, Station H., Toronto 13, 
Ontario, Cana 

MAGNETIC AMPLIFIERS INC., 632 Tinton Ave., New 
York 55, N. Y., WEST COAST DIV., 136 Washing- 
ton St., El Segundo, Calif. SEE ADV. C-94 

Ohmite Mfg. Co., 3601 Howard St., Skokie, Il! 

Perkin Engrg. Corp., 345 Kansas St., E! Segundo, 


Calif. 

RED BANK DIV., BENDIX AVIATION CORP., 

town, N. J. SEE ADV. C-89 

S. M. S. Instrument & Accessories, inc 
national Airport, Jamaica 30, N. Y 

SORENSEN & CO., INC., Richards Ave., 
Conn. SEE ADV. C-99 

Stair Instrument Co., The, P. 0. Box 341, 
North Hollywood, Calif 

Superior Electric Co., The, 83 
Conn. 

Taliey Corp 

Telectro Industries 
City 1, N. Y 

Transistor Devices, Inc 
N. J 

Transitron Electronic Corp., 
field, Mass 

United Transformer Corp., 150 
am we V 

Vickers, Inc., Electric Products Div., 
St. Louis 3, Missour 

WacLine, Inc., 35 South St. Clair St., Dayton 2, Ohio 

Western Design & Mfg. Corp., Div., U. S. Industries 
Inc Bidg. 344, Santa Barbara Airport, Goleta, 
Calif 

Westinghouse Electric Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 

Wickes Engineering & Construction Co 
Ave., Camden 4, N. J 


Flush- 
256 Main St., Belleville 9, 


Compton, Calif 
Cleveland 3, 


18435 Susana Rd., 
1374 E. Sist Co., 


Eatdn- 


N. Y. Inter- 


South Norwalk, 
Station 1, 


Laure! St., Bristol, 
The, Newbury Park, Calif 
Corp., 36-16 37th St., Long Island 


730 Boulevard, Kenilworth, 


168-182 Albion St., Wake- 


New York 


1815 Locust St 


12 St. & Ferry 


Regulators, Electric Voltage 
(Inverters) 


Aerojet-General Corp., 
Azusa, California 

Aircraft Radio Corp., Boonton, N. J 

Almo Radio Co., 913 Arch. St., Philadelphia, Pa 

American Electronics, Inc., 1025 West Seventh St., 
Los Angeles 17, Calif 

American Missile Products Co., 
Lawndale, Calif 

American Research & Mfg. Corp., 920 Halpine Ave., 
Rocky ile, Md 

Arnoux Corp, 11924 W. Washington Bivd., 


66, Calif 

Aviaparts, Inc Box 65, Miami 48, Fila 

AVION DIVISION. ACF eee INC., Plant # 
11 Park Place, Paramus J. Plant +2 800 
Pitt St., Alexandria, Va SEE ADV. C-100 e101 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, Mich 

British Thompson Houston Co. (Canada) Ltd., 766 King 
St., W., Toronto, Ontario, Canada 

Cardinal Instrumentation Corp., 4201 
Los Angeles 66, ‘Calif 

Columbia Commerce & Credit Corp 
New York 22, N. Y 

Curtiss-Wright Corp., Wood-Ridge, N. J. 

Daven Co., The, Route 10, Livingston, N. J 

Eicor Div., 4059 W. North Ave., Chicago 39, II! 

THE ELECTRIC. AUTO-LITE CO., “Toledo 1, Ohio. SEE 
ADV. 0-158 

Electric Regulator Corp., Norwalk 

Electronic Measuremtents Co., Inc 
Ave., Eatontown, N. 

Ferranti Electric Inc., 
20, N. Y¥ 

Controls Co., 801 


6352 North Irwindale Ave., 


15233 Grevillea Ave., 


Los Angeles 


Redwood Ave 


1 East 53 St., 


Conn 
Lewis St. & Maple 


30 Rockefeller Plaza, New York 


Genera! Allen Ave., Glendale 1, 
Calif 


Genera! Electric Co 1 River Rd 
Schenectady 5, N. 
Industries, Inc 


Apparatus Sis. Div., 
Y 


212 Durham Ave., Metuchen, 


N. J 
HOOVER ELECTRIC CO., 2100 South Stoner Ave., Los 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 2 
Port -Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 
HYDRO-AIRE, INC. 
SEE ADV. 0-175 


Instrument Associates, 
N.Y 


3000 Wirona Ave., Burbank, Calif 


351 Great Neck Rd., Great Neck, 


International Res. Associates, 2221 Warwick Ave 
Santa Monica, California 
Jack & Heintz, Inc., 17600 
Ohio 

JORDAN ELECTRONICS, DIV. OF VICTOREEN INSTRU- 
MENT CO., 3025 West Misson Rd. Alhambra, Calif 
SEE ADV. C-95 

Kaiser Aircraft & Electronics, Div 
Corp., Toledo Electronics Plant 
Toledo 1, Ohio 


Walter Kidde & Co., Inc 
N. J 


Broadway, Cleveland 1, 


Kaiser Industries 
P. 0. Box 437 


256 Main St., Belleville 9, 


Leach Corp., 18435 Susana Rd., Compton, Calif. 


P. 0. Box 1060, Dayton, Ohio 


Leland Electric Co., 
Box 115, Station H, Toronto 13, 


Lucas-Rotax Lte., 
Ontario, Canada 

MAGNETIC AMPLIFIERS, INC., 632 Tinton Ave. New 
York 55, N. Y. , WEST COAST DIV., 136 Washing- 

E! Segundo, Calif. SEE ADV. C-94 

6405 Cambridge St 


ton St 

Magnetic Controls Co., 
apolis 16, Mina 

Magnetic Research Corp., 
Hawthorne, Calif. 

NJE Corp., 345 Carnegie Ave., Kenilworth 

Perkins Engrg. Corp., 345 Kansas St., El 
Calif 

Pesco Products Div., Borg-Warner Corp 
Miles Rd., Bedford, Ohio 

Power Sources, Inc., Burlington, Mass 

The Ramo-Wooldridge Corp., P. : Box 45215, Airport 
Station, Los Angeles 45, Ca 

RED BANK DIV. wer AVIATION CORP., 
town, N. J EE A c-89 

S. M. S. Instrument & yi. Inc., N. Y 
national Airport, Jamaica 30, N. Y 

Servomechanisms, inc., 12500 Aviation Bivd., 


thorne, Calif 

SORENSEN & CO., INC., Richards Ave., South Norwalk, 
Conn. SEE ADV. C- 

Stair Instrument Co., The, P. 0. Box 341 
North Hollywood, Calif. 

Talley Corp., The, Newbury Park, Calif 

Telectro Industries Corp., 36-16 37th St 
City 1, N. Y. 

Transval Engineering Corp 
Culver City, Calif 

Transitron Electronic Corp 
field, Mass 

United Contro! Corp., 
Wash 

United Transformer Corp 

Y 


Minne- 
3160 West E! Segundo Bivd., 


N. J 
Segundo, 


24700 North 


Eaton- 
Inter- 


Haw- 


Station 1, 


Long Island 
10401 West Jefferson Bivd., 


168-182 Albion St., Wake- 


4540 Union Bay P Seattle 5, 


150 Varick St., New York 13, 


Vickers, Inc., Electric Products Div., 1815 Locust St., 
St. Lowis 3, Missour 

Western Design & Mfg. Corp. Div., U. S. Industries 
Inc Bidg. 344, Santa Barbara Airport, Goleta 
Calif 

Westinghouse Electric Corp., 3 Gateway 
Box 868, Pittsburgh 30, Pa 

Wickes Engineering & Construction Co., 12 St 
Ave., Camden 4, 


Center, P. O 


& Ferry 


Relay Equipment, Micro-wave 


Winthrop, Mass 
Linden, N. J. 


354 Main St. 

Airtron, Inc., 1011 West Elizabeth Ave 

Amerac, Inc., Dunham Rd., Beverly, Mass 

Automatic ‘Switch Co., Hanover Rd., Florham Pk., N. J 

C. G. Electronics Corp., P. 0. Box 8345, 15000 Cen- 
tral, S. E., Albuquerque, N. M. 

Cadiliac Electronic Co., 53 ‘Worth St., 
N.Y. 


Aircom, Inc., 


New York 13, 


Columbia Commerce & Credit Corp., 1 East 53 St., 
New York 22, W. Y. 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, I!!! 

Diamond Antenna & Microwave Corp., 7 North Ave., 
Wakefield, Mass 

Generat Communication Co., 
Mass 

General Electric Co., Heavy Military Electronic Equip 
Deot., Syracuse, N. Y 

Goodyear Aircraft Corp., 
Ohio 

Kellogg Switchboard, 6630 S. Cicero 

Walter Kidde & Co., Inc., 256 Main St 
N. J 

Motorola Communications & Elec. Inc, 4501 W 
Augusta Bivd., Chicago 51, Il! 

Motorola, Inc., Military Electronics Div., 2710 N. Cly- 
bourn <Ave., Chicago 14, Ill. 8201 E. McDowell Rd 
Phoenix, Ariz. 8330 Indiana Ave., Riverside, Calif 

Philco Corp., Government & Industria! Div., 4700 Wis- 
sahickon Ave., Philadelphia 44, Pa 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C- % 

Vitro Corp. of America, 261 Madison Ave 
16, N. ¥ 

Westinghouse Electric Corp., 3 Gateway 
Box 868, Pittsburgh 30, Pa 

Weston Electrical Instrument Corp 
Ave., Newark 12 


681 Beacon St., Boston i5, 


1210 Massilon Rd. Akron 15, 


Chicago, |! 
Be! lev 9, 


New York 
Center, P. 0. 


614 Frelinghuysen 


Relays, Aircraft, Heavy Duty 
(Contactors) 


913 Arch. St., Pt 
Ridgedale Ave 


adeiphia, Pa 


Morris- 


Almo Radio Co 

Artisan Electronics Corp., 171 
town, N. J 

Automatic Switch Co., Hanover Rd., Florham Pk., N. J. 

Aviaparts, Inc., P. 0. Box 65, Miami 48, Fla 

Avionics Lté., Stome Rd., Niagara-on-the-Lake 
Canada 

B & B Distributors, 221 Greenwich St., New York 7, 
N.Y 

Brandstrom Electric Co., Westport, Conn 

British Thompson Houston Co. (Canada) Ltd., 766 King 
St., W., Torotto, Ontario, Canada 

Cadillac Electronic Co., 53 Worth St., New 
N. Y. 


York 13, 
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Cannon Electric Canada Ltd., Toronto 
16, Ontario, Canada 

Cook Electric Co Inland Testing Laboratories Div 
6401 W akton St., Morton Grove, Il/! 

as ier-Hammer, Inc., 315 North 12 St 


160 Bartley Or., 


Milwaukee 

THE ELEcTRIC AUTO-LITE CO., Toledo 1, Ohio. SEE 
ADV. 0-158 

Essex Wire Cor ] l t Fort 

senera!l Electr D 


Schenect 


Wayne 6 nd 
v., 1 River 


1621 West Wainut St 
ago 
Hart 


RED BANK DIV.. BENDIX AVIATION CORP 
town, N. J ADV. C-89 


Relays, Hermetically Sealed 
A’G A Div ELASTIC STOP mur CORP OF AMERICA 

v SEE ADV 
4TH COVER 
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Ha ody Electronics Co., 57 William St., New York 
N 
The Hart Mfg. Co., 215 Bartholomew Ave 
onr 
Hartman Cilectrica 
Mar sfie d Ohio 
deinemar Electr 
New Jersey 
Bradley 


Mf 


JORDAN ELECTRONICS DIV OF VICTOREEN moray. 
MENT CO., 3025 West W t 
SEE ADV. C-95 


id 
Je 


MAGNETIC AMPLIFIERS INC T 
York 55, N.Y WEST COAST DIV 134 
ton St., El Segundo, Calif. SEE ADV. C-94 
METALS ‘ CONTROLS CoRP 


Attlebor 


SPENCER DIV 
E ADV. C-88 


Networ 


New 
REVERE CORP. OF AMERICA, S45 Nort y . 
SEE ADV. 8-38 : Deal — 
JORDAN ELECT OF VICTOREEN INSTRU 
MENT C : f 


SEE ADV 


CORP.. SPENCER DIV 


METALS 
Forest SEE ADV. C-88 


& CONTROLS 


twork 


REVERE CORP OF AMERICA ' 
v 4 SEE ADV. B-3 


TELECOMP 


TELCO ELECTRONIC SAL ES, DIV. OF 
ING CORP., 16217 L gh St., 
SEE ADV. B-41 


Relays, Miniature 


A’G'A DIV as STIC STOP heed CORP OF AMERICA 
SEE ADV 


4TH COVER. 
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RELAYS 


Barber-Coiman Cc., 

Bristol Co., The, 
20, Conn 

Cadiliac Electronic Co., 
N 


Rockford, Il. 
0. Box 1790-A. W., Waterbury 

53 Worth St.. New York 13, 

Y 

Cc. P. Clare & Co., 3101 West Pratt Bivd., Chicago 
45, lil 

Cook Electric Co., Inland Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, Ill. 

Thomas A. Edison Industries, Instrument Div., 49 
Lakeside Ave., West Orange, N 

Electro-Switch & Controls, Inc : 
Culver City, Calif 

Genera! Electric Co., Apparatus Sis. Div., 
Schenectady 5, N. Y 

Genera! Electric Co., P. 0. Box 812, Waynesboro, Va 

Genera! Electric Co., Specialty Contro! Dept., P. 0 
Box 812, Waynesboro, Va 

The Hart Mfg. Co., 215 Bartholomew Ave 
Cenn 

Hartman Electrical Mfg. Co 
Mansfield, Ohio 

Industrial Products Div., 
Thames St., New York 6, N. 

Kurman Electric Co., Inc., 191-193 Newel St., Brooklyn 
22, N. Y 

Leach Corp., 18435 Susana Rd, 

Longstaffe, J. R., Company Ltd., 
Toronto 9, Ontario, Canada 

North Electric Co., 553 S. Market St., 

Penn Keystone Corp., Derby, Conn. 

Phillips Control! Corp., 59 West Washington St., 


J. 
5755 Camille Ave., 


1 River Rd 


Hartford, 
175 North Diamond St., 


Intelex Systems Inc., 22 
N.Y. 


Compton, Calif. 
300 Campbell Ave., 


Galion, Ohio 
Joliet, 


Piqua Engrg. Co., South & College Sts., Piqua, Ohio 
Joseph Pollak Co., 81 Freeport St., Dorchester, Mass 
Potter & Brumfield, Inc. Sub. of American Machine 
& Foundry Co., Princeton, Ind 
Radio Condenser Company, Ltd., 
Toronto 16, Ontario, Canada 
Relays, Inc., 162 West 83 St.. New York 24, N. Y 
STEVENS-ARNOLD, INC., 7 Elkins Street, So. Boston 
27, Mass. SEE ADV. C-98 
Weston Electrical Instrument Corp., 
Ave., Newark 12, N. J 


6 Bermondesy Road, 


614 Frelinghuysen 


Relays, Reverse Current 


Aircraft Components, Inc., Woodland Ave., 
Airport, Benton Harbor, Mich 
Allied Controi Co. Inc., 2 East 
21, N.Y 
mo Radio 913 Arch. St., Philadelphia, Pa 
rtisan onics Corp., 171 Ridgedale Ave., Morris- 
town 
stomat ic 
N. J 
Cutlier-Hammer, Inc 315 North 12 St., 
3, Wisc 
Thomas A. Edison os 
Lakeside Ave., W range 
THE ELECTRIC AUTO. ‘une to., 
ADV. 0-158 
Electronic Specialty Co., 
Angeles 39, Calif 
General Electric Co., 
Schenectady 5, N 
Guardian Elec. Mfg. Co., 
cago 12, Ill 
Hartman Electrical Mfg. Co., 
Mansfield, Ohio 
Hexce! Products, Inc., P. 0 
Maryland 
Instrument 
Neck, 
Walter Kidde & Co., Inc., 256 Main St., 
N. J 


Twin Cities 


End Ave., New York 


Hanover Rd., Florham Pk., 


Milwaukee 
aa apes Div., 49 


J 
Toledo 1, Ohio. SEE 


5121 San Fernando Rd., Los 


Apparatus Sis. Div., 1 River Rd., 
Yy 


1621 West Walnut St., Chi- 
175 North Diamond St., 
Box 177, Havre De Grace, 


Associates, 351 Great Neck Rd. Great 


Belleville 9, 


Kurman Electric Co., Inc., 
lyn 22, N.Y 
Leece-Neville Co., 
Longstaffe, J. R., Company Ltd., 
Toronto 9, Ontario, Canada 
Piqua Engrg. Co., South & College Sts., Piqua, Ohio 
Potter & Brumfield, Inc., Sub. of American Machine 

& Foundry Co., Princeton, Ind 
Relays, Inc., 162 West 83 St., New York 24, N. Y. 
Stair Instrument Co., The, P. 0. Box 341, Station 1, 
North Hollywood, Calif. 
Victory Engrg. Corp., lorio Ct. 
Union, N. J. 
Westinghouse Electric Corp., 3 Gateway Center, P. 0. 
Box 868, Pittsburgh 30, Pa. 


191-193 Newel St., Brook- 


1374 E. Sist St., Cleveland 3, Ohio 
300 Campbell Ave., 


& Springfield Rd., 


Relays, Stepping 


913 Arch. St., Philadelphia, Pa. 
171 Ridgedale Ave., Morris- 


Almo Radio Co., 


Artisan Electronics Corp., 
town, 


Automatic Electric Sales Corp., Northlake, Ill. 
B & B Distributors, 221 Greenwich St., New York 7, 
N.Y 


C. P. Clare & Co., 
45, Il. 


The Digitran Co., 45 W. Union St., Pasadena, Calif 


Thomas A. Edison Industries, Instrument Div., 49 
Lakeside Ave., West Orange, J 


Engineered Electronics Co., 506 East First St., 
Ana, Calif 

Essex Wire Corp., R. B. M. Div., Logansport, Ind. 

Genera! Electric Co., Apparatus Sis. Div., 1 River Rd., 
Schenectady 5, N. Y 

Guardian Elec. Mfg 


3101 West Pratt Bivd., Chicago 


Santa 


Co., 1621 West Walnut St., 


C-56 


Pay Ml. 

W. HAYDON CO. THE, 232 North Eim St., Water- 
we Conn. .SEE ADV. C-91 

Hillburn Electronic Products, 
lyn 22, WN. Y. 

Industria! a Div., 
Thames St. York 

a ELECTRONICS, bv. * OF VICTOREEN IN- 
STRUMENT CO., 3025 West Mission Rd., Alhambra, 
come SEE ADV. C-95 

Kellogg Switchboard, 6630 S. Cicero, 

Walter Kidde & Co., Inc., 256 Main St., 
N. J 

Land-Air, Inc., 


55 Nassau Ave., Brook- 


Nee Systems Inc., 22 


Chicago, Til. 
Belleville 9, 
Chicago 31, 


7444 West Wilson Ave., 


Box 978, Dayton 2, Ohio 
300 Campbell Ave., 


G. H. Leland, Inc., 
Longstaffe, J. R., Company Ltd., 
Toronto 9, Ontario, Canada 
North Electric Co., 553 S. Market St., 
Potter & Brumfield, Inc., Sub. of American 

& Foundry Co., Princeton, Ind 
Price Electric Corp., Frederick, Md 
Stanley Aviation Corp., 2501 Dallas St., Denver, Colo 
Struthers-Dunn, Inc., Lambs Rd., Pitman, N. J 
Viking Too! & Machine Corp., "The, 20 Main St., 
Belleville 9, N. J. 


Galion, Ohio 
Machine 


Relays, Time Delay 


A’G’A DIV., ELASTIC STOP NUT CORP. 
1027 Newark Ave. Elizabeth 3, N. J 


4TH COVER 
ABRAMS INSTRUMENT CO., 600-62 E 
Lansing, Mich. SEE ADV. C-93 
The Advanced Products Co., 59 
Haven, Conn 
Allied Control Co. Inc., 2 East End Ave 
7. &..¥ 
Almo Radio Co., 913 Arch. St., Philadelphia, Pa 
Angio Corp., 4333 Ravenswood Ave., Chicago 13, I! 
Automatic Electric Sales Corp., Northiake, I 
Automatic Switch Co., Hanover Rd., Florham Pk., N. J 
ue Corp., 5440 Alhambra Ave., Los Angeles 32 


OF AMERICA, 
SEE ADV 


Shiawassee, 
Sroadway, North 


New York 


t 4 Distributors, 221 Greenwich St., New York 7 
N. Y 


8 
Bionder Tongue Labs., 9 Alling St., Newark 2, WN. J 
Cal-Tronics Corp 11307 ry Ave Los Angeles 
as Calif 
Canadian Research 
onto 5, Ontario 
Cannon Electric Canada d 
Toronto 16, Ontario, Canada 
Cc. P. Clare & Co., 3101 West 
45, 1 
oster Bros., 220 Fifth Ave v ork, N.Y 
olumbia Commerce & Credit Corp., East 53 
New York 22, N. Y 
Continental Electrics, 
yn 22, N.Y 
Cook Electric Co Inland Testing Laboratories 
6401 W. Oakton St., Morton Grove 
Cramer Controls Corp., Centerbrook, Conn 
Curtiss-Wright Corp., Wood-Ridge, N. J 
Cutler-Hammer, Inc., 315 North 12 St., 
Wisc 
Eagle Signal Corp., 
Ebert Electronics Co., 
Village 28, N.Y 
Thomas A. Edison 
Lakeside Ave 
Electro-Switch & 
Culver City, Calif. 
Electro-Tech Equipment 
York 13, N.Y 
Electronic Specialty Co., 
Los Angeles 39, Calif 
Electronics Corp. of America, 
bridge 42, Mass 
Essex Wire Corp., R. B. M. Div., Logansport, Ind 
G-V Controls, Inc., 28 Hollywood Plaza, East Orange, 
N. J 


Institute, 46 St 
Canada 


George St 
160 Bartley 
Pratt Bivd., Chica 


Ltd., 302 Oakle St., Bro 


Milwaukee 3, 


Moline, I! 
Jamaica Ave., 


202 20 St 


212-26 Queens 


Industries, Instrument Div., 49 


Camille Ave 
308 Canal St., New 


5121 San Fernando Rd 


One Memorial Dr., Cam- 


General Automatic Corp., Mountain 
View, N. J 

Genera! Electric Co., 
Schenectady 5, N 

General Electric Co., P. 0. Box 812, Waynesboro, Va 

Genera! Electric Co., Specialty Control Dept., P. 0 
Box 812, Waynesboro, Va 

Gibbs Mfg. Co., 454 N. Main St., Janesville, Wisc 

Guardian Elec. Mfg. Co., 1621 West Walnut St., Chi- 
cago 12, Ill 

The Hart Mfg. Co., 
Conn. 

Hartman Electrical Mfg. Co., 175 North Diamond St., 
Mansfield, Ohio 

A. hot HAYDON CO., THE, 232 North Elm St., 

Conn. SEE ADV. C-91 

Hw «his Electric Co., 158 Plum St., 
New Jersey 

Industrial Timer Corp., 
N. J 

JORDAN ELECTRONICS, DIV. OF VICTOREEN IN- 


STRUMENT CO., 3025 West Mission Rd., Alhambra, 
Calif. SEE ADV. C-95 


Walter Kidde & Co., Inc., 256 Main St., 
N. J. 


12 Carlton Ave., 


Apparatus Sis. Div., 1 River Rd., 
Y 


215 Bartholomew Ave., Hartford, 


Water- 


Trenton 2, 


1407 McCarter Hwy., Newark, 


Belleville 9, 


Kurman Electric Co., Inc., 191-193 Newel St., Brook- 
lyn 22 Y. 
Compton, Calif. 


300 Campbell Ave., 


Leach Corp., 18435 Susana Rd., 


Longstaffe, J. R., Company Ltd., 
Toronto 9, Ontario, Canada 


Lucas-Rotax Ltd., Box 115, Station H., Toronto 13, 
Ontario, 

wears Stee > a1 

M ly - 
Forest St., Attleboro, Mass. SEE ADV. C-88 

Networks Electronic Corp., 14806 Oxnard, Van Nuys, 
Calif. 

North Electric Co., 


Galion, Ohio 


Skokie, Ill 


553 S. Market St 
Ohmite Mfg. Co., 3601 Howard S:. 
ORDCO DIV., BERMITE POWDER CO_ ee Cump- 
ston St., North Hollywood, Calif. SEE ADV. B-40 
Ordnance Associates, Inc., 845 E/ Centro St., So 
Pasadena, Calif. 
Phillips Control 
Jotiet, Il I 
Joseph Pollak Co., 81 Freeport St 
Price Electric Corp., Frederick, Mo 
Radio Condenser Company, Ltd., 6 
Toronto 16, Ontario, Canada 
M. H. Rhodes, Inc., 30 Bartholomew Ave 
Conn. 
Seaboard Electric Products Corp., 
New York 13, N. Y 
Simpson Electric Co 
Chicago 44, Il! 
Stair Instrument Co., The, P. 0 
North Hollywood, Calif 
Struthers-Dunn, Inc., Lambs Rd, 
Telectro Industries Corp., 36-16 
and City 1, N 
Torwico Electronics, Inc 
nN. J 
S. Relay Co., 
California 
Victory Engrg 
Union, 
Vitro C America, 261 


Corp., 59 West Washington St., 


chester, Mass 


Hartford 6 


417-421 Canal St 


5200-18 


1090 Merris Ave Union 


717 North' C Avenue, Azusa 


Corp., lorio Ct. & sfield Rd 


Div Phec 
lu Culver City, Calif 
Westinghouse Electric Corp., 3 Gatew 
Box 868, Pittsburgh 30, Pa 
G. C. Wilson & Company, 1915 Eighth Ave., 


ton, West Va 


Hunting- 


Rheostats, Wire Wound 


Aime Radio Co., 913 Arch. St., Ph 

Analogue Controls, Inc 39 «Rose 
nN. Y 

Bourns Laboratories, Inc 
side, Calif 

Canadian Electric Resistors (te ] r Ave 
Tonorto 1é. Ontario, Canada 

Chicago Telephone Supply Co 
Ave., Elkhart, Ind 

Clarostat Mfg. Co., Inc a 

Cole-Hersee Co., 20 Old Colony Ave., Bos 

Daven Co., The, Route 10, Livingston, N 

DeJjur-Amsco Corp., 45-01 Northern Bivd 

and City 1, Y 

Electro-Tech Equipment Co., 308 

York 13, N. Y 

General Controls Co., 801 Allen 
Calif 

General Electric Co., Apparatus S's 
Rd., Schenectady 5, N. Y 

General Radio Co 275 Massachusett 
bridge, Mass 

Grimes Manufacturing Co., 
Urbana, Ohio 

International Resistance Co., Ltd. 349 
Toronto 8, Ontario, Canada 

International Resistance Co 401 North 
Philadelphia 8, Pa 

P. R. Mallory & Co Inc., 50 South 
Indianapolis 6, Ind 

Memcor, Model Engineering & Wig 50 
ick St., Huntington, Ind 

Ohmite Mfg. Co., 3601 Howard St kokie, Ill 

Ward Leonard Elec. Co., 115 MacQuesten Pkwy., 
Mt. Vernon, N. Y 


re c 


Beardsley 


mpshire 


ton 27, Mass 


Dover, New 


515 North Russell St 


Carlaw Ave 
Broad St 
Gray St 


Freder- 


Resistors, Fixed 


ACF Industries, Inc., 750 Third Ave., New York 17 
nN. Y¥ 

Aerovox 
Mass 

Almo Radio Co., 

Arnhold Ceramics, Inc., 
New York 

British Thompson Houston Co Canada) Ltd., 766 
King St., W., Toronto, Ontario, Canada 

Canadian Electric Resistors (Ltd. 16 
Toronto 16, Ontario, Canada 

Canadian Stackpole Ltd., 550 Evans Ave. (South of 
Elizabeth Way, Toronto 14, Ontario, Canada 

Chicago Telephone Supply Co., 1142 W 
Ave., Elkhart, Ind 

Clark Electronic Laboratories, 
Paim Springs, Calif 

Clarostat Mfg. Co., Inc., 

Cole-Hersee Co., 20 Old Colony Ave 

Continental Carbon, Division of Wirt Company, 
Greene Street, Philadelphia 44, Pa 

Cutler-Hammer, Inc., 315 North 12 St., 
Wisc. 

Dale Products, Inc., Columbus, Neb. 

Daven Co., The, Route 10, Livingston, N. J 

Electro-Fiex Heat, Inc., 83 Woodbine St., Hartford 6, 
Conn 


Corp., 740 Belleville Ave New Bedford 


913 Arch. St., Philadeiphia, Pa 
1 East 57 St., New York 22 


Curity Ave 


Beardsley 


Pioneer Rd., Box 165 


Dover, New Hampshire 
Boston 27, Mass 


5221 


Milwaukee 3, 


Electro-Mec Lab., Inc., 47-51 33 St., Long Island 
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City 1, N 
General Elect 

Schenectady 
senera!l Rad 

Mass 
General Transistor rp l 138 Place, Jama 

35 N y 

bar Pla 

Niagara 


pparatus Sis. Div., 1 


Massachusetts Ave 


Carborundur 


Pyrofilrr 

N. J 
Reon Resistor p 11 : 
Resistors, | 5226 West 26t 
Shallcross 

Pa 
Sprague € r th Adams, Mass 
tackpole art Electron Comp 
Marys, Pa 
Transformers 


Jackson Ave 


Stage Rd. Vestal, N. Y 


Ward Leonard Ele 115 MacQuesten Pkwy 
Mt er 
Welwy anada Brydges St. Box 484 


ondon ntar 
Lond ta 


Weston Electrica trument Corp., 614 Frelinghuy- 


s ‘Ss ‘WHITE "DENTAL WG CO., THE, Industria 
t., New York 16, N. Y. SEE ADV 
D- 184 


Resolvers 


American Electror 
Os —. 15 


American Electron i West Seventh St 


Washington Bivd 


N 


CLIFTON PRECISION PRODUCTS a INC., 9014 W 
’ SEE ADV. C-66 


Chester Pike 


C-67 


tead N 
Daystron hing, il Daystrom, Ir rcester 
DETROIT “CONTROLS DIV _ AMERICAN. STANDARD 
rwood, Mas SEE ADV os 


KEARFOTT CO. INC., 
EQUIPMENT CORP Ave 
SEE ADV. C-83 


range 
_INDUCTION 


fayw 


PSP ENGINEERING CO., DIV 
RP Wa lke Ave 


av c- 100 
Reeves Ins 


Seals, Electrical 


The Ame Wir New Haven 


Te Te 
j 
Ave Wallingford 
St., New York 16, N 
14806 Oxnard, Van N 


North Sycamore Ave 
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SLEEVING 


onase DIV BERMITE POWDER CO 
Nortn Ho ywood alif SEE ADV 6- 40 
Par ker Se 10567 Jeffersor . 

a ‘ 
Polymer ; T Reading, Pa 
Resit Labs Nebraska 


Shielding, Ignition ee 


Ave.. Downey slif 
her Meta roducts f 787 F Ave West THE SEEBURG CORP.. CONTRACT DIV 
aldwe t ; SEE ADV 
wductor 3 East e Gard lif " . " g 


fad Mfg M dd + ne 
AUBURN SPARK PLUG Co INC 
Auburn, N. Y SEE ADV. D- 208 
Aviquipo of awmada Ltd 636 
Montrea Queve Canada 
Bendix Aviation f Fisher 


~~ gh C 
Serv 8 t : 
STANDARD WIRE ‘ "CABLE co 44 f 
Los Angeles 34 if. SEE ADV. C- 104 
4, Ma 


Titeflex Handa. t Sor ingfie id 


Shielding, Tube 


Aero Metal Prod 


swe N 


ARROWHEAD PRODUCTS 23 
f. SEE ADV. 0-187 


Sleeving, Braided Copper 
(For Electric Wire & Cable) 
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SLEEVING 


Hallett Mfg. Co., 5910 Bowcroft St., Los Angeles 16 


Calif 


Sockets, Tube 


rp., 740 Belleville Ave 
144 N. Main St 


New Bedford, Mass 
Brockton 64 


Aerovox Co 
Alden Products Co 


Philadelphia, Pa 
Toronto 9 


Arch. St 

300 Campbei! Ave 

AMPHENOL ELECTRONICS CORP., 1830 South 54th 
Chicago 50 SEE ADV. C-106 

Sorp., 1026 South Homan Ave. Chicago 24 
rie Ave., Philadelphia 24 


nd Ave. S. W., Waseca 


ank Wi Morse 0 354 Congress St Boston 10, 


Mass 

Pacific Sole ” 500 € Franklin St 
Segundo, Calif 

STANDARD WIRE & CABLE CO., 3440 Overiand 
Los Angeles 34, Calif 4 ADV. C-104 

Sylvania Elect Products c., 1740 Broadway 
York 19, N.Y 

nited-Carr Corp Carr Fastener Co 
31 Ames St amor idge 42 Mass 

S. Gasket Co. Div., Ga ock Packing Co., The 

N. Tenth St., Camden 1, WN. J 

Vector Electronic Co 3352 San Fernando Rd 
Angeles 65, Calif 

Winchester Electronic Inc w 
Conn 

Woods Electr 
Burbank, Calif 


Fastene 


ard Road, Norwalk 


con ° 711 South Victory Bivd., 


Solenoids, Control 
(See Also Actuators, Relays) 


A.P.W. Co.. 72 West Main St. Rockaway, N. J 
Advanced Electronic c 94 Silas Deane Highway 

Rocky Co 
Aqualite Santa Monica, Calif 


Ridgedale Ave., Mor- 


Northiake, I! 

$01 E. Green Street 

Hanover Rd. Florham Pk.. N. J 
a3 


E. Green §S 


New York 7 


Bivd Los 


ony Ave., Boston 27, Mass 
Consolidated Ind a. oo a 
5 Santa Clara, Calif 


2151 € Rosecrans Ave 

THE ELECTRIC AUTO- LITE CO., Toledo 1, Oh SEE 
ADV. 0-158 

ectron Speciait 

Los Angeles 39 

ectro Develo opr 


Fernando d 


University Way, 


slendale 1, 
pparatus Sls. Div., 1 River Rd., 


635 West Colorado Bivd., 


1621 West Walnut St 


Co., 175 North Diamond St., 


HOOveR “ELECTRIC CO., 2100 South Stoner Ave., Los 
Angles 25, Calif., Eastern Sis. & Serv., Hangar 2, 
Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 

HYDRO-AIRE, INC 
SEE ADV. 0-175 
ack & Heintz 
Ohio 

Walter Kidde & Co., Inc., 


3000 Winona Ave., Burbank, Calif 


17600 Broadway, Cleveland 1, 


256 Main St., Belleville 9, 
516 N. Mich- 
DV. 0-191 
Compton, Calif 

14 South St., Clifton Springs, 


J 

KOONTZ WAGNER ELECTRIC CO., INC., 
igan Ave., South Bend 1, Ind. SEE A 

18435 Susana Rd., 
W. Lisk Co., Inc 
N.Y 

1. W. Lowd Machine Works, Inc., 
Pomona, Calif 


each Corp 


969 E. Second St., 


wcas-Rotax Ltd.. Box 115 
Ontario, Canada 

Lyndon Aircraft, Inc., 140 
N.J 

Magnavox Co., The, Industrial & Defense Prods. 
Div., 2131 Bueter Rd., Ft. Wayne, Ind 

The MagneTec Corp., 11785 W. Olympic Bivd., 
W. Los Angeles, Calif 

J. A. Maurer, Inc., 37-01 
.,.. & ¥ 

McQuay-Norris Mfg. Co., 2320 Marconi St., St 

Mo. 


Station H., Toronto 13, 


Clifford St., Newark 5, 


31 St., Long Island City 


Louis 


C-58 


Midwestern Instruments, 41 & Sheridan, Tulsa, Okla 

Phillips Control Corp., 59 West Washington St., 
a s. 

Piqu Co College Sts., Piqua, Ohio 

PSP * ENGINEERING C0., * OV INDUCTION MOTORS 
CORP., 6058 Walker Ave. Maywood, Calif. SEE 
ADV. C-100 
R. Robbins Co 
46. Calif 

Sterer Engineering & Mfg. Co., 11423 Van Owen St 
North Hollywood, Calif 

Michael W. Stolimack 
N. J 


Synchro 


9046 Sunset Bivd., Los Angeles 


67 Dorchester Rd. Emerson 


' 


Start Products, Inc 8151 N. Ridgway Ave., 
TELCO ‘ELECTRONIC SALES, DIV. OF TELECOMPU- 
NG CO 16217 Lindbergh St., Van Nuys, Calif 
§ E ADV. 8-41 
nited Metallic 0 
hio 
Western Design 
Inc Bidg. 344 
Western Gear Corp., P. 0. Box 1 2600 E. Imperial 
Hwy., Lynwood, Calif 


Ring Corp Box 1035, Dayton 1 
Industries 
Goleta 


& Mfg. Corp. Div S 
Santa Barbara Airport 


Solenoids, Linear 


Products Div., General Metals Corp., 
10777 Vanowen St.. Burbank, Calif 

Aqualite Corp., 1660 Tenth St., Santa Monica, Calif 

Artisan Electronics Corp., 171 Ridgedale Ave., Morris- 
town, N. J 

8B & B Distributors 
N.Y 

>annon Electric Company, 3208 Humboldt Street, Los 
Angeles 31, Calif 

Carruthers & Fernandez, inc 1501 
Santa Monica, Calif 

Daimotor Div Yuba 
Box 149, 1385 Clay St., Santa 

Elgin-Micronics Div., Elgin Nationa 


Ade! Precision 


221 Greenwich St., New York 7 


Colorado Ave., 
Consolidated ind Inc P. 0 
Clara, Calif 

Watch Co., Elgin 


Fugle-Miller Laboratories, Inc 301 Central Ave 


Clark, WN. J 

General Controls Co 801 Allen Ave 
Calif 

Gladden 


Glendale, Calif 
HOOVER ELECTRIC CO., 211 South Stoner Ave. Los 
Angeles 25, Calif., Eastern Sis. & Serv., Hangar 2 
Port Columbus Airport, Columbus 19, Ohio. SEE 
ADV. C-97 
Induction Motors Corp., 570 Main St., Westbury, N. Y 
Jack & Heintz, Inc., 17600 Broadway, Cleveland 1, 
Ohio 
Jervis 


KOONTZ WAGNER ELECTRIC CO., INC., 516 N. Mich 
gan Ave., South Bend 1, Ind. SEE ADV. D-191 

Leach Corp., 18435 Susana Rd., Compton, Calif 

G. W. Lisk Co., Inc., 14 South St., Clifton Springs 
N ¥ 

Lucas-Rotax Ltd., Box 
Ontario, Canada 

The Magnavox Co 
A. Maurer, Inc., 37-01 
N.Y 

Midwestern Instruments, 41 
er Industries, 1525 Marion St Grand Haven 
Mich 

PSP ENGINEERING CO. DIV., heen gay et 
CORP.. 6058 Walker Ave faywood, Ca SEE 
ADV. C-100 

Pacific Laboratories 
66, Calif 

Phillips Contro! Corp 


Glendale 1 


Products Corp 635 West Colorado Bivd., 


Corporation, 2900 Wilson Ave Grandville 


115, Station H., Toronto 13 


Bueter Road, Fort Wayne, Ind 
31 St., Long Isiand City 1 


& Sheridan, Tulsa, Okla 


12808 Venice Bivd., Los Angeles 


59 West Washington St., Joliet 


Pollak Co., 81 Freeport St., Dorchester, Mass 
9046 Sunset Bivd Los Angeles 


Joseph 
R ims Co 
Emerson 


Stolimack, 67 Dorchester Rd 


Sweeney Engineering Corp 5858 Centinelia Ave 
Los Angeles 45, Calif 
— — Products, Inc., 8151 WN 


reico ‘ELECTRONIC SALES, DIV. OF TELECOMPUT- 
cc 16217 Lindbergh St., Van Nuys, Calif 

See ADV. B-41 

Uniconn, Inc., 15 Hawkins St 

United Metallic 0 Ring Corp., Box 
Ohio 

Vickers, Inc., Electric Products Div 
St. Lowis 3, Missouri 

Western Gear Corp., P. 0. Box 192, 2600 E 
Hwy., Lynwood, Calif 

Wheeler Electronic Corp., Sub. Sperry 
150 E. Aurora St., Waterbury 20, Conn 


Ridgway Ave 


Waterbury, Conn 
1035, Dayton 1, 


1815 Locust St., 
Imperial 


Rand Corp., 


Solenoids, Rotary 


H & 8B Distributors, 221 Greenwich St., New York 
% = F 


Carruthers & Fernandaz, Inc., 1501 Colorado Ave., 
Santa Monica, Calif 

Daimotor Div. Yuba Consolidated Ind., Inc., P. 0 
Box 149, 1385 Clay St., Santa Clara, Calif 

The Digitran Co., 45 W. Union St., Pasadena, Calif 

Gladden Products Corp., 635 West Colorado Bivd., 
Glendale, Calif. 

HOOVER ELECTRIC CO. 
Los Angeles 25, Calif., 


2100 South Stoner Ave., 
Eastern Sis. & Serv., Hangar 


2, Port Columbus Airport, Columbus 19, Ohio, SEE 
ADV. C-97 

Land-Air, Inc., 
iy 

Leach Corp., 

Lee Spring Co., Div 
Brooklyn, N. Y 

G. H. Leland, Inc 

Lucas-Rotax Ltd., Box 115 
Ontario, Canada 

Pacific Solenoids, iInc., 500 € rankiin St., El 
Segundo, Calif 

Piqua Engrg. Co., South & College Sts., Piqua, Ohio 
Joseph Pollak Co 81 Freeport St., Dorchester, Mass 

J .R. Robbins Co., 9046 Sunset Bivd., Los Angeles 4¢ 
Calif 

Schaevitz Engineering, Route 130 
Pennsauken, N 

Michael W. Stolimack, 67 Dor 
N. J 

Telectro Industries Corp., 36-16 37th 
Ce 3. &. V¥ 

nited Metallic 0 Ring Corp Box 
Ohio 

Viking Too & Machine Corp 
ville 9 

Western Gear Corp., P. 0. Box 192 
Hwy., Lynwood, Calif 


7444 West Wilson Ave., Chicago 31, 


Compton, Calif 
30 Main St., 


18435 Susana Rd., 
Leetronics, Inc., 


Box 978, Dayton 2, Ohio 
Station H., Toronto 13, 


& Schaevitz 


chester Rd 


The, 20 Main 


. 
Speakers, Radio 
Allied International Co., 230 Park Ave New York 
17, N 
Ailmo Radio Co., 913 Arch. St., Philadelphia, Pa 
Altec Lansing Corp., 1515 South Manchester Ave., 
Anaheim, Calif 
Dayton Aviation 
Hangar No. 2 
Ohio 
Industrial Products Div Intelex 
Thames St.. New York 6, N. Y 
Longstaffe, J. R., Company Ltd., 300 
Toronto 9, Ontario, Canada 
Magnavox Co., The, Industrial & Defense Prods. Div 
2131 Bueter Rd, Ft. Wayne, Ind 
Perm-0-Flux Products Co 4101 Sar 
Glendale 4, Calif 


Radio & Equip. Corp Dare, Inc 
Dayton Municipal Airport, Vandalia, 


Systems Inc 22 


Campbell Ave 


Fernando Rd., 


Stabilization & Guidance 
Accessories 
AC SPARK PLUG DIV., GENERAL MOTORS — 


1925 E. Kenilworth Place, Milwaukee 1, Wis 
ADV. 0-167 

Aerofiex Corporation, The 
Island City 1, N. Y 

Cadillac Gage Co., P. 0. Box 3806, 

Cooper Development Corp., 2626 S 
Calif 

Daimsé Victor Co 
Way, Belmont 

Daven Co., The, Route 10 

Daystrom Pacific Div. of Daystrom, 
Bivd., Los Angeles 45, Californ 

DETROIT CONTROLS DIV AMERICAN-STANDARD, 
100 Morse St., Norwood, Mass. SEE ADV. C-92 

Allen B. DuMont Lab Inc 760 Bloomfield Ave., 
Clifton, N. J 

Farrand Optical Co Inc., East 
Bivd., New York 70, N. Y 

General Electric Co., Apparatus Sis. Div., 1 r Rd 
Schenectady 5, N. Y 

>. M. Giannini & Co Inc 918 East 
Pasadena, Calif 

Gilfillan Brothers, Inc 
6, Calif 

Goodyear Aircraft Corp., 1210 Massilon Rd Akron 
15, Ohio 

Gyrex Corp The, 3003 
Monica, Calif 

Lear, Inc., 3171 S. Bundy Or 

Ww. L. Maxson Corp., The, 475 10 Ave 
N.Y 

Mechanics Res. Div., American Machine & Fo 
1134 S. Wabash Ave., Chicago 5, I! 

Minneapolis-Honeywe!! Regulator Co 
Div., 2600 Ridgway, Minneapolis 13 

Military Electrosics Div 

Chicago 14, Iil., 8201 E 

8330 Indiana Ave 


34-06 Skiliman Ave., Long 


Detroit 5, Mich 
Peck Rd., Monrovia, 


ndustrial 


Livingston, N 
Inc., 9320 Lincoln 


238th St. & Bron 


Green St 


1815 Venice Bivd.. Los Angeles 


Pennsylvania Ave Santa 


Santa Monica, Calif 
New York 18, 


yndry Co., 


Aeronautical 
Minn 

2710 WN 
McDowe!l! 
Riverside, 


Motorola, Inc 
Clybourn Ave., 
Rd.. Phoenix, Ariz., 
Calif 

Permoflux Products Co 
Glendale 4, Calif 

Sanders Associates, Inc., 

Security Parachute Co., 
Leandro, Calif 

Skiatron Electronics T Corp., 180 Varick St., 
New York 14, WN. Y 

Sperry Gyroscope Co. Div., Sperry Rand Corp 
& Lakeville Rds. Great Neck, N. Y 

Stavid Engineering Inc., U. S. Highway 22, Plainfield, 

N. J 


4101 San Fernando Rd., 


95 Canal St.. Nashua, WN. H. 
295 West 141 Ave San 


Marcus 


Summers Gyroscope Co., 2500 Broadway, Santa 
Monica, Calif 
Sundstrand Turbo, 

Calif. 


United Control! Corp., 
Wash 


10445 Glenoaks Bivd., Pacoima, 


4540 Union Bay Pi., Seattle 5, 


U. S. Time Corp., Gyro Div., 76 N. Broadway, Irv 
Y. 


ington, N. 
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3 Gateway Center, P. 0. 
a 


Strips, Terminal 


Almo Radio 913 Arch. St., Philadel 

a ELECTRONICS as 183 
Ave, ( oe 50 ADV. C-106 

Armel Electronics, In ny Fifth Ave Br 
N 


Starters, Electrical 


AIRWORK CORPORATION, Municipal! Airport 
New Jersey. SEE ADV. D-201 sdio Development C 2833-13th Ave 
Aviquipo of Canada Ltd., 636 St. Paul St - 7 nn 
treal, Quebec, Canada 
Bendix Aviation Corp., F cher Bidg., Detroit 2, 
Bendix Av aiton Corp ca D ca, WN 
British at sson Houstor L 
t Ontar 0 ada 
CONTINENTAL MOTORS CORP AIRCRAFT ENGINE 
DIV., M skegon, Mict SEE ADV. A-52 


315 North 12 St., Milwaukee 3 


neering & Mfg. Corp l /. Jeffer 
son Bivd.. L Angeles 16, Calif 
THE ELECTRIC AUTO-LITE CO., Toledo 1 h SEE 
— D-158 
t.. W t Kansas 
HOOVER ELECTRIC. co 100 South Stoner Ave 
Los — es 25 f aste 
Hangar P mt t >lurr 19 
h See ADV C-97 


Jack & Heintz, I 7600 Broadway, Cleveland 
scas-Rotax Ltd 


ntario anada 
Aviat 


Starters, Reciprocating Engine 
(Elec.) 


AIRWORK CORPORATION, Mur 
New Jersey. SEE ADV D- 201 
‘ . 


nada 4 é 


ad 
AIRCRAFT ENGINE 
ADV A-5 


CONTINENTAL MOTORS CORP. 


Ss 
THE ELEC TRIC AUTO LITE to Tole l SEE 
ADV. D-158 


arw 32 Ww 
HOOVER ELECTRIC 


ADV. C-97 


k & 


FAIRCHILD CONTROLS CORP., COMPONENTS DIV 


k Ay Hicksv _N. Y. SEE ADV. C-68 


wit 


HUMPHREY 
SEE ADV 


MICRO SWITCH DIV 
REGULATOR CO 
SEE ADV. C- 80, C- 81 


orgy th 


ORDCO DIV., BERMITE POWDER CO 
t., North Hollywood f. SEE ADV. B-40 


k 


rth H 


HICKOK ELECTRICAL INSTRUMENT CO 
Pont, Cleveland, Ot SEE ADV. C-82 


A 


stern 
Mwy Lynwo 

Western Gear Corp E tro 
Colorado Bivd., Pasadena 1 


1959 AVIATION WEEK/SPACE TECHNOLOGY BUYERS’ GUIDE ISSUE 


LIS-HONEYWELL 


SYNCHROS 


AVION Srvissen ACF INDUSTRIES INC. Plant wo 
Pitt St Alexandr "see Aov C 150. c. 101" 
Bogart Mfg. Corr 315 Brooklyn €é N. Y 
Boma Laboratories 
2anoga re 5955 

ade Res 


Beverly, M 


METALS & CONTROLS DRP SPENCER DIV 
f : At SEE ADV. C-88 
MICRO SWITCH DIV MINNEAPOLIS-HONEYWELL 
REGULATOR CO - 
SEE ADV 





SYNCHROS 


Bendix Aviation Corp., Eclipse-Pioneer Div., Teterboro, 
N. J 


A Pcs Inc., 1045 
irway, Glendale 1, Calif 

CLIFTON PRECISION PRODUCTS CO. 
Chester Pike, Upper Darby, Pa. ‘bee 
C-67 

G. L. Collins Corp., 
Calif 

Daystrom Transicoi! Div., 
Montgomery County, Pa 

Thomas A. Edison Industries, 
side Ave., West Orange, 

Electric Indicator Co., Inc., P 
an 

Farrand Optical Co., Inc., East 
Bivd.. New York 70, N. Y 

Ford Instrument Div., Sperry Rand Corp., 31-10 
7 Ave Long Isiand City 1, N. Y 

Genera! Electric Co., Apparatus Sis. Div 
Schenectady 5 Y 

Greenleaf Mfg e 
St 17 fe} 

KEARFOTT ‘co INC SUB. OF, GENERAL PRECISION 
EQ’IIPMENT CORP., 1378 Main Ave., Clifton, N. J 
SEE ADV. C-83 


Kelv Hughes 


Precision Instruments Labs., 


9014 W 
(DV C-66, 
2820 Hullett St., Long Beach 5, 
Daystrom, Inc., Worcester, 
Instrument Div., 49 Lake- 
0. Box 666, Stamford, 
238th St. & Bronx 
Thom- 
1 River Rd., 


7814 Maplewood Industrial Court 


Port Washington, N. Y. 
United Aircraft Corp 


80 Shore Rd 
Norden Div 
y 

yment Corp 
Inc., 80-08 45 Ave 
3171 S — Dr 


BENDIX AVIATION CORP., 
AVIONIC DIV., 


Ketay 


Subsidiary, of St 5 og Cot ! 
Elmhurst 73 

Santa Monica te M 
icGraw-Edison Co 
= gg 


5 


South 
P SEE ADV. C-% 
JOHN -OSTER ‘MANUFACTURING co 
St ne, Wis. SEE ADV. C-84 
ENGINEERING co. DIV., INDUCTION a 
a) 8 ‘ 


Walker Ave 


Maywood, Ca 
12500 Aviation Bivd Haw- 


P. 0. Box 341, Station 1 


Dorchester Rd., Emerson, 


Machine & Metals, Inc., 


Tap2s, Magnetic 


Philadelphia, Pa 
934 Charter St., 


Almo Radio Co., 913 Arch. St 

Ampex Corp., Instrumentation Div 
Redwood City, Calif 

Ar 4 Engineering Co., Box G, Marengo, Ill 

Audio Devices, 444 Madison Ave., New York 22, N. Y 
eneral Electric Co., Heavy Military Electronic Equip 

pt Syracuse, N. Y 

Instruments, 41 

Minneapolis-Honeywell Regulator Co., 
cts Group Wayne & Windrim Ave., 
$4. Pa 

Reeves Soundcraft Corp., 


onn 


& Sheridan, Tulsa, Okla 
Industria! Prod- 
Philadelphia 


M une tern 


Great Pasture Rd., Danbury, 


ndustries Corp., 36-16 37th St., Long Island 


City 1, N. Y 


Telectro 


Telemetering Systems, Radio 


CF Inc., 750 Third Ave., New York 17, 
y 
A.R 


F roducts, Inc., 7627 Lake St., River Forest, 

Admiral Corp., 3800 Cortland St., Chicago 47, IIlinois 

Aerophysics Development Corp., P. 0. Box 689, Santa 
Barbara, Calif 

Aircom, Iné., 354 Main St., Winthrop 

Allied Res. Associates, Inc., 43 Leon St., 
Mass - 

APPARATUS DIV., TEXAS imerneiars, INC., 6000 

Dallas 9, Texas. SEE ADV. C-75 


76 South Bayles Ave., Port 


Mass 
Boston 15, 


Lemmon Ave 
f ed Research, Inc 
Washington, N. Y 
ed Science Corp 
"ceton N 

M'ss e Products Co., 


of Princeton, P. 0. Box 44, 


15233 Grevillea Ave., 


wnia Corp., 941 E. Marylind, Claremont, 


11924 W Los An- 
Calif 
Ele:t cs, Borg-Warner Corp 3300 
Ave., P. 0. Box 1679, Santa Ana, Calif 
BELL —= gf Niagara Falls Bivd 
Falls, N SEE ADV. A-46 
Be & Gossett 
Grove, | 
Bendix Fisher Bidg., Detroit 2, Mich 
C. G. Electronics Corp., P. 0. Box 8345, 15000 Cen- 
tral, S. E., Albuquerque, N. M 
5955 Sepulveda Bivd., Van Nuys, 
300 Greco Ave., 


Washington Bivd 
Newport 
Niagara 
Morton 


8200 WN. Austin Ave 


Aviation Corp 


Calif 
Coral 


Canoga Corp 


cations Co., Inc., 


Commun 
Gables, Fila 

Consolidated Electrodynamics Corp., 300 WN. Sierra 
Madreville, Pasadena 15, Calif 

Cook Electric Co., Iniand Testing Laboratories Div., 
6401 W. Oakton St., Morton Grove, II. 

Cooper Development Corp., 2626 S. Peck Rd., 
Calif 


Monrovia, 


C-60 


a Controls Systems, Inc., 39 Rose St., Danbury, 
DATA INSTRUMENTS DIV., TELECOMPUTING CORP 
12838 Saticoy St., North Hollywood, Calif Et 
ADV. 8-41 
Daven Co., The, 
Electro-Mechanica! 
Sarasota, Fila 
Electronic Communications, Inc., 
North, St. Petersburg, Florida 
Engrg. & Prod. Div., Dynamic Electronics-New York, 
Inc., 73-39 Woodhaven Bivd., Glendale, N. Y 
Epsco, Inc 588 Commonwealth Ave Boston, Mass 
The Foxboro Co., 38 Neponset Ave., Foxboro, Mass 
G. W. Galloway Co., 220 South First Ave., Arcadia 
Ca 
General Communication Co., 681 
15, Mass 
Genera! Devices, Inc., P. 0. Box 253, Princeton 
Genera! Electric Co., Light Military 
French Rd., Utica, N. Y 
fillan Brothers, Inc 1815 Venice Bivd., Los An 
geles 6, Calif 
obe Industries, Inc Electronics Div 
Belleville, N. J 
ton Industries, 212 Durham Ave Metuchen 
HALLAMORE ELECTRONICS CO DIV., Sieciek 
8352 Brookhurst Ave., Anaheim, Ca 


-79 


Route 10, Livingston, N. J 
Research, Inc., P. 0. Box 3041, 


1501 72nd Street, 


Beacon St., Boston 
N. J 
Electronics Dept 


525 Main St 


Inc 155 Perry St New York 


ectronics C 
m, Maryland 
HYDRO. AIRE, INC., 300 
f. SEE ADV. D- 75 
& Bailey nm 


o. © ; 
cago 
Beverly 
alver Rd 
P. 0. Box 


Ontario, Calif 
Crenshaw Bivd., 
Magnetic Segundo Bivd 
Hawthorne, Calif 
Magnovox Research Laborato 
nelina, Los Angeles 64, 
Miller Research Labs. Div Meta 
Inc., 2215 Russel! St., Bait re 30, Md 
I ! ctror v 2710 WN 
1 E. McDowe 
Ave Riverside 


Products, 


Sherman St 
Nems-Clarke Co., 


Instrument 
8, Conn 
Northeastern Engineering, Inc 
ford St., Manchester, N. + 
Northern Radio Co 47 West 22 St.. New York 11 


New York 
NUCLEAR INSTRUMENTS DIV TELECOMPUTING 
ORP.. 915 N. Citrus Ave. Los Angeles 38, Calif 
SEE ADV. B- 41 
Pacific Mercury 
hurst Ave., Sepulveda 
Raiph M 
DeLacey Ave 
Phiico Corp 
Wissahickon Ave 
Polarad Electronics Corp 
City 1, N. Y 
— Co., Inc., 600 East 


Television Mfg 8345 Haven- 
Calif 
Parsons Co., The, Electror 
Pasadena, Calif 
Government & Indust 
Philadelphia 44, Pa 
43-20 34 St 


Evergreen, Monr 


RADIATION INC., P. 0. Box 37, Melbourne 
SEE ADV. C- 105 

RADIO CORP OF AMERICA, 
ADV. C-76 

Radio Frequency Laboratories, 

The Ramo-Wooldridge Corp., P. 0. Box 
port Station, Los Angeles 45, Calif 

Reed Research, Inc 1048 Potom< St N. W 
Washington, D. C 

Republic Aviation Corp., Farmingdale, N. Y 

Resde! Engineering, 330 S. Fair Oaks Ave 
Cali 

Rheem Mfg Co., Gov 
Ave., Downey, Calif 

Rotary Devices Corporation, 30 Jay 

N. J 

Savage Instru 


Arizona 

THE SEEBURG CORP., CONTRACT DIV., 1500 N 
Dayton St., Chicago 22, Ili. SEE ADV. C-71 

Sierra Electronic Corp., 3885 Bohannon Dr 
Park, Calif 

Skiatron Electronics T. V. Corp., 180 Varick St., New 
York 14 

The Sparton Corp., 
Mich 

Sperry Farragut 
Corp., Bristol, 

James $ Spivey, Inc 
ton 14, D. C 

Stavid Engineering Inc., 
N 


Princeton, WN 


Boonton, N 
45215 


Pasadena 


Products Div 11711 Woodruff 


Street, Englewood 


ment Co 3131 N. 29 Ave., Phoenix 


Menlo 


Sparton Electronics Div., Jackson 


Company, Division of Sperry Rand 


Tennessee 
4908 Har 


pden Lane, Washing- 


U. S. Highway 22, Plainfield 


Telechrome Mfg. Corp., 28 Ranick Drive, Amityville 
N. Y 

Telectro Industries Corp., 
City 


Temco Aircraft Corp., P. 0. Box 


36-16 37th St., Long Island 


6191, Dallas, Tex 


United Electrodynamics Div., United Geophysical Corp 
1200 S. Marengo St., Pasadena, Calif 

Vitro Corp. of America, 261 Madison Ave 
16, ‘ 

Wells Gardner & Co., 
cago 39, Ill 

Westinghouse Electric Corp., 3 Gateway Center, 
Box 868, Pittsburgh 30, Pa 

— Electric Co., New & Meadow St, 


New York 


2701 North Kildare St., Chi- 


P.O 

Stamford 

BUDD "co., THE, 2450 Hunting Park Ave., Philadel- 
phia ADV. A-48 

Defense Products Div., Fairchild Camera & Inst 
Robbins Lane, Syosset, L. I., N. Y 

Electroni¢s & X-Ray Div., F-R Machine Works, Inc 
26-12 Borough Pi., Woodside 77, N. Y 

Gulton Industries, Inc., 212 Durham Ave 
N 

Instruments Div Philips Electronics, Inc 750 S$ 
Fulton Ave., Mt. Vernon, N. Y 

Land Air, Inc., 7444 West Wilson Ave 


Corp 


Metuchen 


Chicago 31 
L tton Industries, 336 North Foothill Rd. Beverly Hills 
Calif 
Lockheed Aircraft Service, Inc., Box 33, Ontaric 
Nuclear Corporation of America, 2 Richwood 
Denville, New Jersey 
Philco Corp Government & Industrial Div 
Wissahickon Ave., Philadelphia 44, Pa 
Picker X-Ray Corp 25 South Broadway 
Plains, N. Y 
Labs.. 2908 Nebraska, Santa Monica 
28 Ranick Ori 


. N. Austin Ave 


Gossett Co 320 


Defense Sales 


c Intelex Syster 
York 6, N. Y 
Inc., 1339 Wiscons 


Inc Guided Miss 


Malden Mass 
Inc., Sunnyside 


Television, Closed Circuit 


3800 Cortlan 


+ 


o ant #1 


AVION. DIVISION, "ACF “INDUSTRIES, INC. 
Pitt St ia, \ "see ADV. c- “100 C- 101 


Bendix ‘ Friez Instrument 
Taylor Baltimore 4 Md 
Bendix Aviation Corp., Fisher Bidg., Detroit 2, M 
Berkley Dexter Lab I 50 Frankfort St Fitch 
burg, Mass 
Blonder Tongue Labs., 9 Alling St 
Defense Products Div., Fairchild Camera & 
Robbins Lane, Syosset, L N. Y 
Allen B. DuMont Lab Inc 760 B nfield 
Clifton, N. J 
norg. & Prod. Div., Dynamic Elect s New 
Inc., 73-39 Woodhaven Bivd., Glendale, N 
Farnsworth Electronics C Div. of t 
3700 E Pont ac St., F 
238th 


Newark 2, N 


Tel. Corp 
Farrand Optical Co Inc East 
Bivd., New York 70, N 
Federal Elec. Corp. Assoc. of, Internationa 
Tel. Corp., Route 17 & Garden State Pkwy 
N 
oway Co., 220 South First 
General Electric Co Apparatus Sis 
Rd., Schenectady 5, N. Y 
General Electrodynamics Corp 
Garland, Texas 
Genera! Precision Lab., Inc., 63 Bedford Rd 
antville, N. Y 
HALLAMORE ELECTRONICS CO. DIV 
CORP., THE, 8352 Brookhurst Ave., Anahein 
SEE ADV. C-79 
Prods. Div., International Tel. & Te 
Bledsoe St., San Fernando, Calif 
5725 Kearny Villa Rd., San Diego, Calif 
23-25 Beaver 


4430 For 
Pleas- 


~~ 


Industria 
15191 

Kin Tel, 

Marconi’s Wireless Telegraph Co., Ltd 
St., New York 4, N. Y 

Perkin-Elmer Corp., Main Ave., Norwalk, Conn 

Philco Corp., Government & Industria! Div 4700 
Wissahickon Ave., Philadelphia 44, Pa 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT., Front & Cooper Sts., Camden, N. J 
SEE ADV. C-76 
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RADIO CORP. OF AMERICA Aerophysics Deve 

ADV. C-76 Barbara, Calif 

RCA Victor Lt 1001 Lenc St Montre Airborne Instrur 
lé > 


Princeton, 


je Ro 
rcraft 


28 Ranick 

N.Y 
THOMPSON PRODUCTS, INC ener 
and 17, Oh SEE ADV. D-170 


Terminals, Electrical AUTONETICS, DIV. OF NORTH AMERICAN AVIATION 
INC., « 


id al Mwy wine 


AMP INCORPORATED, Harrisburg SEE ADV ADV. C-100 
- ’ 


C-86, C-87 ; 
AMPHENOL ELECTRONICS CORP., 183 th 54th > ‘ ae ee 
A Chicago § SEE ADV. C-106 pm ~ hy ge gk eng Be 


Ave ? 
a Av Mifg ? 


B & H INSTRUMENT CO., INC m9 W.\ 
Bivd., Fort Worth 7, Tex. .SEE ADV. A-51 


WwW 


de, New Jersey 
BURNDY CORP., OMATON DIV., Norw 
ADV. D-159 


4Q¢ - 


. Ave cleveland 14 r 
BUDD CO., THE, 2450, Hunting 
phia 29, Pa. SEE ADV. A-48 
Res. & Deve ab 


de 77 N ¥ 


Test Equipment, Avionic 


AC SPARK PLUG DIV., GENERAL MOTORS CORP 
1925 Kenilworth Place Milwaukee 1 Wis 
SEE ADV. D-167 


at v 
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TEST EQUIPMENT 


GENERAL MILLS, INC. 
entral Ave., N. E., M 


C-90 


HALLAMORE 
CORP., THE 
SEE ADV. C-79 

THE HALLICRAFTERS 


ELECTRONICS CO DIV SIEGLER 


COMPANY, 4401 W. Fifth 

SEE ADV. C-101 

HICKOK ELECTRICAL INSTRUMENT CO 
Pont ela r SEE ADV. C-82 


HOOVER ELECTRIC CO 
Anaele f. SEE ADV 
HYDRO-AIRE. INC ; A 
f SEE ADV. 0-175 

INDUSTRIAL TEST EQUIPMENT CO 
New N. Y SEE ADV. 0-206 


NUCLEAR INSTRUMENTS DIV., TELECOMPUTING 
CORP., 915 N. Cit ' seinen ae 
SEE ADV. B-41 





TEST EQUIPMENT 


The Ramo-Wooldridge Corp., P. 0. Box 45215, Air- 
port Station, Los Angeles 45, Calif 

Raytheon Mfg. Co., Government Equipment Div., 
Washington St., West Newton, Mass 

Reiner Electronics Co., Inc., Centre & Glendale Sts., 
Easton, Pa 

Remanco, Inc 

Resde!| Engineering. 
Calif 

Rheem Mfg. Co., Gov 
Ave., Downey, Calif 

Rich Electronics, Inc., 
36, Fila 

Rotary Devices Corporation 
N 

Roya! In tr I 1035 Westminster Ave 
ora 

Rutherfo C cs Co 
City, Ca 

Ryan Aeronautical Co., 

Ca 


1089 


Santa Monica, Calif 
Pasadena, 


128 Broadway 
330 S. Fair Oaks Ave 


Products Oiv., 11711 Woodruff 


212 N. W. Eighth Ave., Miami 


30 Jay Street, Englewood, 


Alham- 


8944 Lindblade, Culver 


Lindbergh Field, San Diego 

Schaevitz Engineering, Route 130 & Schaevitz Bivd., 
Pennsauken, N. J 

Schoene Electronics Laboratory 
Evansville, Ind. 13 


Scientific-Atianta, Inc 2162 


CONTRACT DIV., 1500 N 
Dayton St., Chicago 22, I SEE ADV. C-71 

SERVO- TEK PRODUCTS CO. 1086 Goffe Rd., 
thorne 1, N. J. SEE ADV. C-103 

Servomechan ams Inc 12500 Aviation Bivd 
thorne, Ua 

Servomechanisms 
Kipling Ave 

Simpson Elect o., 5200- 
ago 44 

Skiatron € ( Corp 180 
New Yor 


1410 S. Grand Ave. 


: Piedmont Rd ~~ 
THE SEEBURG CORP., 
Haw- 
Haw- 


Canada Ltd Rexdale 
Toronto 15, Ontario, Canada 
18 West Kinzie St., Chi- 


Varick St., 


Bivd., North Holly- 

Cooper St., Camden, N. J 
Sparton Electronics Div., Jackson, 
of Canada Ltd 6011 Cote de 

Quebec, Canada 
Sperry Rand Corp., 

Great Neck 

Inc 4908 hunedee Lane, Wash- 


Marcus 


Stanley on 2501 Dallas St., Denver, Colo 
Stark mstruments Ltd. Stark Bidg., Box 
670, Ajxz ) rio, Canada 
States 19 New Park Ave 
Stavid Engineering | S. Highway 22 


Hartford 6, Conn 
Plainfield 
Sterling Sic Matinecock Ave Port 

Washingto N 
Stewart Warner 


y 
e tronics v Stewart Warner 
stner , Chicago 51 

0 Co 6644 Santa Monica 
Calif 


ec 
A rcraft Ras 
Hollywood 38 
Strata Instrument Co 323 
Heights, N. J 
Stromberg-Carison Co., 1895 Hancock St., 


Snyder Ave., Berkeley 


. P. 0. Box 

2449, San Diego 12, Calif 

Stromberg-Carison Div., General Dynamics Corp., 100 
Carison Rd., Rochester New York 

Taylor Engineering, Inc., 2100 St. Pau! St 
18, Md 

Technology Instrument Corp., 531 Main St., 
M 


Baltimore 


Acton, 
ass 


36-16 37th St., Long Isiand 


Saddie Brook, N. J 
Box 99, Smiths Falls, Ont., 
Topp Industries 5221 West 102 St 
malif 
Townsend Engineered Prods., Inc., 805 
Santa Ana, Calif 


Los Angeles 
McClay St 


57th Dr., Maspeth 78, N. Y 


L. Maxson Corp Haig 


Transdyne 


Ave Cranston 


& Cc t 5. Industries, 
344 ta Barbara Airport, Goleta 


Westinghouse Electr Corp., 3 Gateway Center, P. 0 
Box 868, Pittsburgh 30, Pa 
Weston Electrical Instrument Corp., 
Ave., Newark 12, N. J 


Wyle As ates, 128 Maryland St., E 


614 Frelinghuysen 


Segundo, Calif. 


Thermistors 


Aero Research Instrument Co., 315 N. Aberdeen St., 


Chicago 7, ! 
Barnes Engineering Co., 30 Commerce Rd., 
Conn 


Stamford, 


C-62 


Bendix Aviation Corp., Friez Instrument Div., 1400 
Taylor Ave., Baltimore 4, Md 
Fenwal Incorporated, Ashiand, Mass 
G. M. Mfg. Co., 134 West 26 St 
Globar Plant of Refractories Div 

Niagara Falls, N. Y 
Guiton Industries, 212 Durham Ave 
Industria ——- Div., Intelex 
Thames St.. New York 6, N. Y 
LEWIS ENGINEERING CO., 52 Rubber Ave 
tuck, Conn. SEE ADV C-102 
Metailurgical Products Dept 
Box 237, Roosevelt Park Annex, 
Miller Electro-Research Laboratories 
Milwaukee 7, Wisc 
Narda Microwave Corp 118-160 Herricks Rd 
Mineola, N. Y 
Simpson Electric 
cago 44, | 
Sperry Gyroscope Co 
& Lakeville Rds 
Victory Engrg. Corp orio 


nion 


New York 1, N. Y 
Carborundum Co., 


Metuchen, N. J 
Systems Inc 22 


Nauga- 


jeneral Electric Co 
Detroit 32, Mich 
5529 S. 5th St., 


Cc 0-18 West Kinzie St., Ch 


Div., Sperry Rand Corp., Marcus 
Great Neck, N. Y 


t. & pringfeld Rd 


Thermocouples 


Advanc ed Electronics, Inc 
Conn 
Instrument C l N 


Deane Highway 
Aberdeen St., 


Aerotech Specialties, Inc 122 Ave., Glaston- 
bury, Conn 


Components : 0 d Ave 
Ave., Toronto 9, 


tron, Inc zabeth Ave., Linden, N. J 
Arnay tting Co Industrial Ave., Little Ferry 
N. J 
Astra T 
South Pasadena, Calif 
Atlantic & Pac | Wire & 
New York 13 y 


Sacn->:impso 


echnica 


Metallurgica 
Philadelphia 2 
Bristol! Co., The, P 
Research 

Ontar 


nent 


Canadian 


154 Nassa 
Fenwal Incorporated 
Flow Corp., 85 Mystic St r 
The Foxbo Co 38 Neponset A 
c Co., Apparat 
eanetedy Ss. &. ¥. 
ton Watch Co 


Lancaster 


New 
Ashland 


LEWIS ENGINEERING co 
. SEE ADV C- 102 


1 . Elgin 
gi 


METALS & ~ CONTROLS CORP SPENCER DIV 
Attlebor SEE ADV. C-88 


field, N. 
REVERE CORP OF AMERICA, 845 
Wa gford, C SEE ADV 
STANDARD WIRE & CABLE co ; a 
os Angeles 34 SEE ADV. C- 104 
Thermo Electric C 
Electric, L 
Canada 


Thermo 
ntar io 
United Meta 


C ibe 
Oceans de, Calif 
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Instrument Corp., 1132 Mission St., 


Electrical Instrument Corp., 614 Freling- 


Newark 12, N 


Weston 
huysen Ave., 


Transceivers 


Admiral C 3800 
nois 

Airborne Instruments Lab. Div., Cutler- 
160 Old Country Rd., Mineola, N. Y 

Aircraft Radio Corp Boonton, N. J 

Allied International Co., 230 Park Ave 
N. Y 

American Electronics, Inc., 655 W. Washington Blvd 
Los Angeles 15, Ca 3 

American Miss a Produ Co 15233 Grev 
Lawndale 

AVCO MANUFACTURING CORPORATION, CROSLEY 
DIVISION see Arlingtc reet Cincinnat 
Ohio. SEE AD 
strument Div 
West Jeffersor 


Cortland St., Chicag 


Hammer, 


New York 17, 


ea Ave., 


Cedar 


nad Bermondsey Rd., 
Canada 
ons Co In ; Grec Ave 
Fla 
Daven Co., The 
Dayton Aviation 
Hangar No. 2 


bin 


Route 10 
Radio 
Dayton 

eneral Commur 
15, Mass 

eneral Electr 
Dept., Syracu 
obe Industries 


ria 
hames St 
ear In ; 
Magnavox Co 
Rd 

In bw N. 

we 

side 


Electronic Div 


Washington, Pa 

Company G 

Sherman St., Maldon, Mass 

Government & Indus 

ahickon Ave Ph adelphia 4 

Production Res. Corp., Thornw 

RADIO CORP OF AMERICA. DEFENSE ELECTRONICS 
PRODS. DEPT. Front & er Sts., Camden, N. J 
SEE ADV. C-76 


Resde! Engineering ) 
THE SEEBURG CORP., CONTRACT DIV., 150 
Dayton St., Chicago 22, Ill. SEE ADV. C-71 


Nationa 


aks Ave., P 


—_ stries 


THIOKOL CHEMICAL CORP.. 780 N 
J. SEE ADV _D- 181 


Ae es 


Transducers (Pressure, Temp., 
etc.) 


BUDD CO., THE, 2450 H 
29, Pa. SEE ADV. A- aa 
va Res. & Deve Labs 
Woodside 77 
ardina Instr 
s Angeles 


ark Electroni 
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TRANSFORMERS 


Palin rings ber Inst ent rE lll G y t th AVION DIVISION, ACF INDUSTRIES, INC., 11 Park 
C tt N Place, Para N SEE ADV. C-100, C-10 


alif 
umbia Commerce L 
New York 22, N. Y 
COLVIN LABS., INC., 364 Gier 
N SEE ADV. 8-39 
S dated C tro ore B 
msolidated e 


Madrev 


COMPONENTS DIV Weste e519 
y SEE ADV. C-86 dustric ant 
er Rd t WIANCKO ENGINEERING CO ‘ 
F de SEE ADV. C-103 


Transformers, Intermediate 
Frequency 


si if 
HUMPHREY, INC. 28 t eg f A 3 

SEE ADV. C-74 Angeles 1 

te tional R " 401 ‘ 3road , Automat Mfg y enera t ent 


SEE ADV 


;0uvern Newark 4. N 
AVION DIVISION, ACF INDUSTRIES INC. 


nN 
N 


dena, Calif t € f 
LEWIS ENGINEERING CO., 52 SORENSEN & CO. INC 
tuck, SEE ADV. C-102 walk SEE ADV 


MONTROSE DIV., BENDIX AVIATION CORP t . 115, Station H., Toront 
Mont Pa. SEE ADV. C-9% ' nad TELCO ELECTRONIC SALES, DIV. OF TELECOMPUT 


SEE ADV. B-4] 


Norden v 
eet Milf 
Norris Therma 
NORWOOD CONTROLS UNIT, DETROIT CONTROLS 
DIV. 934 os , SEE 
ADV. C-92 
New Y k : 
TELCO ELECTRONIC SALES, DIV. OF TELEC 
I 1 


¥G CORP 
SEE ADV. 8-41 


‘ 


Transformers, Power 


REVERE CORP. OF AMERICA, 845 N 
yford SEE ADV. 8-38 
9424 nda 
SANBORN CO 
SEE ADV. C-69 
SERVONIC INSTRUMENT, 640 Ter 
f SEE ADV. C-105 
STATHAM INSTRUMENTS, INC., 12401 West y 
Biv s Angeles 64 f. SEE ADV. C-85 
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TRANSFORMERS 


Chicago Standard Transfo rmer Corp., 3501 W. Addison 
St Chicago 18, Ili 
ation Accessories Co S. Highways 50 & 
l ee’s Summit, Mo 
Engineering 
Calif 


ter Assoc 350 orth Halstead, 
Pasade ‘a 
Transformer Corp 356 Glenwood 
ange, N. J 
esion & Mfg 
Engineering 
Veve og 


Ave East 

Co., Grandview 8, Mo 

760 S. 13th St., Newark, N. J 
3939 


University Way, Seat- 


THIOKOL “CHEMICAL CORP., ? 
J. SEE ADV. D- 181 


Equipment 


Mackey Research 
Minneapolis-Honeywe 
Div 2747 
8, Minnesota 

Augusta 8 
M tor " 
New York Mahw J ybo 
718 Weirfield St.. Brook- son 3t 


Mackensack St 


Met 


y'var 3 
York 19, N. Y 

THOMPSON PRODUCTS, INC ° 
and 17, Ohio. SEE ADV. 0-170 


PACKARD- BELL ELECTRONICS 
ranernang DIV 


CORP., TECHNICAL 
SEE ADV. C-73 7 J 


; 


t Engi ; p 5t.,, Redwood PIONEER. CENTRAL 
SORENSEN & CO., INC., Richard th Norw 2 Ramo-¥ 
SEE ADV. C-99 


DIVISION BENDIX AVIATION 
SEE ADV. 0-208 


«ta : REVERE ‘CORP. OF AMERICA 
tat Reaien 6 ‘ : ie SEE ADV. 8-38 
Texas sea as . hasvits Enur 


Ave 
TELGO EL ELECTRONIC. SALES DIV. OF Phang meget 


SEE ‘ADV 8-41 aad 


TELCO ELECTRONIC SALES, DIV. OF 
ING CO J v . Bendix Aviat 
SEE ADV. "8-41. Taylor Ave 
elect Industrie 6-lé 7th t A. Biederma 
Trenton, N. J and City 1 y A 
hiladelphia 28, Pa Topp industries, 5221 West 102 St., | COLVIN LABS., INC.,” 3 
Redwood Ave., Venic Angele aif N. J. SEE ‘ADV. 'B- 39 


TELECOMPUT- 
an Nuy Calif 


— DIV., BENDIX AVIATION CORP 
Mont P SEE ADV. C-% 

REVERE CORP OF AMERICA 
Wallingfor 


845 WN 
SEE ADV. B- 38 
. A — ~ 


a4 , 


ternational Airt 
0 A St., Pr elphia 2 SERVONIC “INSTRUMENT, 
stile 'Ehimediente Mie one. Gelli chsville, Mesa, Calif. SEE ADV. C- 105 
Northline Road, Toronto , Stair Instrur 
TEXAS INSTRUMENTS, INC 
North Irwindale Ave., 200 t Ave., Dallas 9, Texas SEE ADV 


ermin 
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TRANSMITTERS 


Transmitters, Fuel Quantity 
26 Windsor Ave M 
Jiand Ave Twir 


oodside 77, N. Y 
r Corg 330 Newport 
nt2 Ana e 


Ins ment 


Potter Aeronautica t Route 22 
REVERE CORP. OF AMERICA, 845 North Colony Rd _. sherma Maid ’ t just 
Wallingford SEE ADV. B-3 rome rp., Government st v., 47 Belleville, N 
SIMMONDS AEROCESSORIES, INC., 105 White Pla —— n, Tees SS , THE HALLICRAFTERS COMPANY Ww. F 
Rd., Tarryt N.Y. SEE ADV. 0-195 ' tronics 43-20 34 St 9 Island Avenue, Chicago 24 SEE ADV. C-101 
t Access es ) N ‘ ehh 


Re wn 


RADIO CORP. OF AMERICA 
ADV. C-76 


- g e 
West Newt 


Transmitters, Hydraulic 
Pressure 


Transmitters, Oil Pressure 


MONTROSE DIV., BENDIX AVIATION CORP ' weg 
Montrose, Pa. SEE ADV. C-% a. Biede 
COLVIN LABS., INC., 364 
SFE ADV B-39 


RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT t& é . N 
SEE ADV. C-76 

RADIO CORP. OF AMERICA ‘ N SEE 
ADV. C-76 


MONTROSE DIV., BENDIX AVIATION CORP 
Montrose, F SEE ADV. C- 

NORWOOD CONTROL UNIT, DETROIT CONTROLS 
DIV 4 W gt t N i, M SEE 


934 


Transmitters, Landing Gear ‘ 
Position ST 


SERVONIC INSTRUMENT, 640 Ter 
Me SEE ADV. C-105 

“am ~ ii THE SEEBURG CORP., CONTRACT DIV 
y t SEE ADV. C-71 


Soe Transmitters (Radio 
"le ae oe ee Ce oe Oe Communication), High 
~~ ~ oes Frequency 


AVCO MANUFACTURING CORPORATION, CROSLEY 
DIVISION, 1329 Arlington St 
hio. SEE ADV. B-2 : - 
BELL AIRCRAFT CORP. } Niag Transmitters (Radio 


Corp., Fisher  Bdg Communication Ultra High 
Frequency) 


AC SPARK PLUG DIV 


Internation 


) Kingsland Rd.. Clifton, N. J Gables. Fla ; Continued on page 92 
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CLIFTON PRECISION PRODUCTS 


om ee HEIGHTS, PA. 








T 
ROTARY COMPONEN 


Yichxag 
SIZE ge. 10° 11+45. Pancake 
BuOra. High Temp (4500) 
Production Quantities (7 
lowesi Rulls; lowes: Dhas 


Highest 
typica! 
constry, 


accuracy in 


Max. error Is 


€ shifts COrrosion resistant 
Ction Stainless Steel o 


of aluminum hous 
ended Shafts available Ap ex 


NES. Double 
y Wide variety of syn 
Receivers Contro/ 


Solvers 


Chros available as Traasm 
Transtormers Differe 


reme/ 
tters 


als Re 





k BPheceitian “Comp uling Rese Cvens 
im a SIZE gs. 10 


Highest accuracy ( 
Excellent nulls low pha 
Resistir », feedback wind: 






*15- Pancake 

functional error 03% to 1%) 
Se shift. Units to resist 450°F. 
Ng or thermistor compensation 


Types for transistor cifcuitry 
| j BuOrd shafts and Mk 4 Mod 0 
brush biock obtainable 


te 
Components. Wri 
be only partially our wide line of Precision pr ie ea 
pen sewed s latest catalogye which gives complete 7 ech extrunshl a 
ns '@) N ig oe oa ithstand severe vibration an . 
iene ee 
- ings. Special units are bathe es a 
"9 I perature, and radio-active re ort ani ilies tin hy, Pa eS 
Hiiiatire na ' ‘ 
aia ye vbw . st Chester Pike, Upper Darby, Pa., Hilltop 9 
9 e st ’ 
Home Sales Office: 


COMPONENTS BY FAIRCHILD 


A. RATE GYROS—Fairchilds Subminiature Floated 
Rate Gyro (%” diameter x 2” long) has uniform con- 
trolled damping for any required percentage of critical 
within +15% through temperatures ranging from 
—40° to 200°F. This is the only subminiature Rate 
Gyro made that will take 100 g’s of shock and 15 g’s 
at 2000 cps vibration even at rates as low as 20° per 
second. 


B. ACCELEROMETERS—Fairchild’s Line of Accelerome- 
ters measure accelerations in the +1 to +100G range. 
It includes low, medium and high natural frequency 
units. Standard units have pot pick-offs; a. c. type 
pick-offs also available on special order. Outstanding 
features: Low cross talk, low friction, low hysteresis, 
excellent calibration and high voltage sensitivity. 


SALES OFFICES 


C. POTENTIOMETERS—Fairchilds High Reliability 
Potentiometers can be had in %” to 5” diameters, 
single and multi-turn, linear and non-linear, in stand- 
ard and high temperature versions and with linearities 
as high as 009%. 


D. PRESSURE TRANSDUCERS—Fairchild’s Precision Line 
of Pressure Transducers include both bourdon tube 
and capsular diaphragm types for measuring pressures 
from 1 to 10,000 psi absolute, gauge, or differential. 
Standard units have pot pick-offs; a. c. type pick-offs 
available on special order. All designs withstand 2000 
cps 25G vibration and 50G shock. 

For more information regarding Fairchild precision 
components call the nearest Fairchild office or write 
Fairchild Controls Corporation, Dept. 20Y. 


COMPONENTS DIVISION 


Les Angeles, Calif. 

Phone Raymond 3-519! 
Denver, Coto. Phone W 4646 
Jacksonville, Fila. Phone Elgin 4-8484 
Chicago, 11. Phone Spring 4-4174 


IRCHILD ————_ 


Allston, Mass. CONTROLS CORPORATION — Vicksvitte,U1.0¥. Los Angeles, Cal. 
catactte, Oe ee a ie . A Subsidiary of Fairchild Camera and instrument Corporation 
Seatie, Wash. Phone Metrose 3-5858 
Ottawa, Canada 

Phone Parkway 2-7152 


2% Built-in SAFETY FA ond the Specs for Reliability in Performance. 
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from a 


SANBORN 
SYSTEM 


DESIGNED SPECIFICALLY FOR 
YOUR TYPE OF WORK 


MODEL 276 CHART VIEWER 


Permits convenient, variable speed editing and study of 

‘I~ TO 8-CHANNELS, 12 PLUG-IN PREAMPLIFIERS Senhora charts and other types up to 57 aide ; 
Single control for direct paper speeds (1>*to 100 ) 
Transparent cursor slides left or right, adjusts for accurate 


150 SERIES 
alignment with coordinates 


Features of the “150 series” 

pane cee Amey - ol 6-, 8-CHANNELS, FLUSH FRONT RECORDER, 

u cps; 

fincarity a cami itp FREQUENCY RESPONSE TO 120 CPS 

less recording in true 350 SERIES 

rectangular coordinates fy 

heated stylus on plastic New “350” series direct writers 

coated Permapaper charts; with compact plug-in preamps 

current feedback driver ; in modules of up to 4; individua 6-, 8-CHAMNELS 
amplifier and regulated power supplies; current feed ; : 
power supply for each chan- back transistorized power am 850 SERIES 
nel. Recorder has 9 chart plifiers; limiter circuit ahead of ompact “85 ‘ ' 
speeds, 0.25 to 100 mm/sec; power amplifiers; velocity feed use high 
individual stylus heat con- * back galvanometer dam 

trols, time-code marker. Up enclosed galvanometer 

to 6-channels can be housed earity 0.2 div 

in one vertical cabinet. divisions. Recorder -¢ 

Amplifiers, recorder also plifier-power supp 

available in individual por- has 0.1 volt/div. se 


table cases. be used separately 
controls for 9 char 


dire 


t 100 mm/ se dividual 

Stylus heat ntrots ntacts ; er cha Ava 

for remote contr nkless rec- i Je Serv nitor (demodu 
tangular c p recording Coupling. Carrier. Chopper 
on Permapaper charts. ; Stabilized and Low Level types are 


COMPUTER READOUT . .. AUTOMATIC PROGRAMMING TICA ' 
150 SERIES TAPE RECORDER 


“150 series” 6-, 8-channel consoles in 464" high mobile cabinet. Dual- 

Channel Ampisfiers have selectable sensitivity from 0.0! to 10 volts/div 

internal calibration 2 volts = 1% freq. response flat to 20 cps. Optional Portable “350” series include 

Programmer sequences system operation in 20 steps. including recorder Carrier, DC Coupling Servo Monitor 

turn-on, calibration, computer DC level reading, recording for pre-set (demodulator), True Differential 

time, turn-off and reset DC types: others in development. 

Mount in portable “45 ases of 
four-unit modules in 19” frame. 

Use individual power supphes 

One “450” case and power supply 

can serve any “350” Preamg 





PORTABLE INDICATORS FOR STRAIN, ETC, 
For complete data, call your local Sanborn Engineering 


Representative or write the Industrial Division in Waltham. 


Model 150-300/700 Wide Band Amplifier and Power Supply ac- 
cepts “150” series preamplifiers — for use with low power gal- 
vanometers, oscilloscopes, panel meter. Freq. range DC to 10,000 S A N B Oo R N Cc © M PA N Y 


cps (but limited by particular preamp range). Panel meter has ‘ ee 
Center zero scale, 25 divisions each side of center, Industrial Division 





175 Wyman Street, Waltham 54, Mass. 
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BENDIX RADAR SAVES WEIGHT, SPACE 
ON FAIRCHILD F-27 


Here’s important weight and space-saving 
news for airlines and multi-engine busi- 
ness aircraft owners. Now available from 
Bendix* . . . a new 150-mile range air- 
borne weather radar TRANSMITTER 
RECEIVER weighing only 28.7 pounds 
and completely housed in a 1/2-ATR 
package 

This new T/R unit, when used with the 


Bendix Radio Division 


new Bendix 18-inch stabilized antenna, 
reduces the total system equipment weight 
to 82 pounds. (With 22- and 30-inch 
antennas, total system weight is approxi- 
mately 91 pounds.) 

Because of its lighter weight, smaller 
size, reduced power requirement, and 
increased performance, Bendix Weather 
Radar is recommended by FAIRCHILD 


A 
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"Bendis 


for installation in the F-27. 

For further information, write Bendix 
Radio Division, Aviation Electronic 
Products, Baltimore 4, 

Bendix International Div., 2 

Street, New York 17, N. Y. Canada 
Computing Devices of Canada, Ltd., Box 
508, Ottawa 4, Ontario. 


PrRADEMARK 
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SEEBURG CAPABILITIES 


that can help you solve your problems 






TELEMETERING ‘& = ENGINEERING 


Missile-borne—Telemetering Navy's air-to- 
oir Sidewinder missile meant optimum engineer- 
ing ond production flexibility—solving new 
design problems including miniaturization as 
well as increased power and improved 

3 ‘ reliability 


Airborne—Telemetry simulators ot AF Missile Test Center, 
Patrick AFB, Florida provide characteristic telemetry signals 
simulating actual in-flight missile data telemetering— are used 
for calibration and check ovf of ground station telemetry 
facilities and for training operating personne! 


Shipboard — Missile tots: Siry set oboord USS i 
mg receiving and recording foc 
ally collecting and recording dato from ship- 
Plaunched missile 





Ground—tTeiemetered data handling system for Novy 
Ordnance Laboratories, Corona, California includes tape 
ployback mechanisms and omplifiers, decoders and re- 
corders for displaying ond onalyzing in detoil dota 
recorded aboard the Bureay of Ordnance missile evalva- 
tion ship U.S.S. Mississippi. 


DATA RECEIVING & HANDLING SYSTEMS 


ie- 4) 
oc me Type 2310 Tepe Recording System for recording 
—~e : : n-flight information from pilot or crew comment 
. of radio communications, reference signals, etc ‘ 
nal : 
@).-! plete ond occurote in-flight dote in rec 


, fa, a sence os well os Might ng. 
. petty 


Telemetry ground station receiving ond recording 
equipment for AF Missile Test Center, Patrick AFB, 
Florida is used at missile launching and down range 
instrumentation sites. 


r 


CObM 
CORPORATION 


CONTRACT BIVISION 


THE 


An Electronic Facility with a 55 Year Background of Quality R & D and Production Accomplishments 

















special 


LINEATOR® e 


Represented in Canada by: WINNETT BOYD LIMITED « 745 Mt. Pleasant Rd., Toronto 12, Ont. 
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At your service with modular and 


The actuator you need—for ailerons, trim tabs. feel 
systems, missile control surfaces, and ground han- 
dling equipment or for any of a hundred other 
applications—can in most instances be specified 
from the Airborne line of modular design electro- 


mechanical actuators. 


Originated by Airborne, the modular concept of 
actuator design is based on a system of standardized, 
interchangeable components. From these components 
you can select literally hundreds of different com- 
binations to get exactly the operating capacity and 


ROTORAC® ee TRIM TROL® 


<< PIPBonng =~ 


AIRBORNE ACCESSORIES CORPORATION 
HILLSIDE 5, NEW JERSEY 


design electromechanical 


package configuration you want. Maximum operat- 
ing load ratings for Airborne modular design actua- 
tors are 3500 |b. linear and 100 in.-lb. rotary. 


Beyond the broad limits of this modular line, 
Airborne has the engineering capability and the 
production facilities to provide any special actuator 
you may require—singly or as part of a complete 
control system. Such actuators may be modifications 
of our conventional designs or completely custom 
made. We have built special actuators with operating 
capacities up to 12,000 Ib. linear and 1200 in.-lb. 
rotary. Write for further information. 


ROTORETTE® ANGLgear® 








MODULAR ACTUATOR CATALOGS 57A AND MR-58 


Contain pertinent information on Airborne 
modular design linear and rotary actuators, in- 
cluding operating capacity curves and complete 
dimensional data. For linear actuators, request 
Catalog 57A; for rotary, MR-58 
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actuators 


TRICE, the world’s most advanced computer, 
saves many minutes over time currently required 
for ballistic missile impact prediction. TRICE 
modules (Integrators, Multipliers, etc.) can be 
assembled as a special purpose computer for 
dynamic systems or as a digital differential analyzer. 
Its incredible speed of 100,000 iterations per second 
in parallel is unaffected by the size of the problem. 
The first model is in operation at the U.S. Army 
Ordnance Missile Command, Huntsville, Ala. 


Write for literature describing TRICE 
and its many uses: aerodynamic Sta- 
bility, control system stability, impact 
prediction, stable platform calcula- 
tions, satellite orbit predictors and 
others. 


PACKARD-BELL COMPUTER CORP, 
ENGINEERING BEYOND a subsidiary of 


TRICE (Transistorzed neatime incre: PACKARD BELL ELECTRONICS 


mental Computer, Expandable) is the first 12333 W. Olympic Bivd. 


computer to combine the accuracy and 
repeatability of a digital computer with the Los Angeles 64, Callt. BR. 2-2179 


speed, flexibility and ease of programming 
of an analog computer, 
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Guidance and Control 
Instruments by Humphrey 


FREE AND 
VERTICAL GYROS 


New interchangeable motors 
make it possible to power these 
instruments with d-c, 400-cycle 
a-c or 1500-cycle inverter. 
Offered with a variety of pick- 
offs, including potentiometer, 
synchro or switch. Electrical or 
manual caging. 


RATE GYROS 


The Humphrey design provides 
a wide dynamic range with pre- 
cision potentiometer or variable 
transformer output. Three basic 
units available, all in hermeti- 
cally sealed cases with choice of 
a-c or d-c motors. 





RATE SWITCHES 


These specialized gyros operate switches when a pre- 
determined rate of turn is reached. Extremely light 
weight. Dry gas filled and employing dry gas dampers 
that remain constant over full temperature range. Wide 
selection of rates available. 


ACCELEROMETERS 


These precision inertial sensing devices offer practically 
zero cross-talk, extra wide temperature range and 
precision potentiometer or magnetic pickoffs. Models 
available for angular or linear measurement. Dry gas 
damped, hermetically sealed. 





POTENTIOMETERS 


Precision rectilinear and rotary instruments. Wire 
wound. For direct mounting in aircraft or missiles. 
Operational to 400°F. Able to take tough environ- 
mental conditions, such as vibration 25G, 10 to 2,000 
cps, and shock of 100G while operating. 


Humphrey :.. 





NEW SERVOTRAN bs 


VARIABLE SPEED DRIVE 


Offers frequency response equivalent to a hydraulic 
system and triple that of an electrical system in a 
dependable mechanical drive weighing only 154 Ibs. 
A maximum of only two inch ounces on the control 
~ full forward to full reverse 
w¢tuators, computers, recorders 


shaft changes sp 
in .05 second. ' 
and radar ante. 


DEPT. ABG-9 2805 CANON STREET 





SAN DIEGO 6, CALIFORNIA 


ELECTRO-MECHANICAL INSTRUMENTS 


WRITE TODAY FOR MORE 
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NOW... get more data on Strays and Long 


ran | 


<i 
Tons 


Shots 


with Tl transistorized PDM/FM/FM telemetering systems 


Out-of-sight missiles, particularly those off course 
or in the far reaches of terminal flight, can now send 
back signals loud and clear — providing data pre- 
viously blocked by attenuation and noise. This prom- 
ise can be made because TI-developed transistorized 
telemetering can now transmit 200 W and more 
without exceeding the space and weight previously 
required by most 50-W systems. Not “frozen” to old 
production designs, rugged TI systems and compo- 
nents will always represent the practical state of the 
art. This is the TI policy which resulted in the 200-W 
single package transmitter shown above. 
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Your requirements in telemetering systems or com- 
ponents can normally be met by existing TI equip- 
ment, but your most unique developmental problems 
are equally welcome. And fast, flexible production 


facilities will deliver on time. 





Kr Pulse Duration Modulation telemetering equip- 
ment shown, clockwise from lower left: Sub-Carrier 
Oscillator; Phase Discriminator; Low-Level Am- 
plifier; Keyer; Single-Package 200-W Transmitter. 











WRITE TODAY for more information on Tl telemetering equipments. 


APPARATUS DIVISION 


TEXAS INSTRUMENTS 
iNcCoOoRPORATEO 


6000 LEMMON AVENUE DALLAS 9. TEXAS 


¥ 


4 





Preserver of Peace... 


Wrap-around 
bumper for 


a continent 


Like a huge “‘bumper”’ wrapped around the North 
American continent and reaching down along both 
the Atlantic and Pacific shores, the North Ameri- 
can Air Defense Command (NORAD) has been 
created for operational control of air defense 
units of the Army, Navy and Air Force of the U.S. 
and the RCAF Air Defense Command of Canada. 
Its field includes the vast area between the 
southern border of the United States and the 











, | Se 
—¥ pS= =25: =F 
: zs: > 
( | -BeSeaa 


Headquarters—NORAD—Colorado Springs 


northernmost limits of Canada and Alaska. Under 
the functional control of NORAD will be BMEWS 
(Ballistic Missile Early Warning System) and 
SAGE (Semi-Automatic Ground Control Environ- 
ment) for the defense of specified sectors. In addi- 
tion to its responsibility as prime contractor for 
BMEWS, the Radio Corporation of America is 
working on other important electronic assign- 
ments for NORAD. 


RADIO CORPORATION of AMERICA 


DEFENSE ELECTRONIC PRODUCTS 
CAMDEN, N. J. 


Tmk(s) ® 
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HIGH 
TEMPERATURE 
CAPACITORS 
BY BENDIX 


Now Available Scintilla Division of Bendix developed and has in pro- 
in Production Quantity duction the £-315 family of E-nvironmental resistant 


capacitors to aid in satisfying the fast growing require- 
ment for high temperature components in the high 
speed aircraft and missile fields. 

Che £-315 capaeitor offers proven stability of oper- 
ation over the temperature range of —55° to +315° 
Centigrade* with no voltage derating and low capaci- 
tance variation. Of rugged hermetically sealed con- 
struction and nonstrategic materials, this capacitor is 
built for high altitude and severe environmental 
operation. 

This nonpolarized capacitor is available in a variety 
of sizes in a capacity range of from 0.05 to 4.0 micro- 
farads at 600 VDC. It is also available in higher voltage 
ratings. Performance data and operating characteristics 
are given in Technical Bulletin SL-61 which is supplied 
upon request. 


*Confirmed by qualification test of 1000 hours at 100% rated 
voltage over ambient temperature range of —55° to +315° C 


DESIGN FEATURES 


Temperature Range . .. —55° to +315°C. Capacitance . . . 
0.05 to 4.0 uf at 600 VDC. Voltage Range . . . 600 V to 3000 V 
per section. No Voltage Derating, Low Capacitance and Power 
Factor Variation, Environmental Resistant, Hermetically Sealed, 
Rugged Construction, Nonstrategic Materials, Minimum Size 
and Weight, High Altitude Operation. 





Scintilla Division BR-eea 


Sidney, New York 
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International Rectifiers 


For all DC needs from microwatts to megawatts! 


Ratings: 20 te 160 volts + Wtpete ties 





Ideal components for bias supplies, 
(10 





relays, computers etc. 





High 
megehms end higher ot ~10 volte) Excelk 
linear forward ch ly small, 
low in cost. Encapsulated to resist adverse 
environmental extremes. Specify Solletin $D-18, 





Complete series of AC and DC types. 
Designed to eliminate arcing and erosion 
across the contacts of relays, switches, etc. 
A complete series in each of three basic 
types: diode type, cartridge type and her 
metically sealed types for industrial appli 
cation. For complete data. Bulletin $R-150-A 


Rating: 50 te 500 volts PIV + 25 te 45 Amps. 
Advanced ceramic techniques assuring excel. 
lent thermal characteristics and mechanical 
stability a— ene & nen = a 
highly reliable, hb 
for military or industrial ~ i- — For com. 
plete data, request Bulletin SR-306 





e 
° ° Cin, 


2-3888 « NEW ENGLAND: 17 Dunster St., 
urban Square Bidg., Ardmore, Penn. ¢ MICHIGAN: 


THE WORLD'S 


Cc-78 


LARGEST 


Ratings: From 600 milliwatts to 10 watts 
A complete series in 6 types. Miniature single 
a multiple junction types and 
double anode units. 750 muilliwatt and 1 watt 
types: Bulletin SR-251, 3.5 and 10 watt types: 
Bulletin S$R-252, Multiple junction 5 watt 
types: SR.253, Double anode types: SR-254 


Ratings: 50 te 800 volts PIV + 45 te 150 Amps. 
An series of dard and reverse 
— types. Optional mounting bases in- 





Pipe thread base types. Bulletin en-aen, 
Complete stack assemblies: Bulletin $8-302 


- all-weided, b 


Ratings: 50 te 600 velts PIV + 250 te 750 ma. 
An extensive line of silicon power diodes for 
ee ee ee 


aS 


Ratings: 50 te 600 volts PIV + 400 ma. te | amp. 
Industrial and military types the 


including 
1N253, 1N254 and 1N255. Stud mounted, her. 
i. led. 


all welded 





de d and af d to moet the most 
q For 


on types for your application Contect Fectery 











Extremely precise units for power supplies ont 


q construction. Oper. 
ating temperature range: -55°C to + 150°C. 
Designed and manufactured to meet most 
rigid military specifications. Bulletin $R-135¢ 





ro hey he 





voltage sources. Temp 

excellent stability over a temperature range - 
from -55°C to + 150°C. Manufactured to meet 
the most rigid military requirements. Types 
1N430, IN430A, 1N430B. Gvulletin S8-255 


Ratings: 6 te 30,000 volts + SO te 2,300 Amps. 
Specifically designed for industrial DC power 
needs. Patented construction features assure 

life ge oe bulletins available = 
, 
(45 to 52 volts per sr-l 32. 
on high current density cells. 


oa 2. = a ee 


oe ee fier of ad- 
A fy 


vanced 

tfier Corporation for Fo , application. 

Data on 
many standard vacuum s eabe: may be obtained 

from our Military Products Department. 





(Wide range of silicon and selenium types.) 
Self-¢ 1g cells available in dard and 
custom sizes, d or d. For 
details on wide selection of selenium types, 
request Bulletin PC-649. Silicon solar cells in 
d types are described 


in technical detail — specify Bulletin $R-156. 











international Rectifier 


ee oe ok 


EXECUTIVE OFFICES: EL SEGUNDO, CALIFORNIA « PHONE OREGON 8-628! 
BRANCH OFFICES: NEW YORK: 132 E. 70th St., TRafaigar 9-3330 *« CHICAGO: 205 W. Wacker Dr., FRanklin 


SUPPLIER 


OF 


Cambridge, Mass., 
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UNiversity 4-6520 ¢ PENNSYLVANIA: Sub- 
199 Coolidge Highway, Berkeley, Mich., Lincoln 8-1144 


INDUSTRIAL METALLIC RECTIFIERS 





CHOOSE YOUR "“BUILDING-BLOCKS"”" 


HALLAMORE ELECTRONICS COMPANY | 


7 


al 
Py i\ 
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MICRO SWITCH datattieya 


These 17 switches represent the widest 
for aircraft, missile, rocket, launcher, 





= 


1EN42-R—A special design for 
high shock applications. Used on 
shipboard launching equipment. 

eets requirements of U. S. Navy 


4CE1—This weather-proof, corro- 
Bureau of Ordnance. Contains two 


sion-resistant switch is as an 
indicator or limit switch on missile 
shelter, erecting and launching equip- 
ment. Has SPDT contact arrange- 
ment. Rating: 10a. 125vac; 5a. 250 
vac. Operating force 6-10 lbs. Data 
sheet 151. 


1RS1 — High reliability telemeter- 
ing switch for missile program se- 
quencing. Hermetically sealed. Has 
rotary solenoid and 24 SPDT gold- 
contact “SM” switches. 74 termi- 
nals. Quick disconnect plug. Data 


sheet 151. 





SPDT switches. Quick disconnect 
connector. Ice and mud scraper on 
lunger. Operating force 6-12 Ibs. 

ting at 28vdc: inrush 24a., resis- 
tive 4a., inductive 3a., motor 4a. 
Data sheet 151. 





54P867-T2 — 
Space-saving lighted 
panies assem- 

ly. Flexible indica- 
tion provided by 
indicator lamp and 
two-level ition of 
button. Alternate 
action (on-off) of the 
switch contacts is 

rovided. Four 

PDT subminiature 
switches. All switch 
and lamp terminals 
are isolated. Data 
sheet 133. 





1SE1— Smallest 
sealed environ- 
ment-free switch. 
SPDT. Rating at 
28vdc: ind. 3a., res. 
4a., inrush 15a. 
Leaf and roller- 
leaf auxiliary actu- 
ators available. 


V3-1301—0Op- 
erates reliably at 
600°F. For jets, 
missiles, elec- 
tronic gear. 
SPDT. 30vdc 
rating: ind. 10a., 
res. 10a., motor 


12HR1-S 
Hermetically 
sealed, high tem- 
perature DPDT 
switch for reliable 
use to 600°F. All 
seals in accord- 
ance with Par. 
5.2.2, MIL-E- 
§272A. Ice 
scraper ring on 
actuator. Rating: 
28vdc—res. 5a.; 
ind. 2a. Operat- 
ing force 6-12 Ibs. 
Data sheet 122. 





Catalog 77. 


6a. Cat. 74. 
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44EN1-6 (MS-24420-4)— 
Ro actuator adjustable through 
360°. 4-circuit basic switch. Rat- 
ing: 28vdc-inrush 30a.; res. 15a.; ind. 
10a. Operating torque—10 in. lbs. 
Catalog 77. 
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SEP2-E—Sealed enclosure. 
Rug , two-hole side mount- 
ing. Two high capacity SPDT 
basic switches. Sealed con- 
nector receptacle and roller 
lever actuator. Rating: 28vdc 
—inrush .; res. 10a.; ind. 
6a. Operating force 4-6 Ibs. 
Catalog 77. 





201LS1— 
Heavy duty, 
sealed ‘‘Plug-in 
Limit’’ switch. 
Can be replaced 
on the job in 20 
seconds. Switch 
enclosure, with 
actuator, posi- 
tioned by dow- 
els and secured 
by two No. 10 
serews. Avail- 
able in six actu- 
ator designs. 
Used in ground 
equipment as 
limit or indica- 
tor switch. Cat- 
alog 84, 
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Switches have uses unlimited 


range of precision switches available 
marine and ordnance applications 


Each of the switches illustrated on these pages rep- 
resents a different series of MICRO SWITCH Precision 
Switches . . . Each switch has been designed to high 
reliability standards for a particular purpose . 

Each series includes many variations—sizes, 
weights, contact arrangements, electrical charac- 
teristics, housings, actuators, sealing, temperature, 
shock and mechanical characteristics . . . For ex- 
ample, the switches in which ““EN”’ is a part of the 
catalog listing constitute a series in which nearly 
100 different switches and assemblies are available 
. .. No other source of precision switches offers as 
broad a line . . . Furthermore, no other can offer 
the services of as large a staff of Application En- 
gineers—in branch offices at strategic points 
throughout the country. Consult the yellow pages. 


MICRO SWITCH ... FREEPORT, ILLINOIS 
A division of Honeywell 
In Canada: Honeywell Controls, Ltd., Toronto 17, Ontario 


Honeywell 


MICRO SWITCH PRECISION SWITCHES 


HONEYWELL 


1EN75-R—High-impact shock 
switch for use on launching plat- 
forms, near jet after-burners, etc. 
Heavy duty push plunger with 
ice-mud scraper. Operating force 
6-12 lbs., release force 4 lbs. En- 
vironment and immersion proof 
(MIL-S-901B, Navy and MIL-E- 
5272A, Proc. 1). Contains two 
SPDT switches. Available with 
straight (shown) or angle connec- 
tor plug. Data sheet 152. 








S5ET1-6—Compact, magnetically- 
held toggle switch has a built-in 28vdc 
solenoid. Works as a momentary action 
toggle switch, but is converted to a 
maintained contact switch when sole- 
noid is energized. Permits remote elec- 
trical release of the lever, thus elimi- 
nating auxiliary relays, etc. Toggle 
lever can be manually over-ridden. 
Environment and immersion-proof en- 
closure (MIL-E-5272A Proc.1). SPDT 
basic switch. 28vdc. rating: inrush 24a., 
resistive 4a., inductive 3a., motor 4a. 
Data sheet 121. 





4TL1-1A—Same 
features as 2TL1-1 ex- 
cept toggle lever has 
safety feature which 


4TP1-1—Rocker-actuated 
key switch combines the advan- 
tages of both pushbutton and 
toggle manual control. Key is 
flat, like a pushbutton and can 
be engraved, but has toggle fea- 
ture of visible position. Also en- 
hances panel design and pro- 
vides edge-light indication. ee 
struction of case is rugged and 
sealed, with integral, ae 
terminal design. 4-pole DT cir- 
cuitry (others available). 28vdc 
rating: res. 20a., lamp 7a., ind. 
15a. Data sheet 141. 





requires pull to un- 
lock and move the 
lever. (Available in a 
variety of locking ar- 
rangements.) nob 
facilitates operation 
with gloves. 4-pole DT 
circuitry. Rating same 
as 2TL1-1. Data sheet 
142. 


1955 


1HS1 (MS-25011-1) — Her- 
metic sealed construction 
(metal-to-metal or metal-to- 
glass seals). Contacts sealed in 
dry gas under pressure. SPDT. 
28vdc rating: ind. 10a., res. 25a. 
Catalog 77. 








2TL1-1— Integral, 
stepped terminal de- 
sign. High impact 
strength, arc resist- 
ant case. Silicone 
seal on bushing and 
self-sealing sealant 
between cover and 
case. 2-pole DT cir- 
cuitry. Rating at 28 
vde: res. 20a., lamp 
7a., ind. 15a. Avail- 
able in variety of 
toggle positions. 
Data sheet 139. 
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17AS8—Compact rotary se- 
lector switch handles eight dif- 
ferent circuits, requires only 
1% inch diameter panel area. 
Switching sequence is infinitely 
variable. Data sheet 86. 
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: FOR RESEARCH AND DEVELOPMENT 


GENERATORS 


TUBE TESTERS 


AUTOMATIC—CARDMATIC 
MODEL 1230-——Card programmed to 
automatically set-up predetermined 
voltages and conditions for each tube 
under test. Self-calibrating and accu- 
rate within 1 to 3% of best known 
standards for transconductance and 

late current measurements. Reject 
evels set in accordance with military 
specs. Also permits special purpose 
tube tests to meet specific circuit re- 
quirements. Portable style with 
cover. 


FIELD SERVICE STANDARD 
MODEL 1575— Meets Western Electric 
specifications as a Mutua! Conduct- 
ance tester. 0-60,000 micromhos in 7 
ranges. Two separate meters for line 
and grid bias voltage indications. 
Has 4 signal voltages. Features new, 
voltage regulator tube test. Built-in 
roll chart. Portable style with cover. 


RESEARCH LABORATORY 


MODEL (Not Illustrated) 
MODEL 1700— For tube tests under 
handbook conditions. All voltages and 
currents are variable and metered 
(9 meters). 0-60,000 micromhos in 8 
ranges. Electronically regulated and 
metered power supplies. 


OSCILLOSCOPES 


THE HICKO 
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WIDE RANGE—VERSATILE 
MODEL 1810 — 5” flat face, post ac- 
celerated CRT and illuminated, cali- 
brated screen. 4 mc band vertical] am- 
plifier. 10 millivolts peak-to-peak per 
cm sensitivity. Triggered or recurrent 
sweeps—variable trom 2 cps to 30 
ke. Built-in, direct reading, regulated 
Square wave voltage calibrator. AC 
or DC vertical amplifier inputs. 


INDUSTRIAL’S 5” PORTABLE 
MODEL 685 — Features identica! am- 
plifiers DC to 750 kc—1 cps to 750 ke. 
0.5 microseconds rise time. Sensitivi- 
ty—20 millivolts RMS vertical (30 
horizontal). Recurrent or triggered 
sweep. Cevers 1 cps to 10 ke in 5 
calibrated decade ranges with vernier 
control of 10 to 1. External! sync for 
triggering and synchronizing the 
built-in sweep generator. 


3” RACK MOUNT 
MODEL 387R —Identica! horizontal 
and vertical amplifiers. Triggered or 
recurrent sweeps from 1 cps to 100 
kc. Slow sweeps (10 seconds or more) 
with external capacitors. 10 milli- 
volts RMS per inch vertical! sensiti- 
vity (14 horizontal). 


3” PORTABLE 

MODEL 385 CSM— Rugged lightweight 
designed for field service. Features 
unitized circuit modules. DC ampli- 
fiers (horizontal and vertical) with 
frequency coverage to 4 mc at .075 
RMS volts per inch. 2 MC band- 
width has roll-off per IRE standard. 
Telescopic light shield and shock 
mounted carrying case. 


CARD PROGRAMMED SWITCH 
Cardmatic automatic or manual mul- 
tiple switch provides up to 10-trillion 
variables. Self-cleaning, wiping type 
contacts rated .00025 ohms nominal 
(contact-to-pin), current rating is 10 
amperes. Prox. 7” x 744” x 444” D. 


K ELECTRICAL INSTRUMENT CO. 





SINE WAVE—SQUARE WAVE 


MODEL 710—Both sine and square 
wave outputs in one generator with 
wide frequency range (20 cps to 1 
megacycle in 5 ranges). Sine wave 
total harmonic distortion below 1%. 
Hum level better than 90 db down. 
Square wave rise time less than 
0. microsecond. Portable — easily 
adapted to rack mount 


SQUARE WAVE 


MODEL 1715—Wide frequency range 
of 1 to 1 megacycle, continuous 
in 6 decade bands with constantly 
variable frequency available through- 
out the entire range. Rise time is 0.02 
microseconds. Consistent output level 
is independent of frequency setting. 
Electronic regulation of power sup- 
ply. Includes symmetry control and 
provision for external synchroniza- 
tion. 


VACUUM TUBE VOLTMETERS 


HIGH FREQUENCY MODEL 


MODEL 1600— Accurately indicates 
AC voltages from .05 to 300 volts in 
frequencies from 20 cps to 700 mc 
(up to 3000 mc are possible). Includes 
special thermionic diode probe. 
Excellent plus or minus DC volts, 
readability from .05 to 1000 volts. 
7-range ohmmeter with practical 
readability from 0.2 ohm to 1000 
megohms. Power supply built-in. 
Has 1% meter. 


SMALL SIZE VOM 


MODEL 456 — Has full-wave bridge 
type rectifier circuit. Features a 
patented automatic (button-reset) 
overload protection system to hold 
meter a associated circuits from 
damage due to accidental! overload. 
0-1200 AC or DC volts in 6 ranges. 
Sensitivity—20,000 ohms per volt 
DC (1000 AC). Resistance—0 to 100 
megohms. 5 db ranges (—18 to +57). 


HICKOK-DAWE INSTRUMENTS 


True RMS-VTVM—300 microvolts to 300 volts, 5 cps to 500 kc. 
Stroboscopes—3 models with wide ranges. 
Sound Level Indicators— Portable and laboratory types. 


Raj . M hi 
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For rotating parts (4 oz. to 10 Ibs.). 


HICKOK METERS 
Accurate DC and AC Portables 


veloped by HICKOK are: 


Ammeters, milliammeters, microam- 
meters, voltmeters, millivoltmeters , 
volt-ammeters, thermometers. 
Shielded. Accuracy within }¢ of 1% 
—availabie to 2/10 of 1%. 


PANEL METERS 


A complete panel meter line is avail- 
able in numerous types, styles and 
ranges to meet every specification. 
The many special movements de- 
Electrodynamometers, self-contained 


frequency meters, galvanometers, true logarithmic deflections, rug- 
gedized, long scale subminiatures, and taut-band suspensions wi 
sensitivities to as low as }4 of 1 microampere. 
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INERTIAL HAROWARE 


A COMPLETE INERTIAL SYSTEM 


WEIGHING ONLY 100 POUNDS 
FULLY OPERATIONAL AFTER A 2-MINUTE WARM-UP 


WITH AN EYE TO THE FUTURE 


Kearfott’s unique capabilities, the result of a decade devoted to 
creative design and quantity production of inertial guidance sys- 
tems and components, assure you of the performance and reli- 


ability of Kearfott Systems for your most advanced applications. 
— 


KEARFOTT COMPANY, INC., LITTLE FALLS, N. J. 4 
Sales and Engineering Offices: 1378 Main Ave., Clifton, N. J 
Midwest Office: 23 W. Calendar Ave., La Grange, Illinois 
South Central Office: 6211 Denton Drive, Dallas, Texas 
West Coast Office: 253 N. Vinedo Avenue, Pasadena, Calif. 
Circle Number 38 on Reader-Service Card 
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PRECISION TACHOMETER 


e .16% Linearity 0-3600 RPM 

e .05% Output Voltage Tolerance at 3,000 RPM 
e 2V per thousand RPM voltage gradient 

e 15°C to 75°C temperature range 

e 0° + 6 minutes 3000 RPM phase shift 

e 10 mv max. null voltage 

e 3 mv max. in phase axis error 

e 115V 400 cycle input, 8 watts 


e Size 20 illustrated (Type 20TG-6777-01.) Other 
sizes with similar or greater accuracies can be 
designed to your requirements. Write or call your 
nearest Oster office for further information today. 


Precision Tachometer . j { actual size 
Production Testing 7 + fauv? } Type 20TG-6777-01 


MANUFACTURING CO 


Avionic Division 


\ 


237 North Main Street . 5333 So. Sepulveda Bivd. 
NEW YORK pomeeee, 6b-. ae York NEW JERSEY ion ree aia WESTERN Culver City, California 
one: anhoe 3- ’ bed uJ Ph x - 
OFFICE TWX Hempstead N. Y. 705 OFFICE Phone: ESsex 3-236] OFFICE —— ams Ey 
TWX S. Mon 7671 


Manager, in confidence. — 
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Producing a wide variety of quality products while meeting on-time delivery schedules is the most challenging of 
modern business prablems. Too frequently you, the customer, must choose between quality and delivery to meet 
your own commitments in this complex missile age. Statham Instruments, Inc. is proud of its performance record in 
meeting both quality and delivery demands simultaneously. We invite your challenge to “prove it” on any preci- 


sion instrument problem. Statham Instruments, Inc. / 12401 W. Olympic Blvd., Dept.AA /Los Angeles 64, Calif. 


pressure transducers 
accelerometers 


load cells INSTRUMENTS, INC 
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RELIABILITY is Vital... 


...AMP’s product is more than fine circuit terminals ... more than remarkably 
precise compression-crimp tooling ...more than an error free, fast method of 
attachment. 


AMP's product is finished crimp-type terminations on your circuitry wires . . . by the 
hundreds or millions . . . of the highest reliability . . . performing under gruelling con- 
ditions . . . from basic terminals to complete patchcord systems. 


Listed here are a few of the more than 15,000 
circuitry items that AMP INCORPORATED has developed. 


STRATOTHERM TERMINALS AND SPLICES FOR APPLICATIONS WITH CRITICAL 
THERMAL FACTORS 


up to 1200°F. operating temperature 

solid, stranded or combination conductors 

shock and corrosion resistant 

wire size range 22-10 AWG 

serrated inner barrel for maximum tensile strength 
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CERTI-SEAL AND Ampli-NYL SPLICES 


® combined wire size range 22-2/0 AWG 
e exceed millivolt-drop specifications 

® finest nylon pre-insulation 
+ 
. 


shock and corrosion resistant 
color coded by wire size 
Circle Number 42 on Reader-Service Card 





A-MP PATCHCORD PROGRAMMING SYSTEMS AND PANELS FOR COMPUTERS, 
TELEMETERING EQUIPMENT AND AUTOMATION (°240” Airborne Unit illustrated) 


® universal or shielded systems 
© patented wiping action pre-cleans pins and contact springs 
e nylon sleeve insulates and firmly seats patchcord pin in board 
® contacts have rear board accommodation for taper pins to provide reliable solderiess lead 
terminations 
Circle Number 59 on Reader-Service Card 





200 CONTACT CABLE CONNECTOR FOR CRITICAL MULTIPLE WIRING APPLICATIONS 


voltage rating: 1,000 volts A.C., R.M.S.; current rating in excess of three amperes 
connector can be electrically disengaged without mechanical separation 
five indexed positions to permit strain-free cable entrance 
identical boards and contacts in both halves 
polarized to prevent improper coupling—has rumbered cavities to assure proper circuit 
identification 

Circle Number 55 on Reader-Service Card 





Complete information on these four product lines is available on request. 


INCORPORATED 


GENERAL OFFICES: HARRISBURG, PENNSYLVANIA 


A-MP products and engineering assistance are available through subsidiary companies in: Canada « England « France « Holland « Japan 
C-87 





For Positive Reliable Control and Protection use 


ae KLIXON Circuit Breakers, 


Precision Thermostats, Switches and Motor 
Protectors in Aircraft and Guided Missiles 


KLIXON 06760 CIRCUIT BREAKER 
Thermal-type, three phase. In- 
terrupts high AC short circuits 

trips quickly provides 
simultaneous tripping of all 
three phases should any one 
phase become overloaded. Rat- 
ings 5 to 60 amperes; weight 227 
grams; minimum AC rupture ca- 
pacity 2500 amperes, 1¢, 120 
(AC, 400 cps. 


KLIXON M1 
PRECISION THERMOSTAT 
Hermetically sealed, vibration 
resistant, snap-action. Conforms 
with MIL-E-5272 and MIL-T- 
5574A. Pre-set and non-ad just- 
able. Temperature settings from 
—65°F to +400°F. High dielec- 
tric strength 1250 VAC. Ratings 
up to 7 amperes, 30 VAC/DC 
resistive; or 6 amperes, 125 VAC; 
or 3 amperes, 250 VAC. Weight 

5 grams 








KLIXON 06752-5 

CIRCUIT BREAKER 
High temperature, push-pull, in- 
dicating type lally designed 
to compensate for ambient tem- 
perature in a —60°F to +250°F 
range Carries rated current at 
250°F and 115% of rating at 
—60°F and +77°F. High AC 
and DC rupture capacity, long 
cycling life (10,000 cycles min.), 
fast sensing and tripping. Rat- 
ings 5 to 50 amperes; weight 
2.5 ozs. 


KLIXON C4391 
PRECISION THERMOSTAT 


Hermetically sealed, fixed tem- 
perature, snap-action, automatic 
or manual reset. With or without 
overmold. Temperature settings 
from -10°F to +400°F with 
switch action SPST or SPDT. 
Ratings up to 10 amperes, 30 
VDC; or 15 amperes, 120 VAC. 
Weight (no overmold) % oz.; 
with overmold and 12” leads, 
approximately 2 oz. Variety of 
mounting brackets. 








KLIXON 07270-07271 

CIRCUIT BREAKERS 
Two miniature breakers different 
only in actuators. Simple trip- 
free design about '4 the size of 
MS25005 and MS25017. Only 
three moving parts — actuator, 
slide and thermal disc. Ratings 
3 to 35 amperes; weight 1.5 ozs.; 
high rupture capacity 3500 am- 
peres, 120 VAC, 400 cps.; 4,000 
amperes, 30 VDC. 


KLIXON SINGLE-PHASE 
MOTOR PROTECTORS 
Used whenever maximum motor 
output and safety are required 
including protection for actua- 
tors, blowers, pump motors, flap 

and landing gear motors. “ 
types are for single-phase motors 
with maximum continuous op- 
erating temperatures up to 
225°C. Maximum rupture ca- 
pacity is 1200 amperes, 28 VDC. 
Available in automatic and non- 
automatic reset types. 








KLIXON KX4 ond KXS 
SERIES PRECISION SWITCHES 
Hermetically sealed snap-action 
limit switches. One piece Sine 
Blade. Steel case withstands high 
impact and compression loads. 
Both series available with auxil- 
iary leaf, roller or push-button 
actuators. Ratings 10 amperes, 
115 VAC or 30 VDC resistive 
Ambient temperatures —65°F to 

+375°F; weight 1 oz 


KLIXON THREE-PHASE 
MOTOR PROTECTORS 
Designed to match the thermal 
characteristics of electric motors, 
they prevent motors from reach- 
ing destructive temperatures 
without limiting motor output 
For 3-phase motors with maxi- 
mum continuous operating tem- 
peratures up to 225.C. Maxi- 
mum rupture capacity is 400 
amperes, 200V, 400 cycles. Avail- 
able in open and hermetically 
sealed construction in automatic 

and nonautomatic reset types. 


K.urxon Circuit Breakers, Precision Switches, Precision 


Thermostats and Motor Protectors are small in size and 
light in weight; they respond quickly and with accurate 
repeat performance; they have ample capacity to handle 
a wide range of electrical loads; their calibrations stand up 
in the face of severe environmental conditions. 


Competent Spencer Engineers at the factory and in the 


field will gladly make test applications of the KLIxon Line. 
Write for ‘““Kirxon Controls for Aircraft and Guided 
Missiles’ Catalog. 


METALS & CONTROLS 


t CORPORATION 


Spencer Division 41 Forest St., Attleboro, Mass. 


KLIxoN 


Western manufacturers - refer inquiries direct to Metals & Controls Corporation, Southern California Office , 232 No. Lake Ave., Pasadena, Calif., Tel. Ryan 1-4288. 
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HIGH TEMPERATURE AC GENERATING SYSTEMS 


oes 


AC Voltage Regulators and SYSTEM COMPONENTS 





SPECIAL ENVIRONMENTAL FREE INVERTERS 





HIGH-ALTITUDE AND MISSILE INVERTERS 


STATIC AC AND DC POWER SUPPLIES 








_@ 





HIGH TEMPERATURE DC GENERATING SYSTEMS 


OC Voltage Regulators 
and 
CONTROL PANELS 








BENDIX RED BANK—UNEXCELLED PERFORMANCE 


AROUND THE 


There’s no questioning the quality of electrical 
power equipment when it’s made by Bendix Red 
Bank. The proof is in acceptance—almost universal 
acceptance. Twenty-four hours a day, in countries 
around the world, equipment like that shown above 
is proving that skillful design and expert engineering 
(plus an almost unmatched quality control system) 
can build an international reputation for dependable 


AROUND THE (“e 


performance. If you can use quality like this, call on 
us for recommendations. Write today for brochure 
detailing our engineering, production, and service 
facilities, RED BANK DIVISION, BENDIX AVIATION COR- 
PORATION, EATONTOWN, NEW JERSEY. 


West Coast Soles and Service: 117 E. Providencic Ave., Burbonk, Collf 
Canodian Affiliate: Aviction Electric, Ltd. P.O. Box 610 
Export Sales and Service: Bendix international Division, 205 F 42nd St., New York ! 


Montreal, P. © 


NY 


““Tfed Genk Division 
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3 thoroughly competent departments—Research, Engineering and Manufacturing —equal one complete systems 
capability. The Mechanical Division of General Mills is your single source for technical problem-solving! 


Left—Dr. John Barkley, Director of Research, heads the department that 
moves from hypotheses to facts, clarifying the present, probing the future, 
recording their findings for comparison and evaluation. 


Center—Dr. Howard Baller, Director of Engineering. His department gives 
substance to ideas, showing how these ideas can be converted into practical 
military and industrial products. 


Right— Kenneth 7. Carlson, Director of Manufacturing, and his men trans- 
form theories and designs into physical realities, utilizing the skills of all 
three departments to meet every production requirement—on schedule! 


Mechanical Division teamwork plays a vital role in all our current activities, including: 
Search and Track Systems (infrared optics, visual optics, radar, antennas, slave platforms) 
Guidance and Navigation Systems (computers, and inertial or navigational platforms) Under- 
water Ordnance Weapons (torpedoes, depth charges and related mechanisms) and Missile Sub- 
Systems (mechanical, electro-mechanical or electronic controls). For complete details, address 
inquiries to: Dept. AW-12, 


MECHANICAL DIVISION 


1620 Central Avenue, Minneapolis 13, Minnesota 


To wider worlds—through intensive research © creative engineering * precision manufacturing 
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peatures 


Hermetically Sealed Housings 

Vg the size of standard designs 

'/, the weight of standard designs 
Direct Current or 400 Cycle 

Aircraft & Missile Applications 
Wide range of timing programs 
Timers have | x 2 inch cross section. 
Indicators only 1'/4 inch diameter. 


ELAPSED TIME INDICATORS 

Dial face or Digital (as shown) 

Square or Compact Flange Mounting 
(as shown) 

Write for Bulletin AWH-ET-602 


REPEAT CYCLE TIMERS 
Write for Bulletin AWH-RC-301 


TIME DELAY RELAYS 


Write for Bulletin AWH-TD-502 
| TIME-PROVEN STANDARDS OR TEST-PROVEN SUB-MINIATURES . . ALL DESIGNED FOR RELIABLE OPERATION IN YOUR APPLICATION 


TIMING AND CONTROL DEVICES BY THE A. W. HAYDON COMPANY ARE RECOGNIZED AS THE MOST DEPENDABLE PERFORMERS IN THE FIELD. 
400 CYCLE MOTORS GOVERNED DC MOTORS 


The A. W. Haydon Company now offers 
3 series of Chronometrically Governed 
DC Motors. Each designed to do the 
same job in a different application 


Miniature Motors and 
Custom Devices 
also available. 


Reversible — Light weight (8 
ounces). 115 volts = 10%; 55 mil- 
liamps. Torque: 0.025 oz-in at 3000 
rpm. Meet Military Requirements. 
Write for Bulletin AWH MO 83. 


MINIATURE HERMETICALLY 
SEALED TIMERS 
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Supplied in 2/2," diameter housing. i 

Optional mounting and electrical ' 

termination. 1 

TIME DELAY RELAYS 1 

Single or multiple switching. Delay r] 
eriods from 2 seconds to 3 hours. 

rite for Bulletin AWH TD 400. t 
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REPEAT CYCLE TIMERS 
Single or multiple switching. Wide 
Range of Time Cycles. Write for Bul- 
letin AWH RC 200. 


PROPORTIONAL DELAYED RESET 
TIME DELAY RELAY 


=, j 
Provides a controlled reset rate. =) 
Designed to meet special appli- 
cations. Hermetically sealed or 
enclosed in dust cover. Meets 
military requirements. Write for 


Bulletin AWH TD 402, 
ro) 


(or write for complete catalog). 


AWH-MS-101-102 Application Data Sheets 

AWH-RC-201 Basic Repeat Cycle Timers 
AWH-RC-300 Precision Interval Timers 

AWH-TD-40! Hermetic Adjustable Time Delay Relays 
AWH-TD-403 Basic Time Delay Relays 
AWH-TD-404-405 Dial Adjustable Time Delay Relays 
AWH-TD-406 Basic Hermetic Time Delay Relays 
AWH-ET-600-60! Elapsed Time Indicators 


Many other 
specials also 
available, such 
as Electronic 
Time Delay 
Relays, Inter- 
valometers, 
Reversible 60 
CPS Motors. 


$700 Series — non-military applica- 
tions where extreme temperature, vi- 
bration and shock are not experienced. 
5600 Series — Aircraft and military 
applications where extreme tempera- 
ture and moderate vibration and shock 
ere encountered 

5800 Series — Aircraft and missile ap- 
plications where extreme temperature, 
vibration, and shock are encountered. 
Write for Bulletin AWH MO 8600, -80!, 
-802, -804, 


SPECIAL TIME DELAY RELAY 


Supplied in 2.2" diam- 
eter housing. Precision 
unit: = 1% accuracy. 
Meets military require- 
ments. Adjustable over 
wide range. Write for 
Bulletin AWH TD 500. 


STOP CLOCKS 


Precision Movement — Electrical 
Reset. Temperature Range —55° 
C. to 85°C. Option on Mounting, 
Electrical Termination, Calibration 
Range. 20-30 Volt D.C. Write for 
Bulletin AWH-ET-700. 115 Volt, 
400 CPS. Write for Bulletin AWH- 
ET-701. 


g a. 
/\.W-RIAYDON 


CCMPANY 


245NORTH ELM STREET 


WATERBURY 20, CONNECTICUT 


AWH-MO-805 Basic Direct Current Timing Motors Custom Design and Manufacture of Electro-Mechanical Timing Devices 
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TRANSMITTERS 


(Continued from page 65) Federal Telephone & Radio Co Div., Internationa 

- Tel. Corp 100 Kingsiand Rd., Clifton J 

Amer Rad -- as “ ‘ Philadelphia ° W. Galloway Co 220 South First Ave A 
me Mis Co., 15233 Gr . 


eviliea ve 


_ smmunication Co 1 Beacon S$ oston 1 
BELL AIRCRAFT CORP. y Niagara Falls Bivd., Niagara "hase manatee Ss, C58 Gram St. © 
Falls, N. Y SEE ADV. A-46 
tion rp., Fisher Bidg., Detroit 2 
: Bolt Hoffman Electronics Corp., Hoffman Laboratories D 
Co., 53 Worth 5 3740 South Grand Ave Los Angeles 7, Calif 
PHASE ng apid : - a a : jarvey-Wells ectronics Inc rth 
bridge, Mas 
THE HALLICRAFTERS COMPANY ftt 
inois. SEE ADV. c- 101. 
. Interr national Tel. & rt 
San Fernando, Calif 
rods Stanford Industria 


Inc., Electronics Div., 525 Ma 


24751 Crenshaw Bivd 
The Magnavox Co., Bueter Road, Fort Wayne, Ind 
nmunication . . c N ni's Wireless Telegraph Co., Ltd., 23-25 Beaver 
Petersburg, Floridé St., New York 4, N. Y 4 
Motorola Communications c tec 
rch .) ‘ ) . ~ 
Research & Deve ute ts : gusta Bivd., Chicago 51 
Calgary Alta Canada 


wed u ane Motorola, Inc., Military Electronics Div., 2710 N. Cly 
HIGHER fre ngrg —_ od. Div., Dynamic Elect cs © or b -y*- Ch — 14 1 8201 E. McDowell Rd 
cularly 3-PHA 


“ 
39 Woodhaven Bivd end Phoenix, Ariz., 8330 Indiana Ave., Riverside 


For the lightness you need 


and the accuracy 
you ve been seeking 


The constant-damped 
AP-S1 


pendulous accelerometer 





may be 


your answer 


COMPLETE ELECTRONIC 
Stable AC Power 
by BEHLMAN 


Leading aircraft and missile builders use , g SCALE 1:1 
INVERTRON for accurate tests of subsonic to 
supersonic frequencies, at power outputs from 
milliwatts to kilowatts. It’s silent and 


dependable! Only three ounces in weight, this rugged, 
spring-restrained accelerometer has 0.05% 

ey witty Ay ty ty A linearity to half-range, 1% to full range. 
Single-Phase—160 VA to 2000 VA Full scale ranges from 2 g’s to 100 g’s. Com- 


Output Frequencies—50 CPS to 3000 CPS pensated damping 0.5+0.1 from —40°F 
a aeaeS SHUR, Soeeereay oe to +200°F. Full scale output 7v at 400 cps 


Frequency Accuracy—0.5% to 0.001% excitation. Resolution 0.04% of full scale. 
Special Specifications to order 

WRITE for Literature on Custom Detroit Controls advanced designs con- 
Instrumentation at Production Line Prices tinue to meet the ever-increasing de- 


| nds for precision and greater durability 
BEHLMAN & in tnertiet eiigenints and ayetems. 


Le ; tie - Pp “fe > > 
2911 WINONA AVENUE Military Products Department 


BURBANK, CALIFORNIA Victoria 9-4475 


American-Standard 


Gres cme o Sa MaLiellMael bi icltm ih atiiel. 
100 Morse Street, Norwood, Massachusetts 
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Guided Missile Div., 61 Sher- 


Silver Spring. 


St., Benton Harbor, M 
Government & Industria 
Ave h adel ‘iphia 44, 
RADIO orp. “OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT t & Cooper Sts., Camden, N. J 
SEE ADV. C-76 
RADIO CORP. OF AMERICA, Princeton, N. J SEE 
ADV. C-76 
Raytheon Mfg. C Government Equipment Div., 1089 
Washingtor e Newton, Mass 
Reiner Electronics C I 
Easton + 


Centre & Glendale Sts., 
THE "SEEBURG CorP CONTACT DIV. 150 
nicago 22, Ill, SEE ADV. C-71 


nics Div Jackson, 


t Warne 
I 
500 Broadway, Santa Mor 


36-16 37th St 


Telephonics Corp., Park Ave., Huntington 


West 102 St 
261 Madison Ave 


North Kildare 


bateway 


Transmitters (Radio 
Communication Very High 
Frequency) 


American Missile 
Lawndaie Valif 
BELL —e% CORP... Niagara F 
SEE ADV. A-46 
BENDIX RADIO Olv _ BENDIX AVIATION CORP 
4, Md. SEE ADV. C- 70 
Aviation Corp Fisher Bidg., Detr 
Bolton, Mass 


53 Worth St New 


Bendix 


855 35th St. N 


& Te 


enera 
15 Mass 

slobe Industries 
Belleville, N. J 

THE HALLICRAFTERS COMPANY, 4401 F 
venue ago 24 s. SEE ADV. C- 101 

Harvey-Wells Electronics, Inc., North St., Southbr 
Mass 

Hoffma 


Electronics Corp.. Hoffman Laboratories 


3740 South Los Angeles 7, Calif 


and Ave 

Industrial Products Div Intelex Systems 
Thames St., New York 6, N. Y 

Industria! Prods. Div., International Tel. & Te 
15191 Bledsoe St.. San Fernando, Calif 

E. F. Johnson 224 Second Ave., S. W 
Minn 

Lear, In 3171 Mundy DOr 

Longren Aircraft Co Inc 24751 
Torrance, Calif 


Santa Monica, Ca 


Crenshaw Bivd 


Magnavox Co., The, Industrial & Defense Products Div 
Bueter Rd., Fort Wayne, Ind 

Marconi’s Wireless Telegraph Co., Ltd., 23-25 Beaver 
St., New York 4, N. Y 





Engineers! Designers! 
THERE IS NO SUBSTITUTE 
FOR RELIABILITY! 


Specify — 
PERFORMANCE 
PROVEN “MAG MOD" 


MAGNETIC 


MODULATORS 


POSGLE On ave 
WOLVINGON $11 INOW 


—>- 
For complete 

specifications and 

application data on “Mag Mod” 
Miniature and Standard 
Components, call or write. 


TRANSMITTERS 


ay ee eee eee eee eee eee ee eee 


Miniaturized design permits 
engineers to employ these 
new components in transis 
torized printed circuit as- 
semblies and wafer type 
structures. All models offer 
maximum reliability, fully 
ruggedized construction and 
conform to MIL-T-27A speci- 
fications. 


@ COMPLETE RELIABILITY 

© INFINITE LIFE 

@ FASTER RESPONSE TIME 

® NEGLIGIBLE HYSTERESIS 

® EXTREME STABILITY 
(Ambient Temp. Range 
from —75° to +135°C) 

@ COMPACT SIZE 

® LIGHTWEIGHT 


Typical circuit applications 
for Magnetic Modulators are 
algebraic addition, subtrac 
tion, multiplying, raising to a 
power, controlling amplifier 
gains, mechanical chopper 
replacement in DC to funda- 
mental frequency conver- 
sion, filtering and low signal 
level amplification 





GENERAL 
MAGNETICS: INC 


135 BLOOMFIELD AVENUE 
BLOOMFIELD, NEW JERSEY 


Telephone: Pilgrim 8-2400 


TITTLE TTILIITiTerrrerreereieititleetetteéetesteitheftteseeeeteftererrrtrreeetertrtreerreereeee 


: 


Circle Number 92 on Reader-Service Card 





ABRAMS! 


FOR CONTROLS THAT QUALIFY! 


Research 
Engineering 
Design 
Production 
Special 


Intervalometers 


Armament 
Fire Con- 
trol Systems 
Components 


@ Precision 
Timing & 
Programming 
Devices 


MISSILE 
Fire 
INTER VALOMETER 
28 V. D.C. MiL-E-$272 


Special 
Recording 
Cameras 


Miniature 
Pulse 
Counters 


CONFORMANCE TO ALL MILITARY SPECIFICATIONS 


HERMETIC SEALING 


SHOCK MOUNTING 





606 E 


SHIAWASSEE ST 


INSTRUMENT CORPORATION 
O | 


LANSING, MICHIGAN 


Circle Number 93 on Reader-Service Card 





High Temperature onan 


FREQUENCY 


WIRES. CABLES #77 


INVERTER 
SUPPLY 


INPUT 28V D.C. + 10% 
OUTPUT Nom. 115V + 2% 
400 CPS + 0.01% 
1 © (2- or 3-phase output available) 
RATINGS: 30VA SOVA 100VA 
Higher ratings available. 
APPLICATION: 
For gyro wheel supplies and 
where precise 400 cycle 
are required in air- 
craft, radar and missile 
computers. 





FEATURES: 
PRECISION OUTPUT FREQUENCY 
RUGGED 
EXCELLENT WAVEFORM 
SIMPLICITY OF CIRCUITRY 
FAST STARTING TIME 
GOOD VOLTAGE REGULATION 


throughout an odjustable range 
ISOLATED CASE DESIGN 
HIGH RELIABILITY 
MAGNET WIRE Fastest delivery ... highest quality .. . opti- Pena sap woLAtee 
LEAD WIRE mum reliability . . . these are the qualities LUGHTWEIGHT 
MINIATURE CABLES that make Super-Temp’s TEFLON* insulated, MILITARY SPECIFICATION? 
JUMBO CABLES high temperature wires first choice all the (Send for Bulletin $-864) 
LACING CORDS time. Super-Temp has the right wire, cable or 
TUBING tubing, designed for specific applications, or 
SPECIALTY WIRE can fabricate them to your particular require- 


TEFLON TAPES ment. 
NEED IT FAST? . . . SEE SUPER-TEMP FIRST! 


SuperTewp MAGNETIC 
eeanal® AMPLIFIERS, INC. 


NEW 64 a Ua) : American Super-Temperature Wires, Hn. | 632 TINTON AVENUE * NEW YORK 55, HLT. © CYPRESS 2.6610 


Page , ‘ 
Catalog Se A West Canal Street, Winooski, Vermont e¢ University 2-9636 West Coast Division 
% General Sales Office: 195 Nassau St. « Princeton, N. J. * Walnut 4-4450 136 WASHINGTON ST. » EL SEGUNDO, CAL + OREGON 8-2665 








*DuPont’s TFE Resin Agents in principal electronic manufacturing areas | rave : : 7 
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TUBES, ELECTRON 


RADIO CORP. OF AMERICA DEFENSE ELECTRONICS 
PRODS. DEPT & en, N 
SEE ADV. C-76 


Tubes, Electron 


Milton St., Benton Harbor 
vove ment & Industr a viv 
kon Ave Philadelphia 44 Pa 
cto A Ltd 1001 Leno >t Montrea 
eoec 
RADIO CORP. “OF — Saremss LECTROENCS 
PRODS DEPT. F t cooper Sts nde N 
SEE ADV. C-76 
RADIO CORP. OF AMERICA 
ADV. C-76 
Raytheon Mfg 2Overnment 
; ngton St West 
Reiner Electronics 


East a 


THE "SEEBERG CORP CONTRACT DIV. 3: 
Chicago 22 SEE ADV ¢-71 


3555 6ona 


THIOKOL CHEMICAL CORP 
N SEE ADV. D- 181 


Transponders, Radar Cm) 


a 


AVION ‘DIVISION ’ ac fF “INDUSTRIES “INC Plant #1 
ark P : t #2 ON 
Pitt St. Alexand V SEE ADV © -100 - : 


DESIGNERS FOR ‘iNDuST RY, INC., 4241 Fulton P 
eve SEE ADV C- = 


HALLAMORE ELECTRONICS co DIV SIEGLER CORP 
e793 _, an, CN. SS Other solid-state devices, DC-DC converters, 
jan Metalcraft 8739 South 
Whitt F 7 frequency sensors, voltage sensors, 
8201 x3 Mc- 
iediena Aap time delays and programmers, etc. 


wola Ine Military Electronics 


juided Missile Div 61 
herman St., Maido Mass 
PACKARD-BELL ELECTRONICS CORP TECHNICAL 
PRODUCTS DIV ympic Bivd., Los 
Angeles 64, Calif See “ADV. C-73 
M. Parsons ne, Electronic 
DeLacey Ave., Pasadena, Calif 
ico Cor Gevernment & Industr 
ssah m Ave Philadeiphia 44, 
to Co 01 Lenoir 
anada 
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INTEGRALLY 
LIGHTED 
INDICATORS 


Tra nsistorize d 


FREQUENCY 
STANDARDS 


% Provide stable frequency 
source for missile requirements 


% Light weight—small size 


% Ruggedized for missile service 


Compact, rugged, mpietel) an- 
sistorized units consisting 
erystal controlled oscillator, six 
binary counter stages and tuned 
power output stage. Provides preci- 
sion time and frequency reference 
Proved out in current missile proj- 
ects by all three armed services 
Various frequencies and accuracie 


are avaliable as required 


TYPICAL SPECIFICATIONS 


Type TFS-400-28D 





Output Frequency . . 400 CPS 
Frequency Accuracy . 0.002% 
Under the following 


These instruments are integrally lighted in accordance with etre oa ois ice 
MIL-L-25467A. Also available in a variety of pressure ranges aiiniaden . 250650 NER 
and position indications. Special functions on request. vibration. . . . . Oto 2000 CPS @ 106 
Instruments meet all applicable MILITARY SPECIFICATIONS. Output Power. . . . 50 Milliwatts 
. Output Impedance. . 80 Ohms 
OTHER BENDIX-MONTROSE COMPONENTS: neil Volege . + + + 28 Volts DC 


Pressure Transmitters Dynamotors a sr meee + eed a 
: . : eater Voltage .. . olts 
Position Transmitters Ordnance-type Synchros mal ate 
~ D. C. Motors i oe long x 1%4"" 
# F diameter 
Weight. . . « « + « 11 Ounces 


Write for data sheet or information on 
your specific requirements. 


Designers hon Ynduatny 


Incorporated 1935 
4241 Fulton Parkway * Cleveland 9, O. 
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TUBES 


Cascade Res. Div., Monogram Precision Industries, Resitron Labs., 2908 Nebraska : RED BANK DIV., BENDIX AVIATION CORP 

. Inc., 53 Victory Lane, Los Gatos, Calif Sanders Associates, Inc, 95 Ca t, Nast N wn, WN SEE ADV. C-89 

Central Electronic Mfrs. 2 Richwood Place, Denville Somotone Corp., Elmsford, N 2908 Ne k 
N. J byivania Electric Products 

Alien B. DuMont Lab Inc., 760 Bloomfield Ave York 19, N. Y¥ 


Clifton, N. J. United Electron 
EITEL-MCCULLOUGH, INC., 301 Industrial Way, Sar tronics c 
Carlos, Calif. SEE ADV. C-2 Jersey 
Electronic Tube Corp., 1200 E 
Geiphia 18, Pa 
Farnsworth Electronics Co., Div. of International Te 
& Te Corp 3700 E. Pontiac St., Fort Wayne, 
Ind 
General Electr 4 Electronic 
Owensboro, Ky 
General Electr *.) 
Ky 
Genera! Elect 
Dept Syracuse 
General Electric Co 
Port Washingtor 
General Electro 
Garland, Texas 
Hughes Aircraft ( ver City 
Industrial Tube Div Raytheon 
. Newton, Mass 
ts Div Intelex 
Thames St., New York 6, N. Y 
p Electronics Co 29 Holly 


uthe Laboratories, Ir 730 Soutt 


Mermaid Ave., Phila- 


Components Div a. 


Receiving Tube Dept 


Cynarr 


Inc.,  EITEL-MCCULLOUGH, INC 
f SEE ADV. C-2 
rk 13, ¢ 


ates Northwest t 

Burlington, Mass 

MONTROSE DIV., BENDIX AVIATION CORP 

Montrose, Pa. SEE ADV. C-96 

National Company, inc " 
Sherman St M. ter 4 

Nationa! 
Bloomington 

Nuclear Corporatior 
Denville, New Jersey 


Union Electric 


wer Tube . 
orp sovermment & Indust ¥ ‘7 - \ 
Wissahickon Ave., Philadelphia 44, Pa RADIO CORP OF AMERI A DEFEN 
RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS gg oe” imme S ’ 
° Box 45215 A PRODS. DEPT... F t & per St ¢ F ADV. C-7 
pm : 7 SEE ADV. C-76 ~ 


henectady 5, N. Y ria 

RADIO CORP. OF AMERICA, DEFENSE ELECTRONICS 
PRODS. DEPT... Front & per Sts., Camden, N. J 
SEE ADV. C-76 


The Ramo-W 


E ELECTRONICS 


RED BANK DiV., BENDIX AVIATION CORP., 
town, N 


J. SEE ADV. C-89 





An Integrated Company Engaged In The 
Design, Development, Qualification, 
Testing and Manufacture of 
Electro-Mechanical Equipment For 
Aircraft, Missile, Ordnance, 

Ground Support and 

Industrial Applications. 


ee a ¢ : 


Motors — 400 Cycle AC 
linear Actuators or 28 V OC 


DESIGN=——QUALIFICATION=——MANUFACTURE 


Pewer Flight Controls 


ELECTRIC COMPANY 


Rotary Actuators 


Linear Electric Actuators Servo Actuators 
Rotary Electric Actuators 
Electro-Mechanical Control Systems 
Electric Power Units 


D.C. Motors - Integral Horsepower 


Inverters Antenna Drives 


Alternators Gear Motors 


Generators Compressor and Pump Drive Motors 


Motor Generators 





D.C. Motors - Fractional Horsepower 
A.C. 400 Cycle Motors - 

Integral Horsepower 

400 Cycle Motors - 

Fractional Horsepower 


Special Solenoids - 
400 Cycle AC or DC 
Blowers and Fans 
Hoists and Winches 


Mechanical Power Transmission 
Components 

Screw Jacks 

Angle Drives 

Specialized Gear Boxes and Drives 


Design Data Sheets and Catalogs Available Upon Request 


ene C ‘ aelalela’ 
So. Stoner Ave., Los Angeles 25, Calif 
Telephone BRadshaw 2-3125 
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Eastern Sales and Service 


Hangar 2, Port Columbus Airport, Columbus, Ohio 
Telephone BElmont 5-9634 














DC-AC 
CHOPPERS 


For 50/60/94/120 Cycle Use 


There are twenty-two minia- 
ture types, both single and 
double pole, built to rigid 
commercial specifications 
with the emphasis on long 
life, low noise level, and 
extreme reliability. Please 
write for Catalog 515. 





VIBRATING CAPACITOR 


A vibrating-reed type capacitance modu- 
lator used to measure currents as low as 
10-'© amperes. Drift never exceeds +0.2 
millivolts per day, noncumulative. Thus 
it is ideal where stable performance with- 
out recalibration is required for periods of 
a month or more. Write for Catalog 523. 











0-500 CYCLE 
ULTRA HIGH DC-AC 


SPEED RELAYS CHOPPERS 


Operating time 200 mi- Liberal factors of safety. 
croseconds. Mount in Before any Chopper is 
any position. Will cover shipped, it is tested twice 
the range of —65°C to over the range of —65°C 
+85°C factory sealed. to +85°C to give double 
Please write for Catalog proof of stamina. Please 
337. write for Catalog 280. 











RESONANT 
RELAYS 


Permit remote control by 
radio or carrier through 
frequency discrimination. 
Relays operate only when 
energized at rated fre- 
quencies and reject all 
others. Please write for 
Catalog 335. 


STEVENS-ARNOLD 


INCORPORATED 


7 ELKINS STREET, SOUTH BOSTON 27, MASS, 
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Sylvania Electric Products Inc., 1740 Broadway, New 
York 19, N.Y 

United Electronics Company, Subsidiary of Ling Elec- 
tronics, Inc., 42 Spring Street, Newark 4, New 
Jersey 

Vacuum Tube Prods. Co., Inc., 2020 Short St., Ocean- 
side, Calif 

Westinghouse Electric Corp., 3 Gateway Center, P 
Box 868, Pittsburgh 30, Pa 


Tuning Units, Antenna 


Admiral Corp., 3800 Cortland St., Chicago 47, Illinois 

Aeronautical Communications Equip., Inc., 3090 S. W 
37 Ave., Miami 33, Fila 

Almo Radio Co., 913 Arch. St., Philadelphia, Pa 





adillac Electronic Co., 53 Worth St., New York 13 
N.Y 

Canoga Corp 5955 Sepulveda Bivd Van Nuys, Calif 
ms Radio Company, 855 35th St. N. € Ceda 


Rapids, lowa 

Electr Research & Devel. Co. Ltd., 210 Ninth © 
Calgary, Alta., Canada 

Electronics & X-Ray Div., F-R Machine Works 
26-12 Borough P Woodside 77, N. Y 


Engrg. & Prod. Div., Dynamic Electronics-New York 
Ir 73-39 Woodhaven Bivd., Glendale, N. Y 

General Electr Cc Heavy Military Electron Equip 
Dept., Syracuse, N. Y 

slobe Industries, In Electronics Div., 525 M t 
Belleville, N. J 

Harvey-Wells Electronics, Inc., North St., Southbridge 
Mass 

E. F. Johnson Co., 224 Second Ave S. W. Wase 
Minn 

Lear 3171 Bundy DO Santa M 2 f 

Lie r 3610 eanside Rd eanside, N. Y 

Marconi’s Wireless Telegraph Co., Ltd., 23-25 Be 
St.. New York 4, N. Y 

Philco Corp Government & industrial Div 4700 
Wissahickon Ave Philadelphia 44, Pa 

Prudential Industries, Atlas Precision Pdts. Co. Div 
Castor & Kensington Aves Philadelphia 24, Pa 

Reiner Electronics Co c Centre & Glendale 
Easton, Pa 

>chaevitz tngmnee Q Route i135 & 8 
Pennsauken, N 

Summers Gyroscope Co., 2500 Broadway, Santa M 
Calif 

Telectro Industries Corp., 36-16 37th n 
Island City 1, N. Y 

Vitro Corp. of America, 261 Madison Ave., New York 
16, N. Y¥ 


VHF/ADF Equipment 


Allied International Co., 230 Park Ave., New York 1 
nN. Y 

Aimo Radio Co., 913 Arch. St., Philadelphia, Pa 

Bendix Aviation Corp., Fisher Bidg., Detroit 2, M 

Cadillac Electronic Co., 53 Worth St., New York 13 
N.Y 

Collins Radio Co., 855 35 St., N. E. Cedar Rapids, 





] 
lo 
9 Div Dynamic Electronics-New York 
odhaven Bivd., Glendale, N. Y 
& Radio Co. Div., Internationa 





p., 100 Kingsland Rd., Clifton, N 
cs Div., Gabriel Co., The, 135 Crescent 
Hots. 94, Mass 

Heavy Military Electron Eq 
ee 0. ¥ 


ries, Ir Electre s Div., 525 Main St 





171 S. Bundy Or Santa Monica 
The, Industrial & Defense Products 








wo 
2131 Bueter Road, Ft. Wayne, Ind 
Marconi’s Wireless Telegraph Co., Ltd., 23-25 Beaver 
St., New York 4, N. Y 
Topp Industries, Inc., 5221 West 102 St., Los Angeles 
45, Ca 
t | Company, Inc Guided Missile Div 
nan St., Malden, Mass 
Electronics Co., Inc., Centre & Glendale Sts 
Pa 
The Sparton Corp., Sparton Electronics Div., Jackson 
Mich 
Telectro Industries Corp., 36-16 37th St., ong 
Island City 1, N. Y 


Vitro Corp. of America, 261 Madison Ave., New York 
6, N.Y 


Voltmeters 


Almo Radio Co., 913 Arch. St., Philadelphia, Pa 

Avo, Ltd., 80 Shore Rd., Port Washington, N. Y 

Assembly Prods., Inc., Chesterland 39, Ohio 

B & B Distributors, 221 Greenwich St., New York 7 
N. Y 

Bach-Simpson Limited, 1255 Brydges St., P. 0. Box 
484, London, Ontario, Canada 

Beckman Instruments, Inc., Berkeley Div., 2200 
Wright Ave., Richmond, Calif 

A. Biederman, Inc., Precision Instruments Labs., 1045 
Airway, Glendale 1, Calif 

Bristol Co., The, P. O. Box 1790-A. W., Waterbury 20, 
Conn. 

Canadian Research Institute, 46 St. George St., 
Toronto 5, Ontario, Canada 

Consolidated Electrodynamics Corp., 300 North 
Sierra Madre Villa, Pasadena, Calif. 




















all of these 
\ 


























missiles & aircraft 


wy _N 





Dorne & Margolin 


airborne antennas 
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New, fast, a-c regulator cuts 
line & load transients 18 db 


e Steady-state line and load regulation to +0.5% e Transients 
attenuated at least 8:1 (18 db) e Fast response—less than 
1 cycle (0.02 sec) for 63% recovery e Less than 0.35% distortion 


The new Sorensen Model FRLD750 fast- 
response, low-distortion a-c regulator is 
ideal for critical applications like null 
testing, meter calibration, and the pow- 
ering of pulse-type circuits, such as 
those used in computers, where false 
triggering is not permissible. 

Since there is no phase shift between 
input and output, the FRLD750 can 
also be used in multiples for the regu- 
lation of multi-phase power. Line and 
load transients are reduced by at least 


8:1, regardiess of their magnitude. Both 
cabinet and 19” rack-mounting models 
available. Write for technical data or 
see your Sorensen representative, 
And don’t forget, Sorensen engineers 
will be glad to discuss your special 
power requirements with you. They can 
help you select the proper a-c or d-c 
power supply, regulator, or frequency- 
changer from the widest transistorized 
line on the market, or assist you in de- 
signing special power systems. 8.30 


SORENSEN & COMPANY, INC. 


S 


Richards Avenue, South Norwalk, Connecticut 


WIDEST LINE OF CONTROLLED-POWER 


EQUIPMENT FOR RESEARCH AND INDUSTRY 


IN EUROPE, contact Sorensen-Ardag, Zurich, Switzerland. IN WESTERN CANADA, ARVA 
IN EASTERN CANADA, Bayly Engineering, Ltd. IN MEXICO, Electro Labs, S. A.. Mexico City 
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Eliminates antenna shading 


Autonetics’ new Automatic Antenna Selector insures uninter- 
rupted radio reception in military and commercial aircraft. 
Used with dual-antenna systems, it assures a strong, continu- 
ous signal. Does away with manual switching and losses due 
to coaxial tees in the antenna feedlines. Simple to install... 
has a 10,000-hour operating life with minimum maintenance 

..completely reliable during high-speed maneuvers and in 
environmental extremes. 


Meets stringent military Autonetics 4, 


requirements. A Division of North American Aviation, Inc., Downey, Califo 
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HIGH PRESSURE TYPES 

HIGH TEMPERATURE TYPES 

HIGH VOLTAGE TYPES 

MINIATURES 

CO-AXIAL VALVES 

HIGH SPEED RESPONSE TYPES 

© Engineered for dependability 

® Produced in accordance with MIL-S-4040-A 
specifications 

© PSP engineers will gladly recommend one or more 
of 700 proved solenoids to fit your needs —or work 
with you toward solution of your specific problem 











Write direct for PSP Catalog 
Representatives in all principal areas 


IF’ lP PSP ENGINEERING COMPANY 


DIVISION OF INDUCTION MOTORS CORP. 
6058 Walker Avenue » Maywood, California 
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VOLTMETERS 


HICKOK ELECTRICAL INSTRUMENT CO 
’ SEE ADV. C-82 





seg”? - BAND 
The further we gress, L | 
pulse oscillator 


the more important model no. 306 
experience be es in solving 

: © offering superior stability 
today's most urggnt problems. Free Wieeien and Sem- 


perature under extreme en- 
vironmental conditions . . . 


© small-size and light-weight 








TUNING RANGE 300 MC (Nominal) 


POWER OUTPUT 1.5 KW peak minimum 
at .001 duty cycle, 1 usec pulsewidth 
1000 pps 


TUBE GE 6442 triode 


OPERATING CONDITIONS 3000 V at 2.5 
amp peak (Nominal) Heater 6.3 V ac or 
dc (5%) 

VIBRATION 20 ¢ . 20-2000 cps 
(FM 2 MC max.) 

SHOCK 70 g while operating (frequency 
shift 1 MC max.) 


Temperature -50 C to 100 C (4 MC 
max.) 


e : FIXED CATHODE Plate tuned (only tuning 
ya a adjustment) 
; TUNING LOCKING DEVICE Output 
One company actively and continuously ttype N. TNC, or BNC. nominally 50 
ohms) 


engaged in advan ECM research OVERALL DIMENSIONS Length 6-1/4” 
Width 2”; Height 1-7/8” excluding con 
and development nector 


oo 
since 1952 is... \ hallicrafters pasha “A: parts of the oscilla- 


» 4401 W-FifthA hi 24. il. tor — included in the dimensions and 
° Hon Cheapo 24, weight, above 


SERVIBES— research and development OTHER MICROWAVE COMPONENTS S, C, 
+ el@etronic equipment production and X — bands available 
eliability evaluation SEND FOR LITERATURE 
—communications + radar i 


ermeasures + reconnaissance’ 
evices + heat exchangers@ Vil Avion 
generators «+ — Diviston 


1 : 


Paramus, N. J 


OCC peezauee 
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WIRE 
PRODUCTS 


EWIS 


MULTI-CONDUCTOR CABLES for MISSILES and ELECTRONIC APPLICATIONS 


Combining the light weight, superior dielectric prop- 
erties, heat resistance and resistance of 
teflon*insulated conductors with the tough abrasion, 
temperature and solvent resistance of a woven 
nylon jacket, nylon finished, a cable has been made 
available that is particularly suited for use in mis- 
siles end electronic applications. 


Individual wires having silver plated copper strands, insulated with teflon suitably 
color-coded in accordance with MIL-W-16878B, Type E, are cabled together and jacketed 
with @ tough nylon braid with a nylon finish applied overall. 

Available in various conductor sizes as required or in combinations of sizes consistent 
with standard manufacture. 


Cables may be shielded with #36 tinned copper braid applied directly over the nylon 
braid and jacketed with a nylon braid or extruded PVC applied overall. 


MULTI-CONDUCTOR CABLES OF THERMOCOUPLE MATERIALS 


For permanent conduit installations, thermocouple 
wire cables are constructed to customers’ specifica- 
tions. Wlustrated LEWIS Part PFN-9, a six pair, 
#16 solid iron-constantan (JX) cable with individual 
conductors PVC insulated and color coded white 
and red, twisted together then cabled with a #36 
tinned copper shield woven overall and finally a 
3/64 inch black PVC jacket applied over the shield- 
ing braid. A center core of asbestos fibers is used 
as on aid in forming the cable into a rounded 


contour. 





Any thermocouple material may be made into such multi-conductor cables, or if de- 
sired, a cable combining electrical wires and thermocouple wires may be designed to 
fit your requirements. Cables te withst envir tal conditions of severe temperature 
extremes, moisture and abrasion are prepared with shielding braid on single or paired 
conductors or with an over-all shielding. Tell us of your requirements. 





HIGH TEMPERATURE CABLE... 

Suitable for operating temperatures up to 650°F with nickel-clad copper conductor and 
laminated insulation having superior dielectric strength and moisture resistance. In 
AWG sizes 22 thru 4/0. In accordance with MIL-C-25038. 


EXTRA FLEXIBLE CABLE... 

High Temperature and Moisture Resistant Electrical Cable. Lewis “EXFLEX” Cable, single 
and multi-conductor, superior for circuits on hinged or pivoted parts. Resistant to 
abrasion and temperatures to 500°F. 


THERMOCOUPLE WIRE AND EXTENSION WIRE... 

In iron-constantan, pp » and chromel-alumel to MIL specifications or 
in custom constructions. Twisted and shielded, cabled, shielded and jacketed. Multi- 
pair cables, shield and jacketed for missile applications. 





ELECTRONIC HOOKUP WIRE... 
Teflon*insulated silver coated copper ductor with i 
accordance with MIL-W-16878B. Types E and EE. 


in standard colors in 
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1959 AVIATION WEEK/SPACE TECHNOLOGY 


mstruments Ltd 
670, Ajax, Ontario, Canada 
Technology Instrument Cor; 531 
Mass 
© Laborator Inc., Plainview 
cline, Inc South St. Clair 
hic 
Waveforms, In 
Westinghouse Electr 
P. 0. Box 868 
Weston Electrica! | 
Ave., Newark 12 


Waveguide 


AVCO MANUFACTURING * CORPORATION, CROSLEY 
DIVISION 1329 Arlington Street mat >» 
hio. SEE ADV. B-2 
Morris Bean & Co., Hyde Rd., Yello 
Bendix Aviation Corp., Fisher Bidg 
Srach Mfg. Corp., 200 Centra 
Briste Aircraft Wester Ltd 
Stevenson Field Ww nmmipeg, Manito 
Budd-Staniey C Inc., 43 22 
ya & ¥ 
Canoga Corp 
Calif 


ates, P 


Nuclear Cc 
Riverdale, Md 


Kay Electric Ce 14 Maple 

KEARFOTT CO., INC., SUB. "oF GENERAL ‘PRECISION 
EQUIPMENT CORP 1378 Ma 
N. J SEE hanged c-83 


Ave 


nent Corp nn F 


chnicraft Labs Inc Thomaston-Waterbur 
Thomaston, Conn 

THOMPSON PRODUCTS, INC., General Offices 
and 17, Ohio. SEE ADV. D-170 


Twix teh — ba Inc 40-09 21 


UNITED AIRCRAFT PRODUCTS INC 
Dayton, Ohio. SEE ADV. B-43 

United Metallic 0 Ring Corp., Box 1035 
hio 

Washington Aluminum Co., Inc., Dept. 175, Baltimor 
29, Md 

Waveguide, Inc., 14837 Oxnard St., P. 0. Box 
Van Nuys, Calif 

Waveline, Inc., P.O. Box 718, West Caldwell, N 


BUYERS’ GUIDE ISSUE 








TACHOMETER CALIBRATOR 


for dc applications — 
a Variable -reluctance 
pressure transducer 


and Electronic Counter 
MODEL ST-901 

Electronically controlled driving 
speed infinitely adjustable from 0 
te above 5000 rpm. 
Continuous speed indication within 
1 rpm, plus power line frequency 
error. 
4-digit electronic counter for externad 
counting at rates up to 50,000 per 
second. 
External speed pick-up for general 
test use. 

@ Push-button speed selection for 
rapid production testing. 


@ Priced at $1287.00 


Sewe-Tek 


[wv . w  e 


PRODUCTS CO. 


smcoeroratio 
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PRECISE MOTOR GENERATOR SETS Wiancko has successfully combined a solid-state 


ADJUST 260 te 400 CPS carrier oscillator and demodulator with a variable 
Generator mountéd controls ne . 

include reset buttons, limit reluctance pickup. The resu't is a « 

switch. Motor and generator ducer utilizing de excitation and pro 


for your remain stationary. Vari-drive 


wiley adjustment controlle c output direct for standard telemetering and data 
oy id lled dc output t for standard t tering and dat 
y small motor. Remote con- | tn aatising -. & dod 
TESTI trol panels available system applications. No amplifiers are needed 
NEEDS! ; : : because of the high output produced b 
. 2D reluctance pickups. In addition, th rans 
offers exceptional resistance t seler 
vibration, plus the qualities of 
perior linearity, Continuous res 
natural frequency. The achievement 
of great accuracy and outstanding 








Absolute, gage, and differential pressure m 
are available, but the technique is not contin 
the measurement of pressure; accelerometers em 
ploying the principle have also been developed. For 
Units can be equipped with further information write for Product Bulletin 108 
a Py 
synchronous motor starter and a 
magnetic amplifier, auto- + 
matio voltage regulator oo 


KATO 400 CYCLE 
MOTOR GENERATOR SETS 
NOW UP TO 250 KWi 


KATO MOTOR GENERATOR 
SETS are available in fre- 255 North Halstead Avenue, Pasadena, California 
quencies, speeds ond sizes for 
every ee use ; op NPUT 
erating hi cycle tools, test- 

ing po ano. and electronic Fieid Offices 
equipment. 


WIANCKO ENGINEERING COMPANY 


eEastern eNorthern California eSouthern California 


No. 2 South Maple Ave. 499 Homilton St 3410 E. Foot! Bivd 
Ridgewood, New Jersey Palo Alto, California Pasadena, ‘ fornia 
Phone: Giibert 4-2444 Phone: DAvenport 6-7053 Phone: Eigin 5-7186 





1403 First Avenve, Mankato, Mina. 
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PRECISION 


CONTROL ASSEMBLIES 
» «e @ WRIGHT specialty 


Aircraft & Missile 
WIRE & CABLE 





3 


Certified to 
EXACT MILITARY 
SPECIFICATIONS 


A Jy 
* 
oad 
7 


Sa 
PP ts 
One. 


over 


9000 


ITEMS 
IN STOCK 





5 a en . 


Nv ip >be 


ws 
~~ os 








tbh bnha da be bb ES 


~- tiie 
or Immeédiat& delivery ! 
: - 
2 | ca) “ 
Bil -mar-la-4-+-) ae Dale Maile) tamelh'2-a-thil ts 
warehouse stock of wire & cable in 
the West — ready for shipment any 
where in the world on a moment's 
MAJOR SUB-ASSEMBLIES: Size 9 motor/tachometer generator, 7/8 notice. Wherever _ are, whatever 
" = ° . “~ > n cai J C 
in diameter; two Size 11 high accuracy synchros; precision gear reduc- | your needs, call us for instant service 


. " . “ — even when your ‘‘usual” suppliers 
tion unit with 6000 to 1 ratio. can't come through! 





This servo illustrates Wright’s exceptional capability 
for production of special small precision components 
and assemblies. You are invited to consult us on your 
next requirement for... 


A.C. and D.C. Motors - Servo Tach Units 
Synchros In All Categories Send for CATALOG 


E502-ED — The most 

0 WEET E f Complete Engineer 
Gyro Motors - Tachometer Generators ing Data on Coaxia 
Cables ever assem- 


And Related Components or Assemblies bled. Yours for the 


: A icin ib nian apt J 


a STANDARD 


pogangeg’ 4 Wire & Cable Co. 
EST. 1893 - DURHAM, N. C. Ww 3436 Overland Ave., Los Angeles 34, Califo@ia 


Telephone: TExas 0-4647 
DIVISION OF SPERRY RAND CORPORATION ALSO OFFICES IN SEATTLE AND SAN FRANCISCO 
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MODEL H-42 


HIGH PRESSURE 
TRANSDUCER 


In each Hawk missile launcher de- 
veloped by Northrop Aircraft Inc., 
two Servonic H-42 pressure trans- 
ducers provide damping in the servo 
systems which operate the azimuth 
and elevation controls. A radar im- 
pulse furnishes guidance and slews 
the missile carriage to the proper 
position for launch. The Servonic 
transducer senses the pending oscil- 
lation in the hydraulic system due 
to the inertia of the moving mass 
and applies a correction signal to 
the servo amplifiers controlling hy- 
draulic pressure so that each oscil- 
lation is counteracted. This provides 
a stable motion as the platform is 
brought to rest in the correct firing 
attitude 


The use of the H-42 in the Hawk 
launcher servo systems is typical of 
the many application capabilities of 
Servonic pressure transducers in ex- 
treme environmental situations. 


H-42 SPECIFICS: 
Range: + 4,000 psid. 
Linearity: + 0.5% 
Hysteresis: Less than 1%. 
Resolution: 0.2% 
Vibration Effects: Less than 1% at 20g. 
Shock: 30g. 
Complete Details in 
Technical Bulletin S1-581 


— 9 = AAO ELS 
INSTRUMENTS, INC. 


-F Semee ta: :08.F tees By 


on-) Be MUL. | Wet SERS-2aate | 
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NOW AVAILABLE! 
NEW RADIATION, INC. 


Short Form Catalog 1-58 
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Brief, 
Easy-to-Read 
Specifications on 
Latest Radiation, 
Inc. Equipment 


so ens HE 


SEND FOR 
YOUR COPY 
TODAY! 


° TELEMETERING EQUIPMENT + RECORDING SYSTEMS 
¢ TEST EQUIPMENT + DATA PROCESSING EQUIPMENT 


Designed and built to exacting specifications for use where 
outstanding reliability and ruggedness are absolute require- 
ments. 


Use coupon below to send for your Radiation, Inc. Short 
Form Catalog 1-58 and to receive future mailings. 


RADIATION 
INC. 
Personnel 
Inquiries 


Invited AVIONICS - ASTRIONICS - INSTRUMENTATION 





RADIATION, INC. 
P.O. BOX 37, MELBOURNE, FLORIDA 


Send Catalog (|| Send me future bulletins 


AV12 


i icestnsenee TITLE 


COMPANY ADDRESS 


ciTy STATE 
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CABLES & WIRE 25,000 
23 RG-/U Teflon cables, 80 
RG-/U Polyethylene cables, 
Tefion Hook-Up Wire — the 
industry's most complete line. 


wwe -e-cmeroe — GOMPONENTS 


Complete family of 400°F. 

environmentally resistant 

connectors in power, minia- 

ture and subminiature sizes. RACK & PANEL CONNECTORS 


Blue Ribbons, standards and 

new “Poke-Home” contact 

: > connectors. Miniatures also 

MS & MS-TYPE CONNECTORS : > available, including reliable 


The leading line of MIL-C- Micro Ribbons 
5015 MS types, including en- 

vironmentally resistant “Stub 

E”. “Minni E” is first true 

miniature “E”. 


RF CONNECTORS 


Every popular RF series is 
supplied by AMPHENOL. A 
complete line of subminiature 
Subminax® connectors, also. HERMETIC SEALS 


“Identoseals” with contact 
identification on glass mate 
with standard MS. Miniatures 


POKEHOME™ CONTACTS ' and Headers complete this 
reliable line of hermetics. 


AMPHENOL’s patented Poke Home contact 
concept* is available in a wide variety of 
connectors: 400°F.“E” types, rack & panels 
and many special designs. Poke Home 
contacts are crimped to wire outside the 
body of the connector and then poked 
home into the insert for final assembly. 
They are removable in case of circuit 
changes. Poke Home contact connectors 
have already proved themselves in many 
tough applications— write for complete 
information! 


% S. PATENT 2.4 


».018 
AmPHENOL’s Authorized Distributors carry - 
in stock the popular components you need 
—contact them for off-the-shelf delivery. A 
lB a de 


AMPHENOL ELECTRONICS CORPORATION 
chicago 50, illinois 
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